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ACCREDITATION 


Broome Community College is a member of the Middle States Association 
of Colleges and Schools. 

The College is supervised by the State University of New York and its 
curriculums are registered by the State Education Department. 

The Chemical, Civil, Electrical and Mechanical Engineering Technology 
programs are accredited by the Technology Accreditation Commission of the 
Accreditation Board for Engineering and Technology, Inc. (TAC/ABET). 

The Dental Hygiene Program is accredited by the Commission on Dental 
Accreditation and by the United States Department of Education, and the 
Nursing Curriculum is accredited by the National League for Nursing. 

The Health Information Technology Program is accredited by the Council 
on Accreditation of the American Health Information Management Associa- 
tion in collaboration with the Commission on the Accreditation of Allied 
Health Education Programs. 

The Radiologic Technology Program is accredited by the Joint Review 
Committee on Education in Radiologic Technology. The Medical Assistant 
Program is accredited by the Commission on the Accreditation of Allied 
Health Education Programs. The Medical Assistant Program is also accredited 
by the American Association of Medical Assistants. 

The Physical Therapist Assistant Program is accredited by the Commis- 
sion on Accreditation in Physical Therapy Education. 

The Medical Laboratory Technology curriculum is approved by the 
National Accrediting Agency for Clinical Laboratory Science (NAACLS). The 
Dietary Program is approved by the Dietary Managers Association. 


NON-DISCRIMINATION 
COMMITMENT 
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Broome Community College does not discriminate on the basis of race, 
sex, color, creed, age, national origin, disability, marital status, sexual 
yrientation, or status as a disabled veteran or veteran of the Vietnam era in 
the recruitment of students; the recruitment and employment of faculty and 
staff; or the operation of any of its programs and activities. Where relevant, 
state and federal laws apply. 

The designated coordinator for compliance with Title VI and VII of the 
Civil Rights Act of 1964, as amended, Title IX of Education Amendments of 
1972, Section 504 of the Rehabilitation Act of 1973, as amended, and Section 
402 of the Vietnam Era Veterans’ Readjustments Assistance Act of 1974, as 
amended, is the Affirmative Action/Equal Opportunity Officer. 

For further information or questions, contact this individual weekdays, 
during regular College hours. 


PARTNERS IN PROGRESS 
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Broome State University Broome County 
Community College of New York (SUNY) (College Sponsor) 





The College reserves the right at any time to make changes 
deemed advisable or necessary. The College, moreover, shall not be 
responsible for any typographical errors contained in this catalog. 

For information about the College, its program, and its admissions 
procedure contact: 

Office of Admissions 


Broome Community College 
P.O. Box 1017 
Binghamton, New York 13902 
Phone (607) 778-5001 
Hearing impaired persons should phone: 
(607) 778-5150 (Voice-TDD/TTY). 
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COLLEGE 
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CATALOG 


A comprehensive Community College Supervised by 
SUNY (State University of New York) 
and Sponsored by the 
County of Broome 


BROOME COMMUNITY COLLEGE, P.O. BOX 1017, BINGHAMTON, N.Y. 13902 
PHONE (607) 778-5000 
(607) 778-5150 TTY/TDD 


HOW TO USE THIS CATALOG 


To help readers find their way through the 
pages of this catalog, a few words of explanation 
may be helpful. The catalog is assembled in four 
parts as follows: 


PART 1, which consists of pages 7 to 36, 
contains the policies, procedures and regulations of 
the College. And, as the accompanying table of 
contents shows, these are divided into such areas as 
admissions, expenses, financial aid, academic poli- 
cies and student services. 


PART 2, from pages 37 to 82, is a complete 
display of the College's various curricula, arranged 
in alphabetical order within Academic Division. It 
shows the courses taken by students in each semes- 
ter, along with the number of class hours, labora- 
tory hours and credits for each. 


PART 3, from pages 83 to 120, contains de- 
scriptions of the College's courses. These are ar- 
ranged in alphabetical order, according to curricu- 
lum codes. Readers should check the listing on 





page 84 for the subject area's corresponding code, 
in order to find the description easily. 


PART 4, from pages 121 to 131, is a directory 
of the administration and faculty of the College. 
There is also information about the State University 
of New York, of which the College is a part. The 
Index is located on pages 132 to 134, indicating the 
topics covered in this catalog. The Academic Calen- 
dar is on page 135. 
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ABOUT BROOME 





Broome Community College is a comprehen- 
sive community college. It has programs designed 
to prepare graduates for immediate employment 
and for transfer to four-year colleges and universitiesl. 

Recent enrollments have averaged nearly 6,000 
students, almost evenly divided into full-time and 
part-time students. 

The College is publically supported and is 
attended largely by students from Broome and 
surrounding counties. 

The students are enrolled in four general areas 
of study: Liberal Arts and Related Careers; Business 
and Office Technologies; Health Sciences; and, 
Technology, Engineering and Computing. 

The College is sponsored by Broome County, 
supervised by the State University of New York, and 
accredited by both professional and educational 
organizations (see inside front cover). Its programs, 
moreover, are registered with the State Education 
Department. 


HISTORY OF THE 
COLLEGE 


Broome Community College graduated its first 
class in 1949. These students had entered what was 
then known as the New York State Institute of 
Applied Arts and Sciences at Binghamton in the fall 
of 1947. The original institute was one of five 
founded in the state in 1946, following the pattern 
of six agricultural and technical institutes which 
New York had established earlier in the century. 
The first programs offered were all occupational in 
nature and_ included Chemical, Electrical and 
Mechanical Technology, as well as Medical and 
Technical Office Assistant curriculums. 

In 1953 New York relinquished operating con- 
trol of the school to a new sponsor, the County of 
Broome, under provisions of the State Community 
College Law, and the name was changed to Broome 
County Technical Institute. In 1956 the name was 
again changed to Broome Technical Community 
College, to reflect the increasingly comprehensive 
nature of the educational offerings. In 1971 the 
name became Broome Community College as the 
scope of curriculums continued to expand. 

In the late 1950's, Civil Technology and Dental 
Hygiene programs were added to the five original 
curricula. The Business programs were expanded 
to include offerings in Accounting, Marketing, and 
Engineering Secretarial in the early 1960’s. 

An important change in the College’s program 
began in the late 1950’s as a result of a new 
emphasis on university-parallel or transfer pro- 
grams to compliment the College’s occupational 
offerings. Engineering Science, the first two years 
ofan engineering program, was introduced in 1958, 
Liberal Arts and Sciences (now Liberal Arts and 
Related Careers) in 1962; and Business Administra- 
tion in 1963. 
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In the late 60’s interest began to develop in the 
health science field. As a result, the College intro- 
duced a degree-granting program in Radiologic 
(X-Ray) Technology in 1965, added Medical Labora- 
tory Technology in 1966, Nursing a year later and 
Medical Record Technology in 1969. The Physical 
Therapist Assistant program is the newest of the 
Health Science programs as BCC continues to 
respond to the needs of the community. 

Criminal Justice and Early Childhood have also 
been added, and degree programs in Individual 
Studies have been introduced, along with Office 
Services Assistant. Additional new offerings have 
more recently been added in Computer Studies and 
Travel and Hotel/Restaurant Management. 

For its first five years, the school was housed in 
a refurbished State Guard Armory in downtown 
Binghamton. This building was located across from 
the Forum and was gutted by fire in September 
1951. For the next five years, Kalurah Temple (now 
the First Assembly of God building on Washington 
Street) and two other buildings in the city provided 
temporary quarters. In 1957 the College moved to 
its present campus just north of Binghamton. The 
first addition to the original campus came with the 
construction of Titchener Hall which was dedicated 
in 1963. The Library Building was completed five 
years later, and the Business Building opened in 
1972. 

A new Applied Technology Building was com- 
pleted and opened for classes at the beginning of 
the 1987 Spring semester, the Science Building has 
been enlarged, and expansion of the Student Cen- 
ter was completed in 1988. 

Recent campus construction includes a new 
Campus Services Building and a complete renova- 
tion of Titchener Hall. 





New York 


THE COMMUNITY 


The community is an industrial and agricultural 
area in New York State’s southern tier. It is in the 
approximate center of the state, measuring from 
east to west, and its southern extremity touches the 
Pennsylvania state line. 

Binghamton is the principal city in Broome 
County, but it is only a part of the community 
known as the Triple Cities. Endicott and Johnson 
City, along with Vestal and other suburbs, help to 
make the community much larger in population 
and geography than the city of Binghamton. 

Binghamton has a population of about 52,000 
and Broome County’s population exceeds 200,000, 
Diversified industry in the community includes 
such firms as Universal Instruments, IBM, Martin 
Marietta, Amitec, and NY State Electric and Gas. 

The College has become an integral part of the 
community since it was started in 1946. Many of the 
campus facilities are offered at nominal cost for use 
by responsible, non profit organizations, and most 
of the College’s curriculums are designed to help fill 
the economic needs of the county. 





THE CAMPUS 


The College campus is located three miles north 
of Binghamton on Upper Front Street, which is 
Route 11 running alongside of Interstate 81. Eight 
of the 14 buildings form two contiguous quad- 
rangles to make a compact campus layout. 

Most of the original buildings are two stories 
high, of modern functional design, and made of 
brick with colored panelwall facing. They lie in a 
suburban setting in the virtual center of the College’s 
220 acres of land. 

In addition to classrooms and laboratories, the 
campus has its own cafeteria, two gymnasiums, 
athletic fields and theater. These facilities add up to 
make the campus a multi-million dollar investment 
in the people of Broome and surrounding counties. 
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COLLEGE MISSION AND GOALS STATEMENTS 


Broome Community College is a public, comprehensive, educational institution providing: (1) arts and sciences transfer degrees, 
(2) occupational degrees and certificate programs in health, business and technology, (3) developmental learning program, (4) student 
and administrative services, (5) continuing and community education programs. 

As an open enrollment institution, Broome Community College provides quality, low cost, geographically convenient 


programs to varied student populations. 


TRUSTEE GOALS 


Goal Statement I: ACCESS 

Broome Community College isa full opportunity 
college providing opportunities to all students who 
are seeking access to the College program. 
Goal Statement II: DIVERSITY 

Broome Community College provides a diverse 
academic and student development program, 
supported by appropriate educational and 
administrative services. 
Goal Statement III: QUALITY 

Broome Community College provides quality 
programs, and utilizes internal and external evalu- 
ation processes to preserve and improve program 
excellence. 
Goal Statement IV: COMMUNITY 

Broome Community College supports efforts 
designed to improve economic development and 
quality of life in the region. The College has a 
commitment to provide businesses, industries, agen- 
cies and other community members with educa- 
tional courses, training programs and other ser- 
vices as needed. 
Goal Statement V: RESOURCES 

Broome Community College seeks and acquires 
the necessary levels of physical, fiscal and human 
resources requisite to preserve and improve program 
quality. 
Goal Statement VI: GOVERNANCE 

Broome Community College leadership col- 
laborates with the numerous internal and external 
governance bodies to foster and sustain collegial 
rapport to ensure responsible decisions and ac- 
tions. 


Revised/Endorsed BCC Board of Trustees 
12-19-85 


AUTHORIZATION 


Broome County is the sponsor of Broome 
Community College, which was established in 1946 
and is one of the oldest community colleges in the 
State University of New York (SUNY) system. The 
College is governed by a Board of Trustees and 
funded by annual appropriations (operational and 
capital) from state and county funds. Students pay 
up to one-third of the College’s operating costs 
through tuition. Five of the trustees are appointed 
by the County Executive, with approval of the 
County Legislature, four by the Governor and one 
is elected by the student body from among their 
peers. County and trustee governance policy and 
practice are based on a mutually determined modi- 
fied “Plan C” resolution of County Government. 

The College President is appointed by the 
College Board of Trustees, with approval of the 
Chancellor of the State University of New York and 





the SUNY Board of Trustees. His/Her direct super- 
visor is the chairman of the College Board of 
Trustees. The SUNY Chancellor provides an um- 
brella type of leadership to the president through a 
deputy for community colleges to ensure that 
appropriate SUNY policies and regulations and 
State Education Department (SED) guidelines for 
post-secondary institutions are followed. 
Degree-granting authority for Broome Commu- 
nity College is given by the Board of Regents of the 
University of the State of New York, and the 
College’s academic program is accredited by the 
Middle States Association of Colleges and Schools. 


DEFINITION 


Since the date of charter in 1946, as the New 
York State Institute of Applied Arts and Sciences at 
Binghamton, the College has moved from a limited 
access technical institute to a comprehensive com- 
munity college with a Full Opportunity enrollment 
policy. Broome Community College is organized 
into three primary divisions: academic, administra- 
tive, and student and community affairs, each of 
which is administered by a Vice President reporting 
to the College President. 

The Board of Trustees establishes College policy, 
and the Administration interprets and implements 
it, working in conjunction with the Sponsor, State 
University of New York (SUNY), the State Educa- 
tion Department (SED), and the various accrediting 
bodies that evaluate and make recommendations 
on the objectives and outcomes of the College 
program. 

Broome Community College emphasizes class- 
room and applied laboratory educational activities 
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rather than being a research institution. By develop- 
ing a quality program and excellence in teaching, 
the College provides diversified educational oppor- 
tunities to individuals of varied ages. A particularly 
attractive feature of the College is that it draws most 
students from the geographic region known as 
Broome County. It provides an important link with 
the communities of Broome County and the sur- 
rounding regions in the southern tier of New York 
State, making social, economic and cultural contri- 
butions to recipients of these services. 

The College provides students with a broad 
spectrum of both humanistic and scientific/techno- 
logical related competencies through its 32 degree- 
granting programs and its 10 certificate programs. 
These programs encompass six major areas, includ- 
ing Engineering and Engineering Technology, 
Business and Office Technology, Health Sciences, 
Liberal Arts and Related Careers, Computer Stud- 
ies, and other occupational programs. We success- 
fully place approximately 90% of our graduates in 
employment or continued study. The College is 
approved by the New York State Board of Regents 
to offer Associate in Arts (AA), Associate in Science 
(AS), Associate in Applied Science (AAS), and Asso- 
ciate in Occupational Studies (AOS) degrees. 

Enrollment includes both full- and part-time 
students attending day and/or evening classes. 
Classes run from 8 a.m. to 10 p.m. weekdays, and 
there are a number of weekend classes. 


From the desk of 
Donald A. Dellow 
BCC President 





Broome Community College offers a quality educational experience providing you the opportunity to fulfill your 
goals and to reach your full potential. We have been doing this successfully for 50 years. Graduates from our 
institution have successfully proven their abilities in some of the finest universities and colleges in our country. 
Successful graduates have gone on to hold important positions in major corporations throughout the country. We 
at BCC are very proud of our alumni and their accomplishments. 


A major reason for our success in providing this quality education over the years has been an expert and highly 
dedicated faculty. A commitment to small class size, individualized attention, and special needs assistance guarantees 
students the help they need in the classroom. 


We feel that our students must have access to new technologies if they are to compete successfully in our global 
economy. With that belief, BCC can boast of having made a continuing major investment in modern technology and 
equipment. 


BCC is also proud of its tradition of offering a variety of social, recreational and fine arts activities. We encourage 
our students to participate in student government, clubs and other activities and to enjoy the opportunity for a well- 
rounded education. 


As you review the catalog, I think you will find that the programs of study we offer will allow for transfer to the 
university or college of your choice or for immediate entry into the work force. I urge you to contact our admissions 
office or the dean of any particular division to obtain more specific information about the programs in which you have 
an interest. 


We at BCC are proud of our tradition and feel that we can offer you a quality education at a reasonable cost. Come 
take a look at us. 


Sincerely, 


Ql 0 ol 


Donald A. Dellow 
President 





ADMISSIONS 


ADMISSIONS 
PROCEDURES 


Students are selected as they apply, complete 
the admissions process, and are found suitably 
qualified for a particular program. The following 
items are required by the Admissions Office be- 
fore a decision can be made on a student’s 
application. 


1. Application for Admission. 

2. A non-refundable $15 application fee. 

3. Official transcripts of high school and all 
college coursework. Applicants should ar- 
range to have transcripts mailed directly from 
the high school/college attended to the Ad- 
missions Office. 

Here are a few items to note concerning the 

application process: 

1. Students who wish to enroll full or part-time 
in any curriculum must apply through the 
Admissions Office. 

2. American College Testing (ACT) or Scholastic 
Aptitude Test (SAT) score reports are not 
required, but if either or both are available, 
they should be forwarded to the Admissions 
Office. 

3. Recommendations from high school person- 
nel are helpful, if available. 

4. Aninterview with an Admissions Counselor at 
Broome Community College is desirable. 

5. The postmark date of an application and the 
date an application folder is complete are 
important parts of the admissions process and 
help the College implement its first-come, 
first-served equal opportunity policy. 

6. Most programs require that prerequisite 
courses be successfully completed by June 30 
of the summer preceding fall enrollment. 
Applicants should recognize that it is their 

responsibility, not a counselor’s or admissions 

officer’s, to complete the necessary forms for 
admission and to see that all required transcripts 
and/or other information are received and recog- 
nized by the Admissions Office. Completing the 
application process is the first step toward ma- 
triculation, which also includes being accepted 
into a curriculum and enrolling in coursework. 

Acceptance into Broome Community College 
only applies to the particular semester designated 
in the acceptance letter. If one does not attend 
then and wishes to enroll in a future semester, 
he/she must reapply. Records are kept on file for 
one year, so the reapplication process usually 
involves filling out another application form, 
unless additional college coursework has been 
completed. 

BCC Study Abroad Programs have separate 

admissions criteria (see page 18). 

More information or answers to questions are 
available at the: 


Admissions Office 

Broome Community College 

P.O. Box 1017, Binghamton, N.Y. 13902 
Phone: (607) 778-5001 


SPECIAL ADMISSIONS 
PROGRAMS 


Early Admissions is a program for high achiev- 
ing high school students who can benefit from 
taking college courses, full or part-time, before 
graduating from high school. While high school 
seniors are usually enrolled in this program, 
qualified juniors and sophomores may also be 
eligible. 

Anyone interested in part-time Early Admis- 
sions should contact the Admissions Office or 
his/her high school counselor for the special 
application form. Full-time applicants should use 
the regular student application. 

Educational Opportunity Program (EOP) 
The Educational Opportunity Program is designed 
for New York State residents who fall within 
specific academic and financial guidelines. EOP 
provides economic aid, remedial and developmen- 
tal assistance, with the amount of financial aid 
based on need. 

To be eligible for EOP, students must provide 
appropriate income information as verification 
(778-5220). 

The BCC STRIVE (Services and Training 
Resources for Individuals in Vocational Train- 
ing) Program is geared specifically to help low 
income people with dependent children who wish 
to return to school for vocational education. 

The program helps students cope with the 
responsibilities of being both a parent and a 
student, plus helps to coordinate child care and 
transportation needs. Those interested in this 
program may contact the BCC STRIVE Program, 
Room 101, Wales Administration Building, 
telephone: 778-5350. 

International Applicants (from other 
nations). Broome Community College is 
authorized under Federal Law to enroll non- 
immigrant alien students. Admissions 
requirements for foreign students or those whose 
native language is not English are on page 32. 

Non-High School Diploma applicants may 
qualify for a high school equivalency diploma by 
successfully completing 24 credit hours of 
coursework at BCC or any college in a degree or 
certificate program. Students currently in high 
school or those having been out of high school 
less than one year, and under 19 years of age, 
typically cannot qualify for this program. Addi- 
tional information is available at the Admissions 
Office. 


TRANSFER CREDIT 


Transfer Credit for students who have taken 
or are taking college level coursework is subject 
to the approval of the chairperson of the student’s 
academic department at BCC. Grades earned will 
not be entered into the cumulative grade-point 
average at Broome Community College. Students 
must in all cases submit to the College Admis- 
sions Office official transcripts of all college level 
work taken and/or being taken at another college 
before formal acceptance will be granted. 

BCC Residency Requirements. Students 
transferring courses to BCC will be required to 
complete the equivalent of a semester’s course of 
study in residence at BCC for graduation. The 
determination of this minimum will be the respon- 





sibility of the department faculty sponsoring the 
curriculum, but in no case will the requirement be 
less than 12 semester credits. Ordinarily this 
means that the last 12 credits will be taken at 
BCC. 


MMR IMMUNIZATION 
REGULATIONS 


It is the intent of the administration of Broome 
Community College to comply and enforce the 
provisions of Public Health Law Article 21, Title 
IV, Section 2165-Immunization. 

All students registering for 6 or more credits 
and attending New York State colleges and uni- 
versities are required to show proof of immunity 
against measles, mumps, and rubella prior to 
attending classes. People born before January 1, 
1957, will be exempt from this requirement. 

Proof of immunity to measles will mean two 
doses of measles vaccine on or after first birthday 
and at least 30 days apart, physician documented 
history of disease or serological evidence of im- 
munity. Proof of rubella immunity will mean one 
dose of rubella vaccine on or after the first 
birthday or serologic evidence of immunity. Proof 
of mumps immunity will mean one dose of mumps 
vaccine on or after the first birthday, a physician 
documented history of disease or serologic evi- 
dence of immunity. 

NOTE: If you have graduated from a high 
school in the United States after June, 1980, 
your diploma or high school transcript is accept- 
able proof of having had one MMR. YOU MUST 
STILL PROVIDE PROOF OF THE SECOND 
MEASLES BOOSTER. 


FULL OPPORTUNITY 
PROGRAM 


Broome Community College has a Full Op- 
portunity Program, which is designed to give 
every individual a chance to fulfill his/her own 
personal goals and potential. 

This means that all Broome County appli- 
cants who have graduated from high school 
within the prior year or applicants who have been 
released from active duty with the Armed Forces 
of the United States within the prior year are 
given priority for admission until March 1 and are 
guaranteed admission to the College but not 
necessarily assured of space in the program of 
their choice. To be admitted into any program of 
study, all applicants must meet the academic 
requirements of that program. When students do. 
not have the required academic background for a 
particular curriculum, they will be accepted into 
a program or selection of courses for which they 
are qualified if space is available. Some students 
may require more than two years to complete a 
program of study. 

BCC offers admission to the College and 
opportunities in any aspect of the College’s busi- 
ness regardless of the applicant’s race, color, 
creed, national origin, age, sex, marital status, 
sexual orientation, or disability. 








ACADEMIC PREPARATION FOR ADMISSIONS 


TO COLLEGE CURRICULA 





REQUIRED RECOMMENDED 
CURRICULUM High School subjects High School subjects 
Business Regents Math I, II, III or Regents Math I, II, Ill 
Adminstration or AM I, Il, III, IV or AM I, II, Ill, IV recommended 
and International equivalent for all Business Programs 
Emphasis” 
Management Regents Math I, II 2 units science 
Healthcare 
Services or AM I, Il, III or College Preparatory 
Administration equivalent Courses 
Emphasis 
Accounting 
Banking/Finance 
Hotel Restaurant Regents Math I 
Management or AM I, II or equivalent 
Entrepreneurship 
Marketing 
Travel & Tourism 


*The International Business and Healthcare Services Administration emphases programs 
are pending State Education Department Approval. 


* Chemical Regents Chemistry Additional Mathematics 
Engineering (Min. grade 74) and Science 
Technology Regents Math, I, II, Ill Computer Programming 

or AMI, II, Ill, IV oe a 0 
or equivalent 

* Civil Regents Math, I, II, Ill Additional Mathematics 
Engineering or AM I, II, III, IV or equiv. Physics 
Technology Regents Physics Keyboarding 


or P.T. I and II 
(Min. grade 76) 


*+ Computer Regents Math I, II, Ill Additional Mathematics 


Science or AM I, II, III, IV or equiv. Physics 
Precalculus Math or Computer Programming 
Advanced Algebra Keyboarding 


Min. grade 74, all courses 


*t Computer Regents Math I, II, Il Additional Mathematics 








Technology or AM I, II, III, IV or equiv. Computer Programming 
Regents Physics (or equiv.) Keyboarding 
Min. grade 74, all courses 
*t Computer Regents Math I, II, Ill Additional Mathematics 
Information or AM I, Il, Ill, IV or equiv. Computer Programming 
Systems Int. Alg. may replace Seq. Keyboarding 
Math III Min. grade 74, 
all courses 
tt Dental Regents Math I, or College preparatory 
Hygiene AM I, II or equivalent courses 
Biology, Chemistry 
Regents 
General 74 
* Electrical Regents Math I, II, Ill Additional Mathematics 
Engineering or AM I, Il, III, IV or equiv. Technical courses 
Technology (Min. grade 74) Regents 
Physics (Min, grade 65) or 
P.T. I and II (Min. 
grade 74) 
ALL GRADES ARE FINAL CLASS AVERAGES AND 
NOT REGENTS EXAM GRADES 


* BCC has a developmental program that enables students lacking the proper 
academic preparation for professional level courses to enroll in appropriate 
credit or non-credit courses that will qualify them. They can take these courses 
at BCC or elsewhere preceding their admission. The College reserves the right, 
however, to consider for enrollment in professional courses, only those 
applicants who have completed all prerequisites by June 30. Applicants who 
elect to take these courses during the spring and fall semesters would need 
more than two years to complete the curriculum. 
+ Inthese programs, Broome Community College gives priority for admissions 
to Broome County residents who will graduate from high school this academic 
year or are service veterans. Students interested in a degree in the Health 
Science or Computer Studies curriculums who enter the College in another 
program are cautioned that there is no guarantee that a petition to transfer will 
be approved. They should discuss the possibilities with the appropriate 
department chairperson. 
+If pre-requisite courses are taken at BCC a grade of 2.0 or better is required. 
* AM is Applied Math as defined by Tech Prep. 

P.T. is Principles of Technology. 


* 


CURRICULUM 


Engineering 
Science 


tt Health 


* 


Information 
Technology 


Liberal Arts and 
Related Careers 
including 
Communication 
& Media Arts 


Criminal Justice 
Early Childhood 
Fire Protection 
Technology 
Paralegal 
Mechanical 
Engineering 
Technology 


tt Medical 


Assistant 


*tt Medical 


Laboratory 
Technology 


tt Nursing 


Office 
Technologies 

Executive 
Secretarial 

Administrative 
Assistant 


*t+ Physical 


Therapist 
Assistant 


tt Radiologic 


Technology 


REQUIRED 
High School subjects 


Regents Math I, Il, Ill 
or equivalent 

Advanced Algebra or 
Precalculus Math 
Regents Chemistry 
Regents Physics 

Min. grade 80, all 

courses 


Regents Math I or 
AM I, II or equivalent 
Biology (Regents or 
equivalent) 


(Students should review 
degree/emphasis models 
on pages 64-65. These 
might help in selecting 
preparatory courses.) 


(Students should review 
program requirements. 
These might be 

helpful in selecting 
preparatory courses.) 


Regents Math I, Il, III 

or AM I, Il, III, IV or equiv. 
Regents Physics or P.T. 

I and II (Min. grade 74) 


Regents Math I or 

AM I, II or equivalent 
(Min. grade 74) 
Biology (Regents or 
equivalent) 

Regents Math I, II, lil 
or AM J, Il, III, IV or equiv. 
Biology (Regents or 
equivalent) 
Chemistry (Regents or 
equivalent) 


Minimum grade 74 
for Math and Chem. 


Regents Math I or 

AM I, II or equivalent 
Biology (Regents or 
equivalent) 

Chemistry (Regents or 
equivalent) 

Min. grade 74, above 
courses 


Regents Math I or 
AM I, II or equivalent 


Regents Math I, II or 

AM I, II, III or equivalent 
Biology (Regents or 
equivalent) 

Chemistry (Regents or 
equivalent) 

Min. grade 74, all courses 


Regents Math I, II or 

AM I, II, III or equivalent 
Biology (Regents or equiv.) 
Physics (Regents or equiv.) 
P.T. I and II 

Minimum grade 74 for all 
above courses 


Records Information Regents Math I, II or 


Management 


AM I, II, III 


RECOMMENDED 
High School subjects 


Additional Mathematics 
Science courses 

Technical courses 

Computer Programming 


Additional Mathematics 
Science, Chemistry 
Typewriting and/or 
Keyboarding 

4 Units Mathematics 
(Regents I, II, II 

and Math 12). 

3 Units Science 

3 Units Foreign Language 
3. Units Social Studies 
3 Units Mathematics 

3 Units Science 

3 Units Social Science 


Additional Mathematics 
Technical courses 
Keyboarding 


Additional Mathematics 
Chemistry 

Computers 
Keyboarding 


Physics 
Additional Mathematics 


College Preparatory 
courses 


Keyboarding 
2 Units Science 
Business Communications 


Physics 
Additional Mathematics 


Additional Mathematics 
Chemistry 


Keyboarding 
2 Units of Science 
Business Communications 


EXPENSES 





TUITION 


*The BCC Board of Trustees establishes 
tuition and fee amounts for each semester. The 
amounts on pages 10 and 11 were established 
for the 1995-96 year only. Semesters beyond 
that point are subject to increase. 


Tuition and fees are payable at the Student 
Accounts Office according to a payment schedule 
released by the College each semester. The re- 
sponsibility for payment rests upon the student, 
who will be billed prior to the start of each 
semester. Both full-time and part-time students 
who have registered for courses will be “de- 
registered” if they fail to meet established due 
dates for tuition/fee payment. 

Students who are administratively dropped 
for non-attendance during the semester con- 
tinue to have a tuition and fee obligation. 


STUDENTS CARRYING 12 OR 
MORE CREDIT OR CREDIT- 
EQUIVALENT HOURS 

— considered full-time students 


For New York State residents 
With residency 


Certificatez.coee ares $1,020* per semester 
Without residency 
certificaters succes ee $2,040* per semester 
For out-of-state 
TeSideltsisess cette: $2,040* per semester 


Students admitted to the College prior to 
August 1 will be requested to submit a $50 tuition 
deposit. This payment will be applied toward the 
Fall Semester tuition bill for those students who 
register. Students who do not register for the Fall 
Semester can obtain a refund of the tuition 
deposit, through the end of the first week of 
classes, by submitting a request in writing to the 
College Controller. At the end of the first week of 
classes, the tuition deposit is non-refundable. 


STUDENTS CARRYING FEWER 
THAN 12 CREDIT OR CREDIT- 
EQUIVALENT HOURS 


— considered part-time students 


For New York State residents 
With residency 


cértifitate en at oesna here $85* per credit 
Without residency 
certificateseus ahem $170* per credit 
For out-of-state 
FESIDENES :.. co tten exces $170* per credit hour 


NOTE -— See “credit equivalent” on page 25 for 
associated changes and information. 


Many students may qualify for financial aid, some 
of which is applicable toward tuition. See Finan- 
cial Aid section on pages 12 through 15. 


SEE TUITION REFUND POLICY ON PAGE 11. 
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RESIDENCY CERTIFICATE 


To qualify for the resident tuition fee, a 
student is required by law to present once each 
academic year on or before registration a resi- 
dency certificate indicating that he or she has 
been a legal resident of the State of New York for 
one year and of a county for six months. 

Broome County Residents — Full-time stu- 
dents admitted to the College will be mailed a 
copy of the application for residency certificate 
prior to registration. This application must be 
completed and presented at the time of tuition 
payment. 

Out-of-County Residents — Full-time students 
admitted to the College will be mailed a copy of 
the application for residency certificate prior to 
registration. The application must be completed, 
notarized and presented to the County Treasurer 
of the County in which the student resides. The 
County Treasurer will then issue a residency 
certificate to the student. This residency certifi- 
cate must be presented at the time of tuition 
payment. 

International Students will be considered 
New York State residents, for tuition purposes, 
one year after showing intent to make New York 
State their permanent domicile. Example: Pass- 
port stamped, “Application for permanent resi- 
dency status pending." Certain visa types pre- 
clude the ability to show such intent. 

Refugees who come to New York State imme- 
diately after leaving their "home" country will be 
given New York State Residency status immedi- 
ately. Refugees who first reside in another state 
after leaving their "home" country will be re- 
quired to fulfill a one year residency term before 
being considered a New York State resident for 
tuition purposes. 

Part-Time Students must meet the same 
requirements as stated above. The application for 
residency certificate form is available at the 
Student Accounts Office. 

The completed residency forms are required 
once each academic year. 

Failure to comply with this requirement 
within 30 days of registration will result in 
assessment of non-resident tuition charges. 


COLLEGE FEES 


College fees are non-refundable. 

Application Pee t..:.c....,.:ss:easnecemeatees $15* 

Late Registration Fee 2....02.cawescenaeaneren 10* 
(Begins on First Day of Semester) 

Vehicle Registration 


(Sales Tax Included) \.c.c.2icesreeeticrntes 20" 
Transcript! Pee: 0... -.cnccorcssssnsoclecreecd nessareirameconnataa hate 
Rush Transcript: Fee:.......ccocascusesccteecsectesusoonees 10* 
FAX FCG rcs ccesscocssssevnzeredesconten tetera nee ate 
Returned Check ‘Fee ..:-. co2au i isitessstchesesteane 20* 
Credit by Examination 

Non-Laboratory Course .......sssssecsseseessesseeseeee bur 

plus $15 per credit hour 

Laboratory Course ..ccccmetescteuieisemeraen 50* 


plus $15 per credit hour 

plus $10 for each clock hour of lab 
examination (maximum $165)* 

Credit by Evaluation (Portfolio Assessment) $75* 
plus $15 per credit hour* 


Laboratory Fees ........ssessesssee $12 or $18 per lab* 

(Depending on cost intensive nature of the Lab) 
Health Science Clinical Makeup Fee........... $35* 
Computer Usage P66 at ceccg henna al 


Courses requiring outside services such as 
PED 170 Trail Riding, Music Lessons, etc. may 
require students to pay additional out of pocket 
expenses directly to those service providers. 


STUDENT FEES 


STUDENT ACTIVITY FEE 
Full-Time Student................ $37* per semester 
Part-Time Student ............ $2* per credit hour 


The activity fee entitles all students to admis- 
sion to varsity games, convocations, dances and 
parties, as well as a subscription to the student 
newspaper and the opportunity to participate in 
a varied program of co-curricular activities, 
including intramural athletics. 

The Student Activity Fee funds the following 
types of programs on campus: The Student Hand- 
book and Planner, Orientation, 35 clubs and 
organizations, 12 athletic teams, intramural sports, 
travel, noontime programs, family events, films, 
picnics and more. 


SEE REFUND POLICY ON NEXT PAGE. 


ACCIDENT INSURANCE, 
HEALTH SERVICE FEE 
Full-Time Student Accident 


IN SLEANCOre ee eo $16* per year 
Health Service Fee 

Full-Time Students.............. $5* per semester 

Part-Time Students ............. $3* per semester 


(This is a compulsory fee and covers all ser- 
vices provided by the Health Service Office.) 


Money collected from the Health Service fee 
is used for physician services, drugs, supplies, 
educational material, diagnostic equipment, spe- 
cial health programs and related Health Service 
expenses. The fee is non-refundable if the student 
withdraws from the College. 

The accident policy covers the student for 12 
months commencing the first day of classes for 
expenses incurred as a result of any accident, on 
or off campus. Maximum coverage is $2,000 per 
accident. Claim forms are available in the Health 
Service during the year, and must be filed with the 
Health and Wellness Resource Center before 
expenses will be paid. Part-time students may also 
enroll in the accident insurance program. The 
fees and coverage are the same. Contact the 
Health and Wellness Center for more informa: 
tion. Students who withdraw and wish a refund 
of their accident policy must apply directly to 
the insurance company. 


INTERNATIONAL STUDENT 
HEALTH INSURANCE 

International students must show that they 
have health insurance coverage before they may 
enroll at the College. Health Insurance is avail- 
able through the College at the following rates 
(which may be subject to change): Fall semester 
- $220*, Spring semester - $176*, and summer - 
$132*. Claim forms are available in the Health 
and Wellness Resource Center during the year. 
Students who withdraw and wish a refund of their 
health insurance fee must apply directly to the 
insurance company. Note that the “Health Insur- 
ance” mentioned in this paragraph is different 
from the “Health Service Fee.” 


MEDICAL INSURANCE 

The College does not provide medical insur- 
ance, but it is available through a number of 
insurance companies. 


GRADUATION FEE 

Cora ation cacoe reece eeteeacterctctecebncieseoees $18* 
Paid during semester preceding graduation 

and is refundable if the student does not graduate 

or earn certificate. 


ALUMNI LIFETIME 
MEMBERSHIP. ......scccccccsssseessssrseeees $20 
Lifetime dues are payable during the semes- 
ter that you plan to graduate and they entitle 
graduates to complete Association benefits. 


BOOKS, SUPPLIES, 
UNIFORMS AND 
OTHER STUDENT 
EXPENSES 


Students are expected to purchase textbooks 
and related instructional materials for the courses 
they are enrolled in. These may be purchased at 
the Campus Store located in the Student Center 
Building. The average cost of textbooks and 
required supplies varies depending on curricu- 
lum and ranges between $200 to $700 per semes- 
ter. 

In the Health Science curriculums students 
will provide, at their own expense, their own 
transportation to off-campus locations for neces- 
sary clinical and other experience. Students are 
also required to have a physical examination 
which may cost as much as $100. 

In addition, some curriculums require uni- 
forms. Among these are Hotel Technology, Nurs- 
ing, Radiologic Technology, Medical Laboratory 
Technology, Medical Assistant and Physical Thera- 
pist Assistant. Gym clothes are necessary for 
physical education classes. Dental instruments 
and pants-type uniforms are prescribed for Dental 
Hygiene students. 

The following estimated expenses are in addi- 
tion to the usual cost of text books. 


Freshman Senior 

Civil Technology .......ss:-+s00+ $ 60 $90 
Dental Hygiene .........sse+se 1,090 413 
Electrical Technology............ 15 75 
Mechanical Technology ......... 90 90 
Medical Assistant .........-s:rese+ 75 30 
Medical Lab Technology ....... 52 0 
Health Information 

Technology seca; ca. 105 0 
Nursing 2k. cist eke 435 0 
Office Technologies ........+.++-+ 30 50 


Radiologic Technology ........ 100 75 


REFUND POLICIES, 
PROCEDURES 


*The College establishes tuition and fee refund 
policies and procedures each year in accordance 
with Federally mandated regulations. The 
policies and procedures in this section were 
established for the year 1995-96. Years beyond 
that point are subject to changing Federal 
guidelines, thus future college refund policies 
and procedures are subject to change. The BCC 
Refund Regulations fact sheet for any particular 
year is available at Registrar, Financial Aid and 
Student Accounts Offices. 


TUITION REFUND POLICY* 
Fall and Spring Semesters 

Students who officially withdraw from classes 
during the first four weeks of a semester will be 
entitled to tuition refunds on the following basis 
- 100% refund on or before the first day of the 
semester; 90% on or before day 5 of the semester; 
50% on or before day 10 of the semester; and, 25% 
on or before day 20 of the semester. 

Day of semester does not refer to specific class 
meetings. It refers to actual day of the campus- 
wide semester. 

TITLE IV FINANCIAL AID RECIPIENTS 
PLEASE SEE TITLE IV FINANCIAL AID RE- 
FUND POLICY BELOW. 

Students dropping any course less than 15 
weeks in length will receive 90% refund only 
during the first week of the course. After that 
there will be no refund for partial withdrawal. 


College-on-the Weekend 

Refunded only at 90% through the Friday 
following the first weekend of classes (0% refund 
thereafter). 


NOTE — Participants in the New York Civil Ser- 
vice Employees Association Labor Education Ac- 
tion Program (LEAP) will be subject to the tuition 
refund regulations specified in the LEAP guide- 
lines. 


Summer Session 

Students who withdraw from Summer Ses- 
sion classes will be entitled to a 90% refund 
during the first week of the term. After that, there 
will be no refunds. 


FEE REFUND POLICY* 

Only the student activity fee is refundable 
according to the same schedule as tuition. All 
other fees are non-refundable except as noted 
under College fees. 


REFUND PROCEDURE* 

An application for refund of tuition and fees 
must be made in writing in the Registrar’s Office 
(W-206). The application must be on the College 
form provided. The date on which the application 
is filed is considered the official date of the 
student’s withdrawal and any refund to which the 
student may be entitled is computed using that 
date. 


TITLE IV FINANCIAL AID 
REFUND POLICY* 

Students who receive Title IV financial assis- 
tance will receive tuition and fee refunds on the 
basis of the pro-rata refund guidelines as man- 
dated by the Higher Education Act Amendment of 
1992 if, and only if, they officially withdraw or are 
administratively withdrawn from the institution. 
All other cases will follow the regular tuition and 


fee refund policy. These refunds, by law, must be 
paid on a priority basis to the Title IV Programs 
before being paid to the student. 

See BCC Refund Regulations, page 120. 


TITLE IV REFUND FEE* 


A fee in the amount equal to the lesser of 5 
percent of tuition and fees or $100 will be charged 
to students who receive Title IV financial assis- 
tance when a pro-rata refund is made under the 
provisions of the refund policy pertaining to the 
Higher Education Act Amendment of 1992. 


OTHER PROCEDURES* 


Students who defer tuition on Financial Aid 
and who then become ineligible to receive that aid 
or any portion of it will be subject to an immediate 
obligation for payment and/or collection of tuition, 
fees and disbursements. The College reserves the 
right to use whatever collection procedures it 
deems appropriate to satisfy any outstanding 
debt. The total outstanding debt may include 
additional costs incurred due to collection 
activities. 


TUITION DEPOSIT 
POLICY* 


Students admitted to the College prior to 
August 1 will be requested to submit a $50 tuition 
deposit. This payment will be applied toward the 
Fall Semester tuition bill for those students who 
register. Students who do not register for the Fall 
Semester can obtain a refund of the tuition 
deposit, through the end of the first week of 
classes, by submitting a request in writing to the 
College Controller. After the end of the first week 
of classes, the tuition deposit is non-refundable. 





ee ULEEEEEEEEEEEEREEneenne 


DUE TO REAUTHORIZATION OF THE 
HIGHER EDUCATION ACT, COLLEGE FEES 
AND REFUND POLICY MAY BE CHANGED 
DURING THE ACADEMIC YEAR. 


FOR GENERAL INFORMATION CONCERN- 
ING CREDITS, TRANSCRIPTS AND TUITION 
FOR STUDY ABROAD, INTERSESSION AND 
SUMMER SESSION SEE PAGE 18. 
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FINANCIAL AID 





Considerable financial aid is available at 
Broome Community College, and the College 
maintains a Financial Aid Office to help students. 
Information and applications for financial aid are 
sent to students who are seeking enrollment 
when they apply for admission. Any part-time 
student planning to take three credit hours or 
more may qualify for financial aid by formally 
applying and being accepted into a degree or 
certificate program. 

Financial aid at BCC falls into three broad 
categories — grants that do not have to be repaid, 
loans on which interest rates are usually low and 
that have to be repaid after graduation or leaving 
college, or part-time employment called Work- 
Study. Assistance usually comes from a combina- 
tion of these resources, commonly referred to as 
a “financial aid package.” 


STUDENT AND 
FAMILY RESOURCES 


A student’s financial need is a term used to 
describe the funds required by a student to pay 
for his/her college education in excess of the 
amount that he/she and parents can afford to 
pay. Financial need is determined by using a 
standardized formula, which defines the “initial” 
or “demonstrated” need. The formula: 





Cost of attendance (including 
tuition, fees, books, room, 

board, transportation, etc.) 

— Family Contribution (based on 
student’s and parents’ net assets, 
income, household size, 

number in college, etc.) 


= Financial Need 


The Financial Aid Office at Broome Commu- 
nity College operates on the premise that all 
parents and students have a responsibility to 
contribute as much as they can toward the cost of 
the student’s education. This contribution plays 
the primary role in determining the actual initial 
need. 

To qualify for financial aid, a student must be 
enrolled in a degree program of the College and 
be taking three credit hours or more, in addition 
to having initial or demonstrated need. This need 
can be met in a number of different ways—a 
combination of grants, loans and work-study funds 
in varying amounts. This combination is put 
together by the financial aid administrator and is 
called a “financial aid package.” 

Many students would be unable to attend 
college without financial aid. However, no matter 
when application for financial aid is made, dis- 
persal of awarded money is not always made onan 
“as needed” basis. First time students should 
have sufficient resources available for living and 
educational expenses for 12 weeks into a semes- 
ter to confirm attendance as per federal regula- 
tions. Similarly, returning students should have 
sufficient resources through eight weeks. 
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ESTIMATING EXPENSES 


Below is a chart showing the estimated aver- 
age costs for the 1996-97 college year for student 
expenses. It covers a 9-month period which is the 
length of the college year, September to May. 





Living w/ Not Living 
Parent w/Parent 

Dependents No dependents 
*Tuition $2,040 $2,040 
*Fees 100 100 
Parking Fee 25 25 
Books 600 600 
Transportation ® 600 600 
Personal Expenses 750 750 
Rent 750 3,294 
Food 750 1,080 
Child Care ® NA NA 
Total 5,615 8,489 
*Non-NY State 
Resident: “ 
(Additional Tuition) $2,040 $2,040 
Total $7,655 $10,529 


*The tuition and fees amounts had not been 
officially established when this catalog was 


being prepared. The amounts may be subject 
to increase. 





NOTES— 

1) Lab fees are $12 or $18 per lab (not included 
in the above estimates). 

2) Thetransportation allowance may be increased 
depending on where the student is residing. 

3) Achild careallowance is added to the student’s 
budget only when documentation of these 
expenses is submitted to the Financial Aid 
Office. 

4) An out-of-state resident must pay additional 
non-resident tuition. 


— ALL COSTS ARE SUBJECT 
TO CHANGE — 


TUITION DEFERRAL 
PAYMENT 


All Financial Aid funds (with the exception of 
work-study, Stafford and Unsubsidized Stafford 
loans, PLUS loans, EOP, Pauline Parker, and 
miscellaneous financial aid funds) will be applied 
to the recipient’s outstanding tuition and fees for 
the current semester. Those applicants without 
finalized financial aid packages may be able to 
defer tuition payment by making arrangements 
with the Financial Aid Office. 


Broome Community College does not defer 
SUMMER tuition based on a TAP award or ona 
student loan. 


RIGHTS AND 
RESPONSIBILITIES OF 
FINANCIAL AID 
RECIPIENTS 


Student recipients of financial aid are the 
beneficiaries of money made available by a variety 
of agencies - federal, state, institutional, and/or 
private. The act of accepting a financial aid award 
signifies that the recipient knows about, under- 
stands, and is willing to comply with both the 
rights and the responsibilities involved with that 
award. Thus, it is the recipient's RIGHT TO 
KNOW: 


1) What federal, state and institutional financial 
aid programs are available. 

2) The deadlines for submitting application forms 
for each assistance program. 

3) The cost of attending the college and the 
refund policy. 

4) The criteria used by the college to determine 
academic eligibility. 

5) What resources (such as parental contribu- 
tion) are considered in the calculation of 
financial need and how much of that need, as 
determined by the college, has been or will be 
met, and how (loan, grant and/or work- 
study). 

6) How much of the financial aid will have to be 
repaid, and what portion is a grant (gift-aid). 
If the aid is a loan, the recipient should know 
what the interest rate is, the total amount that 
must be repaid, the repayment procedures, 
the length of time allowed to repay the loan 
and when repayment is to begin. 

7) How the college determines whether the stu- 
dent recipient is making satisfactory progress 
and what happens if not. 


It is the recipient’s RESPONSIBILITY to: 


1) Know and understand fully the financial aid 
program and one’s specific financial aid pack- 
age before signing forms. 

2) Make sure that all application forms are 
completed accurately and submitted, on time, 
to the right place. 

3) Pay special attention to and accurately com- 
plete the application for student financial aid. 
Errors can result in long delays in the receipt 
of financial aid. Intentional misreporting of 
information on application forms for federal 
financial aid is a violation of law and is 
considered a criminal offense subject to pen- 
alties under the U.S. Criminal Code. 

4) Return any and all additional documentation, 
verification, correction, and/or new informa- 
tion requested by either the Financial Aid 
Office or the agency to which the application 
is submitted. 

5) Read and understand all forms that one signs 
and keep copies of them. 

6) Accept responsibility for all agreements signed. 

7) Notify the lender of changes in name, address 
or school status, if one has a loan. 

8) Perform the work that is agreed upon in 
accepting a Federal Work-Study award. 

9) Know and comply with the deadlines for 
application and/or reapplication for aid. 

10) Know and comply with the school’s refund 
procedures. 


HOW TO APPLY FOR FINANCIAL AID 


TO BE CONSIDERED FOR FINANCIAL AID, STUDENTS MUST APPLY EACH ACADEMIC YEAR. 


FEDERAL AND STATE 
GIFTS 


All financial aid applicants will be expected to 
apply for two major sources of financial aid: the 
Federal Pell Grant and New York State’s Tuition 
Assistance Program (TAP). Out of state residents 
should contact their State Educational Agency or 
the Financial Aid Office for information on state 
grant assistance from their state of residence. Al- 
though the College provides information, applica- 
tions and assistance, these funds are not generated 
by the College and must be applied for directly by 
the student to the agency. Students may apply for 
the Pell and TAP grants with the Free Application 
for Federal Student Aid (FAFSA) and the New York 
State TAP application. 

Part-time students who enroll for at least 3 but 
less than 12 credits may be eligible for New York 
State’s Aid for Part-Time Study (APTS) program. 
Unlike TAP, students must apply directly to the 
College for determination of eligibility. 

Applications and information regarding these 
and other programs are available at the Financial 
Aid Office (Student Center Building, Room 213, 
Phone 778-5028). 





CAMPUS-BASED 
FINANCIAL AID 


To be considered for both the Federal Pell 
Grant AND financial aid administered by the Col- 
lege (Campus-Based Aid), students must submit 
their Federal Student Aid Report (SAR) and the 
BCC Application for Financial Aid to the Financial 
Aid Office. By filing the forms outlined above, 
students will be considered for the following cam- 
pus-based financial aid in addition to the Federal 
Pell Grant: 


FEDERAL CAMPUS-BASED AID 
Federal Perkins Loan (Formerly National 
Direct Student Loan-NDSL) 
Federal Work Study (FWS) 
Federal Supplemental Educational Opportu- 
nity Grant (FSEOG) 


INSTITUTIONAL CAMPUS-BASED AID 
BCC Foundation Grants 


The College administers a number of programs 
which have been established by private individuals, 
companies, and organizations. These scholarship 
and grant programs have varying eligibility require- 
ments. Students who wish to apply for these special 
scholarships should complete the FAFSA and the 
BCC Application for Financial Aid. 





PRIORITY FUNDING 
DATES 
Ball SOMeSten cose sere soctcavccsnussypcoopsssiessaaee April 1 
Sprain SI CSUCT Ss casccsesscocceessscessecaes November 1 


Incoming students should apply for financial 
aid when they apply for admission. Because all 
campus-based funds are limited, students are strongly 
encouraged to submit the appropriate forms at least 
four weeks before the above priority dates. 

Completed applications received prior to April 
1 will be given first priority. Applications received 
after this date will be considered as long as funds are 
available and will be completed in date received 
order. 

The FAFSA should be mailed to the Federal 
processor before March 1. After processing the 
student will receive their SAR which must be 
submitted to the College by April 1. All students are 
required to submit their Federal Student Aid Re- 
port (SAR) to the Financial Aid Office, regardless of 
their eligibility for Federal Pell Grant funding, in 
order to be considered for any of the Federal 
financial aid programs. 


VERIFICATION 


Once the Financial Aid Office has received the 
results of your processed application, you may be 
selected for a process called verification. This is a 
procedure used to check the accuracy of the infor- 
mation you reported on your federal financial aid 
application. You may be required to bring or send 
any supporting documentation that is necessary to 
verify the information you reported. If selected, you 
must complete the process before your financial aid 
can be awarded. 


NOTIFICATION OF 
DECISIONS 


Students are generally notified of the action 
taken on their application shortly after June 30. 
Students who apply late will be notified as folders 
are completed. 

If a student’s request for aid is denied, the 
reasons for the decision are explained. Students 
may request an appeal on financial aid decisions by 
writing a letter to the Director of Financial Aid. 


NOTE — Students who have been administratively 
dropped from their class(es) for non-attendance will 
receive a reduced financial aid award. If financial aid 
has already been disbursed, a repayment of a 
portion or all of these funds may be owed to the 
College. 


SATISFACTORY 
ACADEMIC PROGRESS 
FOR TAP, APTS & 
TITLE IV AID 


Federal regulations require aid recipients to 
maintain “satisfactory academic progress” before 
receiving Title IV aid (Federal Pell Grant, Federal 


Perkins Loan, FWS, FSEOG, Federal Stafford Stu- 
dent Loan, Federal Unsubsidized Stafford Loans 
and FPLUS). The College also requires satisfactory 
academic progress before students may receive 
grant assistance from the BCC Foundation or 
Educational Opportunity Program (EOP). The guide- 
lines used to determine academic progress are 
outlined on page 26 of the catalog. 

Students who have been placed on academic 
probation may continue to receive financial assis- 
tance while on probation. These students have one 
semester to achieve the minimum standards before 
facing dismissal from the College. 

Students who have been academically dismissed 
will be denied aid until such time as they can meet 
the criteria set forth for satisfactory academic 
progress. Guidelines for appealing the decision of 
academic dismissal are outlined on page 26 of the 
catalog. Students who successfully petition for a 
waiver of dismissal may be eligible for financial aid. 
Students who are allowed to continue taking classes 
but are not in good academic standing are not 
eligible to receive financial aid. Only one petition of 
academic dismissal based on unusual circumstances 
is allowed during a student’s educational career. 

The College has also adopted New York State 
Tuition Assistance Program (TAP) and Aid for Part- 
Time Study (APTS) guidelines which require good 
academic standing for students to continue receiv- 
ing TAP & APTS. Contact the Registrar’s Office in 
Room 206 of the Wales Building for a copy of the 
guidelines. 


FINANCIAL AID REFUND 
POLICIES, PROCEDURES 


Financial aid refunds will be made for those 
students that receive tuition and fee refunds in 
accordance with the College’s refund policy (see 
page 11) and for those students that are administra- 
tively withdrawn from classes due to non-atten- 
dance (see page 27). Students that are administra- 
tively withdrawn for non-attendance will lose 100% 
of the financial aid received for each course that is 
dropped. All other students will lose a percentage of 
their financial aid based on the percentage refund 
of tuition and fees that they receive. 

As mandated by Federal law the institution will 
credit refunds of financial aid in the following order: 

a. To outstanding balances on FFEL Program 

loans (i.e. Stafford, Unsubsidized Stafford, 
and PLUS loans); 

b. To outstanding balances on Federal Direct 

loans; 

c. To outstanding balances on Federal Perkins 

loans; 
. To Federal Pell Grant awards; 
. To Federal SEOG awards; 
To awards under the FWS Program; 
. To other Title IV student assistance; and 
. To the student. 


as. moO P. 
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PACKAGING POLICY 





At Broome Community College the equity 
concept of financial aid packaging is used. Eli- 
gible students are funded on a need basis and a 
first-come, first-served order. 

The Federal Pell Grant and the New York 
State Tuition Assistance Program (TAP) repre- 
sent the floor of the package followed by any 
employment, loans and grants available. 

This kind of financial aid packaging ensures 
that any student who wishes to attend a post- 
secondary institution will have the opportunity 
to obtain the needed funding. 

An example of the equity concept: 


(1) Total Student Costs (Budget) 


(2) Subtract Resources: 


a) Parental Contribution 
b) Student Contribution 


c) Other Resources 


GRANTS 


Initial Financial Need 
(3) Subtract: 
a) Tuition Assistance Program (TAP) 
Grant or Estimate 
b) Federal Pell Grant or Estimate 


Unmet Need for Campus-Based Aid 


(4) Subtract: 
a) Educational Opportunity Program 
(EOP) 
b) Federal Perkins Loan, (Formerly NDSL) 
c) FWS 
d) FSEOG 
e) BCC-Grant in Aid 


Unmet Need * 


* Most students are able to satisfy their unmet 
need through the Federal Stafford Student Loan 
Program. The amount of unmet need may vary 
from year to year. 





NOTE — The following financial aid information is current as of Fall 1995. Due 


to reauthorization of the Higher Education Act some of this information may 
be changed during the academic year. Please contact the Financial Aid Office 
for updated information. 


ELIGIBILITY 


AMOUNT PER YEAR 


TUITION ASSISTANCE PROGRAM (TAP) 


Summer TAP Awards are available for students taking six or more credits and who are 


ELIGIBILITY 


Full-time and half-time 
students with financial 
need and less than an 82 
high school average. Fam- 
ily income must be below 
a specific level. 


WHERE/ 
HOW TO APPLY 


full time the semester before or after the summer semester. 


Fulltime student at any 
accredited college in New 
York State. Resident of 
New York State. Income 
and academic guidelines 
involved. 


VIETNAM VETERANS TUITION AWARD SUPPLEMENT 


Full-time and part-time 
students who are US citi- 
zens, residents of NY State 
and served in the armed 
forces in Indochina be- 
tween December 22, 1961 
and May 7, 1975 who have 
been discharged from the 
service under other than 
dishonorable circum- 
stances. 


$100 to $4,125, not to ex- 
ceed 90% of tuition. Based 
on income. 


Up to $1,000 per semes- 
ter or tuition whichever 
is less for full-time stu- 
dents; Up to $500 per se- 
mester or tuition which- 
ever is less for part-time 
students. Cumulative to- 
tal may not exceed 
$10,000. 


CHILD OF VETERANS AWARD SUPPLEMENT 


Full-time students that 
are children of eligible NY 
State veterans. Eligible 
veterans must meet spe- 
cific criteria for eligibil- 
ity. For further informa- 
tion in regard to eligibil- 
ity contact the BCC Veter- 
ans Services Office. 


$450 per year regardless 
of income or tuition costs 
for up to four years. In 
combination with a TAP 
award may not exceed tu- 
ition. 


AID FOR PART-TIME STUDY (APTS) 


Part-time students and 
residents of New York 
State. Must enroll for at 
least 3 but less than 12 
credit hours. Income and 
academic guidelines in- 
volved. 
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Amount of tuition or less 
depending on need and 
availability of funds 


AMOUNT PER YEAR 


EDUCATIONAL OPPORTUNITY PROGRAM (EOP) 


Varies according to indi- 
vidual need. Average of 
$100 per student per aca- 
demic year. 


FEDERAL PELL GRANT PROGRAM 


New York State Higher Accepted and enrolled in 


Educational Services at least 3 credit hours as 
Corp. (HESC), an undergraduate student 
99 Washington Avenue with demonstrated finan- 
Albany, N.Y. 12255 cial need. 


Forms Available in BCC 
Financial Aid Office. 


From $400 to $2,340 
annually. 


WHERE/ 
HOW TO APPLY 


Application available in 
the Educational Opportu- 
nity Program Office at 
BCC. 


Forms available in BCC 
Financial Aid Office and 
in high school gui- 
dance counselor offices 
after Jan. 1. 


FEDERAL SUPPLEMENTAL EDUCATIONAL OPPORTUNITY GRANT (FSEOG) 


For full-time or half-time 


Forms available in the students with demon- 


BCC Veterans Services 
and Financial Aid Offices. 
Full-time students must 
also apply for Pell and TAP 
grants; part-time students 
must apply for Pell grant. 


Forms available in the 
BCC Veterans Services 
and Financial Aid Offices. 


Forms and further infor- 
mation available in BCC 
Financial Aid Office. Ap- 
plications must be sub- 
mitted no later than the 
end of the tenth week of 
classes. 


strated high financial 
need. Must also be Fed- 
eral Pell Grant eligible. 


Up to $4,000 depending 
upon need and cost of 
college expenses. 


BCC FOUNDATION GRANTS 


Full-time or half-time stu- 
dents on a first-come, first- 


served basis. 


Varies according to indi- 
vidual need. 


NYS AID FOR NATIVE AMERICANS 


Full-time and half-time 
students. 


Varies according to indi- 
vidual need and type of 
award. 


Student must submit a 
Federal Pell Grant Stu- 
dent Aid Report and BCC 
Application for Financial 
Aid. Forms available in 
BCC Financial Aid Office 
and in high school guid- 
ance offices after Jan. 1. 


Submit a Federal Pell 
Grant Student Aid Report 
and BCC Application for 
Financial Aid. Forms 
available in BCC Finan- 
cial Aid Office. 


Must file annually with the 
Bureau of Indian Affairs. 
Applications are available 
from the US Department 
of Interior, Bureau of In- 
dian Affairs, Federal Build- 
ing Room 523, 100 South 
Clinton Street, Syracuse, 
NY. 


FOR ADDITIONAL INFORMATION 
CONSULT THE FINANCIAL AID OFFICE. 


LOANS 


Le 


ELIGIBILITY 


FEDERAL PERKINS LOAN 


For full-time or half-time 
students with demon- 
strated high financial 
need. Student borrows 
from the college on own 
signature. Awarded on a 
first-come, first-served 
basis. 


AMOUNT PER YEAR 


From $200-$3,000 per 
year. Maximum aggregate 
amount is $15,000. 


FEDERAL STAFFORD STUDENT LOAN 


For full-time or half-time 
students. Student bor- 
rows on own signature 
from a participating bank. 
Student must show finan- 
cial need. 


WHERE 
HOW TO APPLY 


Students must submit a 
Federal Pell Grant Stu- 
dent Aid Report and BCC 
Application for Financial 
Aid. Forms available in 
BCC Financial Aid Office 
and in high school guid- 
ance offices after Jan. 1. 





Maximum of $2,625 for 
the first, $3,500 for the 
second, and $5,500 for the 
third and fourth years of 
an undergraduate pro- 
gram — not to exceed a 
cumulative of $23,000. 


Federal Stafford Loan ap- 
plications can be obtained 
at most banks or credit 
unions. Processed appli- 
cations must be on file in 
the Financial Aid Office, 
along with BCC Applica- 
tion for Financial Aid and 
a Federal Pell Grant Stu- 
dent Aid Report. 


FEDERAL PARENT LOAN FOR UNDERGRADUATE STUDENTS (FPLUS) __ 


Loan program for parents 
of dependent undergradu- 
ate students enrolled at 
least half-time. 


No annual or cumulative 
limits. Loan amounts may 
not exceed the students 
cost of attendance minus 
other estimated financial 
aid. Parent borrower will 
be subject to a credit his- 
tory review and may be 
determined ineligible due 
to an adverse credit his- 
tory. 


EMPLOYMENT 


ELIGIBILITY 


FEDERAL WORK-STUDY (FWS) 


For full-time or half-time 
students with financial 
need. Awarded on a first- 
come, first-served basis. 


AMOUNT PER YEAR 


Students may work up to 
20 hours a week when 
classes are in session or 
up to 37-1/2 hours a week 
during vacation. Wage: 
Minimum. 


Applications are available 
at most banks or credit 
unions from state of resi- 
dence. 


WHERE 
HOW TO APPLY 





Student must submit a 
Federal Pell Grant Stu- 
dent Aid Report and BCC 
Application for Financial 
Aid. Forms available in 
BCC Financial Aid Office. 


FOR ADDITIONAL INFORMATION 
CONSULT THE FINANCIAL AID OFFICE. 


ELIGIBILITY 


AMOUNT PER YEAR 


WHERE 
HOW TO APPLY 


UNSUBSIDIZED FEDERAL STAFFORD STUDENT LOAN 


For full-time or half-time 
students. Student bor- 
rows on own signature 
from a participating bank. 
No financial need re- 
quired. Student must 
make interest payments 
or capitalize interest pay- 
ments while attending 
school. 


PAULINE PARKER LOAN 


For full-time students 
who are Broome County 
residents, under 25 years 
of age, and in financial 
need. 


Same as Federal Stafford 
Student Loan program. 
Combination of subsi- 
dized and unsubsidized 
Federal Stafford Student 
Loans may not exceed an- 
nual and cumulative lim- 
its for loans under the 
Federal Stafford Loan pro- 
gram. Independent stu- 
dents may borrow an ad- 
ditional $4,000 above the 
Stafford Loan limits per 
year based on cost of at- 
tendance minus other aid. 


$1,000 maximum per 
year. No more than $500 
per semester. No interest 
charge. 


Same as Federal Stafford 
Student Loan program. 





Forms available in BCC 
Financial Aid Office. 


t 


FINANCIAL AID TIME FRAME 


Students may only receive Federal financial aid for up to 150% of the 
time /credits necessary to graduate from their program of study (i.e. if the 
degree requirement equals 60 credit hours, the student may attempt up 
to 90 credit hours with funding). Beginning with the first semester of 
matriculation into a degree granting program of study, all college level 
credit hours (i.e. courses designated at the 100 level or higher) that a 
student registers for (excluding those dropped during the first week of 
classes or those never attended) are counted toward this time frame. 
Credit hours that a student attempts at their own expense also count 
toward the 150% time limit. Once a student has reached the maximum 
number of attempted credit hours allowable for their program of study, 
they are no longer eligible to receive any form of Federal financial aid. 

Changes in major do not set back the students maximum allowable 
time frame. Rather, a change in major program may impact the total 
number ef credits allowable in either a positive or negative direction 
based on the new degree requirement. 

Remedial courses (i.e. those designated below the 100 level) and 
English as a Second Language (ESL) courses that a student attempts do 
not count toward the 150% time frame. Students are allowed to attempt 
up to 30 credit hours of remedial course work and 30 credit hours of ESL 
course work with Federal funding. Once a student has attempted up to 
this limit, they are no longer eligible to receive any form of Federal 
financial aid for additional remedial or ESL course work attempted. 

New York State has set up a separate policy in regard to time frames 
for TAP recipients. Students attending two-year colleges in the State of 
NY (with the exception of those students enrolled in the Educational 
Opportunity Program (EOP)) may only receive up to (3) years of TAP 
payments. 
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PROGRAMS OF THE COLLEGE 


DEGREE PROGRAMS 


Graduates of Broome Community College 
receive associate degrees, and the courses of study 
are organized into four areas of study-Business 
and Office Technologies; Technologies, Engineer- 
ing and Computing; Health Sciences; Liberal Arts 
and Related Careers. Liberal Arts courses are 
included inall curriculums, andall students must 
meet the College’s General Education require- 
ments. Applicants to the College should consider 
carefully the type of program they wish to pursue, 
for the nature of the offerings makes it difficult to 
switch from one curriculum to another after 
commencing studies. 


BUSINESS 


The Business curricula are designed prima- 
rily to prepare graduates for immediate employ- 
ment in one of 10 fields-Accounting, Banking, 
Hotel/Restaurant Management, Travel & Tour- 
ism, Entrepreneurship, Management, Market- 
ing, Administrative Assistant, Executive Secre- 
tarial and Records/Information Management. In 
addition, there is an 11th option, Business Ad- 
ministration, that combines more university par- 
allel preparation with a minimum of job-oriented 
courses. Business Administration is also available 
with an emphasis in International Business and 
an emphasis in Healthcare Services Administra- 
tion. This program is intended for students who 
plan to continue their college education even 
though they may want to work for a while before 
transferring to a four-year college. In addition 
students in the other 10 programs will find ample 
college transfer opportunities. 

Even though it is possible to transfer to four- 
year institutions from all programs, each student’s 
transfer credits are evaluated by the four-year 
institutions and the number of credits accepted 
may vary. 


HEALTH SCIENCES 


Opportunities for men and women interested 
in the health sciences field are provided in seven 
areas - Dental Hygiene, Medical Assisting, Medi- 
cal Laboratory Technology, Health Information 
Technology, Nursing, Physical Therapist Assis- 
tant and Radiologic Technology. Graduates are 
prepared to work immediately after graduation in 
physicians’ or dentists’ offices, laboratories, 
schools, nursing homes or hospitals. A.A.S. gradu- 
ates of these programs are qualified to take what- 
ever licensing or certification examination their 
professions require as a result of the state/na- 
tional accreditation held by all BCC Health Sci- 
ence programs. Graduates may be eligible to trans- 
fer to upper division colleges and universities. The 
College also offers a Dietary Manager Certificate 
program for those working in the field. 


LIBERAL ARTS AND 
RELATED CAREERS 


University parallel curricula in Arts and Sci- 
ences, and Special Career Programs of an occupa- 
tional nature are included in this division. Cur- 
riculums in Arts and Sciences prepare students 
for transfer to four-year colleges and universities. 
While the aim of liberal learning is to broaden 
human perspective and deepen understanding 
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through the study of philosophy, history, natural 
sciences, literature and the arts, students who 
identify career/professional goals early can also 
begin to develop appropriate academic concen- 
trations. Liberal Arts and Related Careers degree 
programsare also offered for those seeking imme- 
diate employment. Refer to the career models on 
pages 74 through 76 in this catalog. 

The College offers, through its Special Career 
Programs Department, degree opportunities in 
five otheracademicareas - Early Childhood, Crimi- 
nal Justice, Fire Protection Technology, Indi- 
vidual Studies and Paralegal Assistant. All lead to 
the Associate in Applied Science degree, and Indi- 
vidual Studies students may earn either that de- 
gree or the Associate in Science degree, depend- 
ing on their program of study. 


TECHNOLOGIES, 
ENGINEERING AND 
COMPUTING 


In the area of technical education, the College 
offers 9 programs. One, Engineering Science, is in 
effect the first two years ofa four year engineering 
curriculum. Students who do satisfactory work in 
it should experience little difficulty in transfer- 
ring to engineering colleges at the third-year 
level. 

Four others are designed to educate engineer- 
ing technicians in the fields of Chemical Engi- 
neering Technology, Civil Engineering Technol- 
ogy, Electrical Engineering Technology and Me- 
chanical Engineering Technology. Students in 
these programs are prepared for employment in 
various types of technical work immediately after 
graduation, although many students do transfer 
to four-year colleges. 

The Computer Studies Department offers three 
programs - Computer Science, Computer Tech- 
nology and Computer Information Systems. The 
Computer Science Program is designed for trans- 
fer to four-year colleges, while graduates of the 
other two are prepared for immediate employ- 
ment. 

The final program in the technical field of- 
feredat the College is Industrial Teclinology which 
is designed for people already in the work force. 
Emphases are offered in several technical disci- 
plines. 


CERTIFICATE PROGRAMS 


Broome Community College also has certifi- 
cate programs which are less than two years in 
length, have more specific objectives than the 
associate degree offerings, and consist of about 
one year of college credit. Some are designed to 
prepare students for jobs that require specialized 
higher education, but not necessarily a college 
degree; some provide students with an opportu- 
nity to upgrade their academic backgrounds or 
expand their qualifications for a particular field of 
study; and some offer college credits and addi- 
tional training of people already working in the 
field. 

Most of the certificate offerings carry college 
credits, and they can lead a person into some of 
Broome Community College’s degree-granting 
curriculums. They can be taken on a full-time or 
part-time basis, and most of them are offered in 





the evening although some are available through 
day classes. No specific high school courses are 
required for enrollment. 


CERTIFICATE PROGRAMS 
Business Emphasis 


Accounting 
Management 
Marketing/Sales/Retailing 


Early Childhood 

Criminal Justice 

Dietary Manager 

Fire Protection Technology 
Industrial Technology Emphases 


Chemical 

Civil 

Electrical 

Mechanical 

Production Management 
Quality Assurance 


Interior Design 

Liberal Arts 

Office Technologies (9 months) 
Paralegal 

Records Information Management 


(Requires completion of a 2 year degree or 
minimum of 2 years expeience in a related 
career.) 





HONORS PROGRAM 


The Honors Program is designed for the stu- 
dent who wants to be involved in her/his own 
education, and is open to qualified students from 
most departments of the College. Participants are 
challenged to expand their understanding of life 
and reality through specially designed honors 
courses in English, History and Social Sciences, 
as well as extra curricular activities, close contact 
with honors faculty, and involvement with other 
highly motivated students. 

Student’s benefits include an increased aware- 
ness of political, economic, and social issues, 
development of critical thinking skills, and prepa- 
ration for creative leadership in the 21st Century, 
as well as an Honors diploma, an important asset 
in the competition for placement at selective 
four-year institutions. 

To apply, students who believe they meet the 
qualifications below may obtain an application 
through high school guidance departments or 
from Bruce Oldfield, Program Coordinator, Hon- 
ors Program, Broome Community College, 
Binghamton, New York 13902. 


HONORS PROGRAM ADMISSIONS 
REQUIREMENTS — HIGH SCHOOL 
SENIORS 


1) GPA ofat least 3.2 (80 average). 
2) SATcombined score of 1,050 or above with no 
subscore below 450. 
OR 
ACT composite score of 24 or higher with 
Math and English subscores of at least 21. 
3) Two letters of recommendation: 
One from a teacher. 
One from a non-scholastic source such as an 
employer, club advisor, coach, or volunteer 
supervisor. 
4) Students from New York - Regents Diploma. 


FOR NON-TRADITIONAL OR 
TRANSFER STUDENTS 


Because BCC has a large number of persons 
enrolled who do not come directly from high 
school, we want to make it possible for them to 
participate in the Honors Program: (1) Full time 
students having completed one semester at 
Broome with a 3.5 GPA. (2) Part-time students 
enrolled in a minimum of a 6 hour load per 
semester having accumulated 12 hours of credits 
with a 3.5 GPA. (3) Transfer students having 
either of the above. 


ALTERNATIVE AND 
INDIVIDUALIZED 
LEARNING 


Broome Community College considers vari- 
ous non-traditional learning activities for credit. 
By documenting and demonstrating the learning 
that has taken place, matriculated students may 
be awarded academic credit. 

The divisional dean is the initial contact for 
students interested in obtaining more informa- 
tion about non-traditional study and examination 
programs. Students will be assisted in determin- 
ing whether or not such study or evaluation 
would be worth pursuing. 

The academic department, sponsor of the 
student’s degree program, is responsible for inte- 
grating any credit achieved in this manner into 
the student’s academic program. All procedures 
entail fees. Inquire in your divisional office. Fol- 
lowing are examples. 





ADVANCED PLACEMENT 
EXAMINATION (AP) 

The College will recognize for credit the AP 
examinations of the College Entrance Examina- 
tion Board. A score of three or above is generally 
acceptable for credit, but each academic depart- 
ment establishes its policy. Laboratory courses 
may require additional lab work for full credit for 
acollege course. Credit awarded will be handled as 
a transfer credit. 


COLLEGE PROFICIENCY 
EXAMS (CP) 

The CP exams of the University of the State of 
New York will be recognized for credit upon 
approval by the appropriate department. Credit 
awarded will be handled as transfer credit. 


COLLEGE LEVEL 
EXAMINATION PROGRAM 
(CLEP) 


The College will recognize successful achieve- 
ment at or above the 50th percentile on CLEP 
subject exams in accordance with SUNY and Ameri- 
can Council of Education guidelines. Approval of 
credit for degree requirements or electives is 
determined by the appropriate department. Credit 
approval will be handled as transfer credit. Under 
certain circumstances, a department may accept 
general examination scores. 


BCC CREDIT BY 
EXAMINATION (CBE) 

The College in many instances provides for 
full or part-time BCC matriculated students credit 
by examination for knowledge gained outside the 
traditional classroom situation. A letter grade will 
be posted on thestudent’s transcript upon comple- 
tion of the exam. Guidelines for this procedure are 
available from the College’s chairpersons and 
deans. If a student receives an “F” grade after 
normal completion of a course, no credit by ex- 
amination may be given in that subject. 


PORTFOLIO ASSESSMENT 
(Special Individual Assessment) 

The College will evaluate for credit various 
types of learning acquired outside the usual class- 
room environment. Particular criteria for award- 
ing credit may be applied by an academic depart- 
ment. Approval of credit is the responsibility of 
the appropriate department. Students must clearly 
identify what has been learned. Contact the divi- 
sional dean for additional information. (Fees, 
page 10.) 


SPECIAL ASSESSMENT OF 
EXPERIENTIAL LEARNING 


The College will evaluate for credit various 
types of learning acquired through participation 
in learning experiences, or training provided by 
business, industry, unions, professional societies, 
governmental agencies or the military. Particular 
criteria for awarding credit may be applied by an 
academic department, and approval of credit is 
the responsibility of the department. Contact the 
divisional dean for additional information. 


SELF-INSTRUCTIONAL 
LANGUAGE PROGRAM 

The College offers an instructional program 
to groups of 3-5 students in Arabic, Chinese, 
Greek, Hebrew, Irish, Japanese, Korean, 
Lithuanian, Polish, Russian, Swedish, and Welsh. 
Students must be highly motivated as the instruc- 
tional program relies upon self-study combined 
with tutorials. Emphasis is on speaking. Broome 
Community College adheres to the standards and 
guidelines of the National Association of Self- 
Instructional Learning (NASILP). 


CREDIT FOR 
NON-ACADEMIC 
EXPERIENCE 


Credit may be given for relevant experiential 
learning acquired in various contexts. A number 
of methods exist for receiving this credit, and 
details are available from the dean of the division 
in which one is pursuing a degree. 

Students may also find it advantageous to 
request credit by examination for a course in a 
field in which they have extensive knowledge and/ 
or experience. By passing an examination, one 
can receive course credit. However, before being 
permitted to take an examination, students must 
satisfy a faculty committee as to their qualifica- 
tions. Credit by examination is given only to 
matriculated students and a fee is charged. (See 
page 10.) 
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OVERSEAS STUDY PROGRAM 


a SESS NY EE TSE NS EL PILI TF EE ET EE, EL TS ANN EY ETO FET TE LS ERIE LT TT 


SEMESTER ABROAD 
PROGRAMS 


BCC provides formal, structured programs 
lasting for a semester, or a year, in England, 
France, Spain, Italy, Cyprus, Ecuador, Greece, 
Ireland, Portugal, Sweden, Israel, Mexico, Japan, 
China, Germany and Switzerland. Students study 
a full semester program (usually 15 to 18 credits) 
that is arranged prior to their departure at affili- 
ated schools, institutions, colleges or universities 
abroad. 

The subject areas range from liberal arts 
courses to specialized programs, such as criminal 
justice, international business and languages. 
Costs of these programs vary greatly, with empha- 
sis on high quality programs at public institu- 
tions. The costs approximate those at U.S. public 
colleges. For 1994-95, the cost of a full semester 
in the popular program in England was about 
$3,900. This includes room and board, all tuition 
cost, and many extras. 

Many BCC students will find their academic 
and personal lives enriched through a cultural 
experience difficult to match in a conventional 
two-year course of study in this country. 


ADMISSION TO PROGRAMS 


Admission to the College does not automati- 
cally ensure admission to BCC programs over- 
seas; separate application must be made. Stu- 
dents will be evaluated on their academic ability, 
motivation, maturity and potential adaptability to 
a foreign culture. In addition to BCC approval, 
interviews with personnel from affiliate consor- 
tium institutions may be required. All programs 
are available to students from any college or the 
general public. At least one-half of the partici- 
pants last year were community residents who 
went on short-term programs. Prior knowledge of 
a foreign language is not necessary. 


JANUARY & SUMMER 
SHORT PROGRAMS 


During each academic year BCC conducts a 
variety of short-term programs in January and in 
the summer months. Students at BCC who have 
been introduced to study abroad through these 
short-term programs, usually two to three weeks 
in length, often decide to study overseas for a 
semester or year. 

The short-term courses have grown in scope, as 
well as in number. During recent intersessions, 
students were able to study Italian Culture and Art 
in Italy and Tropical Field Ecology in the Virgin 
Islands. Costs for these programs last year started 
at $1,300. A list of the January offerings is usually 
available by November. 

The summer programs vary in length from two 
weeks to one month. Recent offerings have in- 
cluded Italian Culture and Language, and Field 
Ecology in Australia. 

During the summer, there are special month- 
long programs at the University of Madrid for 
Spanish students and the University of Caen for 
French students. The cost of these programs was 
$3,900 each for 1995 but some students are able to 
qualify for scholarships. A similar program is of- 
fered in England. A full list of courses being offered 
during the summer is usually available in March. 
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STUDENTS FROM OTHER NATIONS 
(See Page 32.) 


CREDITS, TRANSCRIPTS AND 
TUITION 


For Study Abroad, Semester, Intersession 
and Summer Session 

Students register at BCC and pay the appro- 
priate tuition, which in many cases covers the 
instructional cost abroad. Students are moni- 
tored through consortium offices at the college 
they attend. Upon the successful completion of 
the formal program or after fulfillment of the 
contract, students will receive a BCC transcript 
reflecting the grades achieved or the course equiva- 
lents for the work done through the contract, 
greatly facilitating transfer of credits to other 
American institutions. 

Full-time students registering for courses that 
are scheduled other than in the Fall or Spring 
Semesters will be charged at the part-time tuition 
rate. Sessions other than fall and spring semesters 
will be called Summer Session and Intersession. 
Students earning credits in Summer Session and 
Intersession courses may earn up to 18 credits in 
the fall or spring semesters or up to 21 credits with 
permission of the appropriate dean and depart- 
ment chairperson. 

Students who wish to earn more than six 
hours during any of the Summer Session terms or 
the Intersession are required to obtain the ap- 
proval of the appropriate dean and department 


chairperson. The refund policy is not in effect for 
students taking courses in Intersession. Refund 
policies in semester length programs are deter- 
mined by the receiving foreign institutions. 

Grades received for all courses taken from the 
beginning of the Fall Semester through the end of 
that semester will be considered first semester 
grades. Grades received for all courses taken from 
the end of the first semester through the end of 
the second semester (even if taken in January or 
abroad) will be recorded as second semester grades. 

Summer Session is treated like a third semes- 
ter. Its dates begin after the Second Semester 
Master Schedule of courses is complete through 
the beginning of the fall semester (grades for all 
Summer Session terms under the transcript head- 
ing, Summer Session). All credits earned are 
Broome Community College credits, which al- 
lows students to use their financial aid packages 
for semester length programs. 

Students may earn up to 18 credits per semes- 
ter, leading to an associate degree. Credits for 
Intersession/short-term programs range from one 
to six, depending on the time spent abroad, and 
the instruction offered in the program. 

An Overseas Study bulletin board is main- 
tained in the first floor lobby of Titchener Hall. 

For additional details about any of the above 
programs, students should contact the In- 
ternational Studies Program Office at Broome 
Community College in M222 or T211 (Phone 
778-5087). 


COLLEGE-ON-THE-WEEKEND PROGRAM 


College-on-the-Weekend is one way Broome Community College has responded to the needs 
ofa growing number of non-traditional students. Many people wishing to continue their education 
just cannot find the time during the week. Even evening classes pose a problem for working parents 


raising families. 


Now you can earn a degree, part-time, attending classes every third weekend — six weekends 
each semester. You can take one, two or three classes per term and earn your Associate's Degree 
inas little as 2-1/2 years. Weekend students maystart the program at the beginning of any semester; 
they begin in September and January of each year. 

Take one, two or three courses and progress at your own pace. You can even combine College- 
on-the Weekend with weekday evening courses at BCC and move along more rapidly. Now you can 
return to college on your terms — with a schedule that fits your lifestyle. 

Presently BCC College-on-the-Weekend students may earn an Associate in Applied Science - 
Degree in Business with an emphasis in Management or Marketing or an Associate of Applied 


Science Degree in Accounting, 


Various courses will be scheduled each semester to ensure that all students will be able to take 
all necessary courses during the fall, spring or summer terms. Students with business courses from 
other colleges should call about credit transfer. For more information call the Business Division 


(607) 778-5008. 


Weekend Services 
BCC student services available to College-on-the-Weekend students: 


e Financial Aid 
e Learning Assistance Center 


Library Services 
¢ Study Areas 


® Lab Proctors 
¢ Computers 


¢ Lounge 
¢ Advisors 





COOPERATIVE PROGRAMS 
WITH OTHER COLLEGES 





Broome Community College has direct trans- 
fer agreements with a number of four-year col- 
leges to facilitate the acceptance of BCC graduates 
into the third year of study. The number of col- 
leges with which BCC has such agreements is 
increasing each year. Further details are available 
in the Counseling and Student Development Cen- 
ter (Wales Building, Room 200). 


IN ENGINEERING 
SCIENCE 


The Engineering Science Department has a 
joint admissions program with Binghamton 
University (Watson School). It has a General 
Articulation Agreement with the Association of 
Engineering Colleges of New York State and 
separate agreements with Wilkes University and 
the Clarkson University School of Management. 
Contact the Department of Engineering Science 
for more information. 


WITH BINGHAMTON 
UNIVERSITY 


TRANSFER AGREEMENT 


AllBroome Community College students who 
have graduated or will graduate with an AA or AS 
degree with a grade point average of at least 3.0 
will be admitted, upon application, as matricu- 
lated students at Binghamton University as space 
permits. Those students graduating with the above 
degrees but with a grade point average between 
2.6 and 3.0 are usually admitted. Others, includ- 
ing those with an AAS degree, should contact the 
Binghamton University Office of Admissions. Ad- 
mitted students will be granted junior-year stand- 
ing upon presentation of 56 or more transferable 
credits. 


CROSS-REGISTRATION 


Full-time BCC students enrolled in full-time 
studies (12 or more credits) may cross-register at 
Binghamton University for one course each se- 
mester. The courses for which they cross-register 
must be courses that are not available at Broome 
Community College. No additional tuition is nec- 
essary. Additional information is available in the 
Registrar’s Office in the Wales Building, Room 
206. 


WITH KEYSTONE 
JUNIOR COLLEGE 


BCC students may also cross-register at Key- 
stone Junior College in LaPlume, PA for one 
course each semester. The courses for which they 
cross-register must be ones that are not available 
at Broome Community College, and they can take 
them without paying additional tuition. Addi- 
tional information is available in the Registrar’s 
Office (Wales Building, Room 206). 


WITH COLLEGE OF 
ENVIRONMENTAL 
SCIENCE AND 
FORESTRY (SUNY) 


Pre-Environmental Science 
and Forestry 


This program is designed for those students 
who ultimately desire a B.S. degree in Environ- 
mental Science and Forestry (ESF), which is an 
upper division/graduate center. 

After the first two years of study at Broome 
Community College, transfers to ESF may apply 
to a variety of programs at Syracuse which may 
include the biological sciences (botany and forest 
pathology, entomology, zoology, wildlife biology, 
silvics, pest management); chemistry (natural 
and synthetic polymers, biochemistry and natu- 
ral products, environmental); forest engineering, 
paper science and engineering; wood products 
engineering; and forestry (resource management, 
forest resource science, management science, 
environmental forestry, applied resource man- 
agement). The program in landscape architec- 
ture leads to a B.S. degree in environmental 
studies and, after one additional year, a Bachelor 
of Landscape Architecture degree. 

Persons planning to transfer should follow 
the program requirements in consultation with 
BCC’s Pre-Environmental Science and Forestry 
campus advisor for selection of electives which 
may vary according to the curriculum at ESF. 

Successful graduates of Broome Community 
College’s Pre-Environmental Science and For- 
estry Program generally gain admission to the 
SUNY College of Environmental Science and For- 
estry with full junior class status. 

Contact Anthony Lotempio (Science Build- 
ing, Room 216). 


ARTICULATION 
AGREEMENTS 


Broome Community College has special ar- 
ticulation agreements with many 4 year colleges 
for the purpose of gaining as many transfer credits 
as possible for BCC graduates who wish to study at 
those schools after completing their studies at 
BCC. Students are encouraged to contact the 
Counseling and Student Development Center for 
more information (Wales Bldg., Room 200). 





GUARANTEED 
TRANSFER PROGRAM 
WITH 

STATE UNIVERSITY 
OF NEW YORK 


Students who graduate from Broome Com- 
munity College with Associate in Arts or Associate 
in Science degrees are guaranteed admission at 
the third-year level, to a four-year college of the 
State University of New York. This guarantee has 
some limitations, and details are in the Counsel- 
ingand Student Development Center (Wales Build- 
ing, Room 200). 





ONE-PLUS-ONE 
PROGRAMS 


Broome Community College has One-Plus- 
One Programs with other two-year colleges to 
enable a student to attend BCC for one year and 
then transfer to the other college for the second 
year for the Associate in Applied Science degree. 
This program permits students to begin studying 
at BCC for a degree in a field not offered at this 
college. By taking the BCC courses that one needs 
for the particular degree involved, residents of 
Broome County can enjoy the advantage of living 
at home during one year of their college atten- 
dance. Students taking these One-Plus-One Pro- 
grams are Liberal Arts and Related Careers stu- 
dents at Broome Community College because 
most of the courses they take at BCC are Liberal 
Arts and Related Careers courses. 

Check with the Liberal Arts and Related Ca- 
reers Office for more information about these 
programs. 





THREE-PLUS-ONE 
PROGRAM 


Broome Community College has a Three- 
Plus-One Program with the Department of Nurs- 
ing at SUNY - Brockport. After completion of the 
AAS degree in Nursing at Broome Community 
College, students take additional courses at 
Broome Community College during the third 
year. After successfully completing entrance ex- 
ams, the student is admitted to SUNY - Brockport 
for completion of the Bachelor of Science in 
Nursing degree. 
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SPECIAL TRANSFER PROGRAMS 





Broome Community College graduates will 
be able to transfer to a wide range of baccalaureate 
programs and institutions. Listed below are some 
colleges with whom BCC has special arrange- 
ments. 

Contact the Admissions Office at BCC, the 
appropriate department chairperson, and/or a 
counselor in the Counseling and Student Devel- 
opment Center for specific information on course 
requirements. Many four-year colleges require 
specific grade point averages for transfer and 
eligibility. 


Association of Engineering Colleges of New York 
State Engineering Science 
Bentley College 
Accounting, Computer Information Systems, 
Economics, Finance, Law, Management, Mar- 
keting, Quantitative Analysis 
Binghamton University 
Watson School of Engineering, Harpur Col- 
lege, School of Nursing 
Clarkson University 
School of Management 


College of St. Rose 
All AA, AS Degrees 

Cornell University (College of Human Ecology) 
Human Development and Family Studies 
Interior Design 

Fairleigh Dickinson University 
AAS Degree in Civil, Electrical, Mechanical 
Engineering Technology 

LeMoyne College 
Any baccalaureate degree program with AAor 
AS in Liberal Arts and Related Careers, Busi- 
ness Administration, Engineering Science 

Marist College 
Parallel programs in Business (Marketing, 
Management) Accounting, Engineering 
Technology, (Civil, Electrical, Industrial and 
Mechanical) 
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Rochester Institute of Technology 
AA, AS, AAS Degrees 
St. John Fisher College 
AA, AS degree programs, Liberal Arts and 
Related Careers, Business Administration, 
Engineering Science 
SUNY College at Alfred 
AAS in Electrical Engineering Technology, 
Mechanical Engineering Technology, Civil 
Engineering Technology. 
SUNY College at Brockport 
Nursing, Business Administration, Criminal 
Justice, Liberal Arts and Related Careers and 
LGS Mental Health Emphasis degrees will be 
accepted in Brockport’s Recreation and Lei- 
sure program and Social Work program 
SUNY College at Cortland 
Elementary Education, Computer Science 
SUNY College of Environmental Science 
and Forestry 
Biological Sciences 
Chemistry 
Construction Option (Civil) 
Landscape Architecture 
Forest Engineering 
Paper Science and Engineering Wood 
Products 
SUNY College at Fredonia 
AA degree into Business Administration or 
Liberal Arts and Related Careers or Radio and 
Television. 
AS degree into Math, Physics, AAS in Early 
Childhood into Early Childhood Education 
SUNY College at Oneonta 
AAS in Accounting, Marketing, Management, 
Data Processing, and AS in Computer Science 
SUNY College at Oswego 
Business Administration 
AAS in Vocational - Technical Education 


SUNY College at Plattsburgh 
Any Associate’s Degree that leads to a bacca- 
laureate program 

SUNY College at Potsdam 
Any Associate’s Degree that leads to a bacca- 
laureate program 

SUNY College at Purchase 
AA, AS degree programs in Liberal Arts and 
Related Careers 

SUNY College of Technology (Utica) 
AAS in Business, Electrical, Civil and Me- 
chanical Engineering Technology, Industrial 
Technology, Nursing. 
AS in Computer Science, Engineering Sci- 
ence, Liberal Arts and Related Careers. 
AA in Liberal Arts and Related Careers. 

Syracuse University 
School of Management, Engineering Science 

Trinity College 
AA, AS, AAS degrees, concentrates on Liberal 
Arts and Related Careers, Sciences, Business 
Administration, Engineering Science 

SUNY Health Science Center at Syracuse 
Cytotechnology, Medical Technology, Physi- 
cal Therapy 

Utica College of Syracuse University 
AA, AS graduates in following concentrations 
- Liberal Arts and Related Careers, Business 
Administration, Engineering Science 

Waynesburg College 
AS Degree graduates accepted, transfer cred- 
its determined on individual basis 

West Virginia University 
Dental Hygiene 

Wilkes University 
Accounting, Business Administration, Com- 
puter Science, Engineering Science, Liberal 
Arts and Related Careers, Nursing 

Roger Williams College 
AS degree graduates accepted. Transfer credit 
determined on individual basis 


LEARNING ASSISTANCE CENTER 





Department Chairperson, Steven Natale 
Ist Floor Cecil C. Tyrrell 

Learning Resource Center 

Telephone 778-5038 


The courses and programs offered by BCC’s 
Learning Assistance Center are designed to help 
students realize their academic goals regardless 
of prior preparation. 


DIAGNOSTIC TESTING 
AND COURSE 
PLACEMENT 


The Learning Assistance Center administers 
placement tests in reading, writing, and math- 
ematics to every entering student. 

The information gained from these tests is 
used along with other records to help place stu- 
dents in appropriate courses. Every effort is made 
to place students in courses in which they can 
succeed. In some cases, students will be required 
to enroll in non-credit developmental courses. 


DEVELOPMENTAL 
COURSES 


Various courses are offered through the Cen- 
ter for those desiring skill improvement or re- 
view. Some of these carry credit; others do not. 
The non-credit courses listed below prepare stu- 
dents for credit level work in the basic skills areas 
of mathematics, writing and reading. These non- 
credit courses are equivalent in time to credit 
bearing classes and are applicable toward finan- 
cial aid and athletic eligibility. 

Developmental courses graded on a letter 
basis (A, A-, B+, etc.) will be calculated in the 
student’s semester grade point average although 
they may not be used for the determination of 
Academic Honors such as Dean’s or President’s 
List. (See page 28.) 

Credit or Catalog 


Courses Equivalent Page 

CHM 090 ___~ Preparatory 

Chemistry 0or4 90 
ENG 090 _— Basic Language 

Skills O0or3 101 
MAT 090 = Arithmetic and 

the Language 

of Algebra 0 or 4 106 
MAT 092 _ Intro to Concepts 

of Algebra 0 or4 106 
MAT 096 _—— Metric Conver- 

sions & Dosages Oorl 106 


MAT 097 _ Intravenous Medi- 

cations and Pediatric 

Dosage Qorl 106 
MAT 099 Elementary 

Algebra Qor5 106 
RDG 090 _ _—siRReading 

Fundamentals 0or3 116 
RDG 092 ~— College Prep 

Reading O'or3 * 116 
RDG 094 ~— College Vocab 

Skills O0or2 116 


NOTE: ENG 090, MAT 090, 092, RDG 090, 092 
have strict attendance requirements, whereby 


students may be deregistered from the class for 
poor attendance. This deregistration may result 
in a loss of financial aid. Consult course outline 
and/or instructor for further details. 

Other developmental courses may be credit 
bearing. Students should pay close attention to 
catalog information pertaining to these courses 
and should consult their department chairper- 
sons or Learning Assistance personnel about the 
acceptability of credit in a particular degree pro- 
gram. 


Credit or Catalog 
Courses Equivalent Page 
BIO 102 Preparatory 
Biology 4 86 
CHM 090 ___~Preparatory 
Chemistry 4 90 
LRS 101 = Study 
Management 0.5 106 
LRS 102 Memory and 
Exams 0.5 106 
LRS 103. ~—- Textbook 
Mastery 0.5 106 
LRS 104 Listening and 
Notetaking 0.5 106 
LRS 105 __ Learning Skills 2 106 
LRS 106 College Success 3 106 
LRS 120 The Art of 
Thinking 1 106 
LRS 130 Intro to Micro- 
computers 
and Word 
Processing 2 106 
LRS 150 = Advanced 
Learning 
Skills 106 
PHY 090 __— Preparatory 
Physics I 4 113 
SAC Human 
Development 
Courses 2-3 116 


MATHEMATICS LAB 


Tutorial instruction is available on a drop-in 
basis in the Math Lab five days and four evenings 
per week. Students experiencing difficulty with 
math courses ranging from arithmetic through 
calculus can receive assistance from the staff, 
which is comprised of professional and peer tu- 
tors as well as Mathematics Department faculty 
members. Individual assistance is also available 
for students in need of this type of instruction. 





READING AND STUDY 
SKILLS LAB 


Professional reading teachers are available in 
the Reading and Study Skills Lab to assist all 
students in improving their reading or in 
mastering the art of studying efficiently and 
effectively. Students may choose to work with a 
study skills specialist or to work independently on 
multi-media programs on such topics as efficient 
time management, effective notetaking 
techniques, reading and remembering textbook 
material, or improving performance on exams. 
Computer programs on vocabulary improvement 
and speed reading are alsoavailable. Instruction is 
arranged by appointment according to the 
student’s schedule. 





WRITING CENTER 


At the Writing Center, professional tutors — 
who are writers as well as teachers of writing — 
help students learn techniques and strategies 
applicable at every stage of the writing process. In 
addition, peer tutors work in the Center in 
conjunction with an advanced writing course. All 
students, including those who are already 
confident, able writers can benefit from the 
Center’s services, which are available both days 
and evenings. 

In addition to providing individual and group 
tutorials, the Center offers a variety of activities to 
support and nurture students’ interest in writing. 
Among these are workshops that address topics 
such as research-paper writing, overcoming 
writer’s block, and editing the revised essay. Other 
examples include sponsorship of poetry and fic- 
tion readings, an annual essay contest, and an 
organization for creative writers. 

The Center also maintains a collection of 
books about writing and generates instructional 
booklets such as guides for writing summaries 
and book reviews. 


PEER TUTORING 


The Faculty-Student Association and the 
Student Support Services Program fund a peer 
tutoring program, which offers one to one or 
small group instruction to any student 
experiencing difficulty with a course. Tutoring 
takes place in the Learning Assistance Center, and 
tutors are trained and supervised by the Program 
Coordinator. 

The Center is open from 8:30 a.m. to 8:00 p.m. 
Monday through Thursday, and from 8:30 a.m. 
until 4:00 p.m on Friday. Detailed brochures 
describing the various programs are available at 
the reception desk at the Center or you may call 
778-5038 for information. 


SUPPLEMENTAL 
INSTRUCTION (SI) 


One of the best ways to learn course concepts 
is to study with a group of other students. The 
Supplemental Instruction Program provides such 
study sessions for challenging courses. In the 
sessions, the group leader helps students to learn 
course concepts and, at the same time, to increase 
their skills in reading, studying, and critical think- 
ing. For a list of Supplemental Instruction study 
groups, contact the Learning Assistance Center. 


LEARNING DISABILITIES 
PROGRAM 


The Learning Disabilities Program offers 
diagnostic, educational, and consultative services 
to students with learning disabilities. Diagnostic 
testing is available for students who may have a 
learning disability. Testing procedures identify 
individual learning styles, including strengths 
and weaknesses. Educationa! services provide 
students with recommendations for academic 
accommodations and specific learning strategies 
to meet individual needs. Referrals are also made 
to other appropriate campus services such as the 
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Learning Assistance Center, Student Support 
Services or the Counseling and Student 
Development Center. The Learning Disabilities 
Program provides consultative services to faculty/ 
staff, tutors, and community organizations 
involved in the education of students with learning 
disabilities. 


SUPPORT SERVICES 
FOR DISABLED 
STUDENTS 


Coordinator, Bruce Pomeroy 
Student Support Services Program 
Library, Room 101 

Telephone 778-5150 

TDD/TTY 778-5234 


In addition to regular student services on 
campus, disabled students entering college may 
receive special assistance. The office for differ- 
ently abled students offers additional help in 
achieving educational goals. 

Such services as interpreters, readers and 
notetakers are available, and adjustments for pro- 
gram accessibility like re-scheduling classes and 
elevator use are also arranged. Through the Stu- 
dent Support Services Office in the Learning 
Assistance Center, students may use various aids 
including the Visualtek Machine, talking calcula- 
tors, a Kurzweiler machine, large print reading 
materials and taped books. 

Broome Community College is committed to 
meeting the support needs of its disabled stu- 
dents. However, auxiliary services such as 
notetakers, taped books, and special testing provi- 
sions require advanced planning to be imple- 
mentedas smoothlyas possible. The College urges 
any student who has need of educational support 
services to give the Coordinator for Disabled Stu- 
dent Services as much advance notice as possible. 
This will allow Broome Community College to 
have quality support services in place in time for 
the student’s needs. Phone 778-5234 (TTY), or 
write Student Support Services c/o Broome Com- 
munity Coilege. 

In order to avoid duplication of services and to 
assure that disabled students at Broome Commu- 
nity College receive all the auxiliary aids for which 
they qualify as speedily and as efficiently as pos- 
sible, the College requires that any disabled stu- 
dent who is to receive specialized college assis- 
tance attempt to enroll with appropriate federal 
and state agencies (e.g. VESID, the Commission 
for the Blind, and the Veterans’ Education Assis- 
tance Agency). The Coordinator for Disabled Stu- 
dent Services is available to assist any student in 
applying to state and federal agencies. 

A booklet describing supportive services is 
available from the Student Support Services of- 
fice. This booklet is also available on audio tape. 
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STUDENT SUPPORT 
SERVICES PROGRAMS 


With an open door admissions policy, Broome 
attracts many students with varied needs. The 
Student Support Services Program provides as- 
sistance to a percentage of these students who 
have experienced difficulty in achieving academic 
success. The program is aligned under the Aca- 
demic Affairs Division and works closely with the 
Learning Assistance Center. 

The Student Support Services Program pro- 
vides a variety of support services to students who 
qualify. These services include: academic advise- 
ment, tutorial assistance, diagnostic test inter- 
pretation, transfer information, referrals, 
notetaking and reading services for the handi- 
capped, a peer counseling program, and other 
student services. 

The office is located in the library, Room 101, 
and is open from 8 a.m. to 5 p.m. Phone number 
778-5150, 778-5234 (TTY/TDD). 





TDD/TTY TELEPHONES 


TDD/TTY telephone units are available in many 
campus offices: The Student Support Services 
Office (778-5234), Counseling and Student 
Development Center (778-5210), Admissions 
(778-5001), Student Accounts (778-5230), 
Registrar’s Office (778-5027), and The Little The- 
atre (778-5191) are equipped with TDD/TTY units. 
Coordinator of Interpreting Services (778-5398). 








LEARNING RESOURCES 


CENTER (LIBRARY) 


The Cecil C. Tyrrell Learning Resources Center 
was constructed in 1967-68 and named after the 
College’s founding president. The building is an 
attractive, three-story structure which houses the 
Learning Resources Center (LRC), the Learning 
Assistance Center, as well as offices and classrooms. 

The Learning Resources Center (LRC) provides 
the resources and services to meet the informa- 
tional and instructional needs of BCC students, 
faculty, and the broader college community. Its 
primary function is to support and supplement the 
academic programs of the College and to provide a 
center for serious study, research, and learning. 

The LRC integrates a variety of print and 
nonprint materials with the necessary services and 
equipment to enhance their use. The print collec- 
tions consist of nearly 65,000 books, 500 periodical 
titles, and over 10,000 pamphlets. Thé nonprint 
collection includes 1500 video and 16mm titles and 
1400 titles in other audiovisual formats. To en- 
hance access to these materials, the LRC provides 
print and electronic indexes to periodicals and a 
computerized card catalog. 

To ensure access to books and magazine ar- 
ticles not owned by the College, the LRC partici- 
pates in various local, regional, state, and national 
reciprocal access and borrowing agreements. LRC 
staff may request specific books or articles from 
other libraries through interlibrary loan. In addi- 
tion, the LRC maintains listings of other area 
libraries’ periodical holdings where students may 
have direct access to their collections and provides 
logon access to the internet. 

LRC facilities include individual study carrels 
and small group study rooms. Individual audiovi- 
sual viewing stations include videocassette viewing, 
sound slide use, audiocassette listening, and public 


access computer stations. Public access typewrit- 
ers, microform reader/printers, drafting tables and 
photocopiers are also available. 

A staff of professional, technical and clerical 
specialists offers a broad range of services including 
lending of materials, information services, assis- 
tance with research techniques, instruction in the 
use of materials and equipment, audiocassette du- 
plication, and interlibrary loan. 

Most materials may be borrowed for use outside 
the LRC, although restrictions are placed on refer- 
ence and reserve works. The basic loan period for 
books is 14 days, and for videocassettes, seven days. 

LRC cards may be obtained at the Circulation 
Desk by completing a BCC/LRC Registration Form 
and presenting identification with proof of current 
address, preferably a driver's license. Failure to 
return borrowed materials promptly upon notice 
can result in withholding of grades, transcripts, and 
other services as well as collection fees. The bor- 
rower is responsible for all materials charged out on 
his/her card. 

The LRC is open for service during the follow- 
ing hours: 


Fall and Spring Semesters 
Monday-Thursday ............000 7:30 am to 10 pm 
BYiGAy “Aeesteecd ee tence 7:30 am to 5 pm 
Saturdayotcc ten ee 12 noon to 5 pm 
URC AV irae sent eetee 4 pm to 10 pm 
Summer Session : 
Monday-Thursday ..........s00000 7:30 am to 10 pm 
BYTIGAY, Sentliysererucietacemettes 7:30 am to 5 pm 
Holiday and Intersession 
As posted. 


The LRC is closed on all days that the College 
is officially closed. 


PART TIME STUDIES 


Anyone in the community may enroll asa part- 
time student and BCC attracts a large number 
each year. The part-time enrollment accounts for 
almost 50% of the student body. These are mostly 
"non-traditional" students, men and women who 
also work full time. The College has a strong 
commitment to serving the part-time student. 


PART-TIME STUDENTS 


Part-time students are those who take fewer 
than 12 credits per semester, usually one or two 
courses. At BCC, part-time students can: 

+ Enroll in credit courses, or non-credit mini 
courses. 

* Take day, evening or weekend courses. 

Attend classes in the fall, spring or summer 

semester. 

+ Earna degree or not, as they see fit. Certificate 
programs are available. 

¢ Apply for financial aid if carrying 6 or more 
credits. 

* Receive academic advising and personal coun- 

seling 

Borrow books from the College library. 

Receive Veterans' benefits. 

¢ Transfer credits to BCC earned at another 
college. 

- Participate in the College-on-the-Weekend 
Program. 


NOTE: 


The College conducts a special Information 
Session for new part-time students to inform 
prospective students how to get started at BCC, 
what programs are available, and how to register. 
Contact the Office of Student and Community 
Relations at 778-5199 for further details. 

Part-time students seeking degrees are re- 
quired to complete the College's General Educa- 
tion Program. Refer to page 25 of this catalog, 
and seek guidance from your academic advisor or 
the Advisement Center in Wales 115. 


ADMISSION 


To be admitted to a degree program at the 
College, all students, including part-time day and 
evening students, must sumit an admissions ap- 
plication form to the Admissions Office (Wales, 
Room 102). Refer to page 8 of this catalog for 
admissions procedures. 

Although part-time students can take courses 
without being admitted, it is generally in the 
student's best interest to seek admission early in 
their studies. This will ensure more accurate and 
comprehensive advisement. Also, financial aid 
programs require formal admission to a degree 
program. 








PLACEMENT TESTS 


Part-time students are required to demon- 
strate basic skills competency for college level 
work. All matriculated students — those who are 
officially enrolled in a degree program — are 
required to take placement tests in reading, writ- 
ing, and mathematics. The scores from the tests 
are used together with high school records to 
place students in courses where they will have the 
best chance to succeed. Contact the Learning 
Assistance Center (778-5038) or your advisor for 
testing information. 


REGISTRATION 


First-time students and continuing students 
may register in person or by mail. After posted 
billing dates, only in-person registrations are 
accepted and payment must be made at the time 
of registration. 


CONTINUED ENROLLMENT 


Those who are continuing their studies at the 
College as degree candidates should keep in 
contact with their academic advisors and follow 
the individual outline for their program of study. 
If one does not attend for a full semester or 
longer, and wishes to resume a program of study, 
he/she must reapply through the Admissions 
Office. The student must consult an advisor on 
current requirements and changes if any exist for 
the program. 

Continuing students have the opportunity to 
advance register for subsequent semesters, thereby 
affording them a better selection of courses. 


RESIDENCY CERTIFICATE 
See Page 10. 


MMR IMMUNIZATION 
REGULATIONS 


See Page 8. 


GENERAL EDUCATION 
REQUIREMENTS 


See Page 25. 


TUITION 
See Pages 10 and 11. 


ADVISEMENT 


Academic advisement is available for all 
Broome Community College part-time and evening 
students through the Advising Center located in 
Wales 115. Academic advisors for each depart- 
ment are available during scheduled day and 
evening hours to accommodate student inquiries. 
Contact the Advising Center to make arrange- 
ments for individual advisement sessions. Coun- 
seling services are also available Monday through 
Thursday evenings in the Wales Building, 
Room 200. 


FINANCIAL AID 


FINANCIAL AID is available to part-time 
students who take 6 or more credits and enrolled 
in a degree or certificate program. Many compa- 
nies have tuition reimbursement plans, and em- 
ployees should familiarize themselves with their 
company's policy. The College has a Financial Aid 
office in the Student Affairs Bldg., Room 213 to 
answer questions about this. If one's company is 
paying, a letter to that effect should be brought to 
Student Accounts when the bill is due. 


DECLARATION OF 
GRADUATION 
CANDIDACY 


Students intending to complete all degree 
requirements within a given semester are re- 
quired to declare their intention to do so by filing 
an "Application for Graduation" with the Office of 
the Registrar. 





Applications for Graduation should be 
filed by: 

Spring Semester — March 14th 

Summer Semester — July 15th 

Fall Semester — October 15th 


Students filing after these dates will be con- 
sidered as graduates for the semester but may not 
receive their diploma in a timely fashion or have 
their name indicated in the Commencement Book- 
let (Spring semester). No application for candi- 
dacy will be accepted after the last day of classes 
of the term being applied for. Students applying 
after that date will be considered as a graduate of 
the following semester. 


GRADUATION 
See page 28. 
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ACADEMIC POLICIES 


THE ASSOCIATE IN 
APPLIED SCIENCE THE ASSOCIATE IN ARTS THE ASSOCIATE 
DEGREE (AAS) DEGREE (AA) IN SCIENCE DEGREE (AS) 


This degree is awarded to graduates of the 
Business Administration, Computer Science and 


This degree is awarded to graduates of cur- 
riculums in these fields of study. 


This degree is awarded to graduates in the 
Liberal Arts and Related Careers curriculum. 


Accounting 

Administrative Assistant 

Chemical Engineering Technology 
Early Childhood 


Liberal Arts and Related Careers require- 
ments are distributed as follows: 
a. English: 12 credits, including ENG 110, 


Engineering Science programs and to Individual 
Studies, Communications and Media Arts, and 
Science Option graduates in Liberal Arts and 
Related Careers. 


Civil Engineering Technology 220, and two LIT electives. 

Computer Information Systems b. History: a minimum of 6 credits including A.S. Curriculum Requirements: 

Computer Technology HIS 115. a. At least 30 credits in the humanities, natu- 
Criminal Justice-Police c. Humanities: a minimum of 6 credits (6 in ral sciences, mathematics, and social sci- 
Dental Hygiene Philosophy or 6 in a foreign language). ences. 

Electrical Engineering Technology d. Mathematics: Students who have completed b. Physical Education — 1 credit for Business 
Executive Secretarial fewer than 3 units of secondary school Administration, Computer Science and En- 
Fire Protection Technology mathematics (through 11th year math) are gineering Science students only. —2 cred- 
Hotel/Restaurant Management required to take two semesters of college its for Special Careers and LARC students. 
Individual Studies level mathematics. Students who have c. Two writing emphasis “W” courses. 
Industrial Technology completed 3 units of secondary school d. Satisfaction of General Education require- 
Marketing/Management mathematics (through 11th year math) are ments, 

Mechanical Engineering Technology required to take one semester of college 

Medical Assistant level mathematics. Students who have 

Medical Laboratory Technology completed more than 3 units of secondary 

Health Information Technology school mathematics (including 11th year 

Nursing math) are not required to take additional 

Paralegal mathematics. They may, however, elect an 


*Physical Therapist Assistant 
Records/Information Management 
*Radiologic Technology 
Travel & Tourism 


Curriculum Requirements 


appropriate math course or an elective in 
another field. 


. Natural and Physical Sciences:aminimum 


of 8 credits. 


. Social Sciences: a minimum of 6 credits 


including 3 in designated citizenship 


a. The minimum number of credits ina student’s courses. 
major field as determined by each academic g. Electives: 16 credits minimum. Amaximum 
department. These are courses intrinsic to of 16 credits may be taken outside the 
and required by the various curriculums. offerings in Liberal Arts and Related Careers 
b. Aminimum of 20 credits in Liberal Arts and with the approval of the dean of the division. 
Sciences courses will include: h. Completion of two writing emphasis “W” 
1) Social Sciences: a minimum of 6 credits courses. 
including 3 in designated citizenship- i. Physical Education: 2 credits. 
related courses j. Satisfactory completion of all courses in a 
2) Natural and Physical Sciences (including curriculum or as approved in a depart- 
mathematics): a minimum of 6 credits ment. 
3) Humanities: a minimum of 6 credits in 
designated English courses 
4) Two writing emphasis “W” courses 
5) Satisfaction of General Education require- 
ments. See page 25. 
c. Satisfactory completion of all courses in a 
curriculum or as approved in a department. 
*d. Summer clinical experience required for 
graduation in curricula noted. 


DEGREE REQUIREMENTS 
FOR ALL STUDENTS 





1. Successful completion of all courses for 
the degree as contained in this Catalog. 
2. A 2.00 Cumulative GRADE POINT 
AVERAGE in those courses applicable 
to the degree. 
. Filing of an Application for Graduation 
in the final semester. 
. Recommendation of the faculty for the 
awarding of the degree. 
. Satisfaction of all obligations to the 
College. 
6. Specific Curriculum Requirements. 
. Satisfaction of General Education Re- 
quirements (see page 25). 
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GENERAL EDUCATION: 


COMMON REQUIREMENTS 





As part of its commitment to provide every 
graduate with the skills and knowledge essential 
fora full and productive life, Broome Community 
College has developed an integrated program of 
general education for every course of study. Gen- 
eral Education’s aims are to acquaint students 
with the concerns and obligations common to all 
citizens of a democratic society, and to equip 
them with the intellectual skills and dispositions 
to participate effectively in all aspects of human 
endeavor. 

Broome Community College’s General Edu- 
cation program strives to ensure that each gradu- 
ate will: 

1. Communicate effectively orally and in writ- 
ing. 

2. Think clearly and critically. 

3. Become sensitive to the ethical dilemmas of 
daily life and experienced in moral reasoning, 
discourse, and judgment. 

4. Embrace one’s civic obligation to be informed 
about and participate in public affairs. 

5. Acquire a global outlook and appreciation of 
human and cultural diversity. 

6. Gain facility in quantitative analysis, and ac- 
quire knowledge of scientific and technologi- 
cal concepts, procedures, achievements and 
concerns. 

7. Understand and apply the elements of good 
health and physical fitness. 


These goals are pursued in a variety of con- 
texts: in courses which all students are required to 
take suchas ENG 110 and writing emphasis (“W’) 
courses, in a range of social science and humani- 
ties courses, in mathematics and science courses, 
and in technical courses in business, health 
sciences, and technology. 

Listed beloware the specific General Education 
requirements with the seven objectives preceding 
shown in parentheses and in priority order. 


SPUMOUISIT UL Overesotes resseryiosees (Objectives 1,2) 
— Two writing emphasis 

BWKCOUISES, aeesceccestsicsbectee (Objectives 1,2) 
— English 220F ...........000006 (Objectives 1,3,2) 


— Two Social Science courses. 
One of these must be from a 
designated “civic education” 


PIStateeta et ctrcrtet es cecctercese (Objectives 4,5,2,3) 
— Mathematics and science courses 

per curriculum 

requirements ........ccsceceee (Objectives 6,2,4) 
— Physical education requirements 

DOP CULTICUIUING teustrassecteseeatense (Objective 7) 


+ Engineering Technology students take 
ENG 150. Medical Laboratory Technology stu- 
dents will substitute a designated LIT course 
for ENG 220 and fulfill writing requirements 
through special arrangements. 

* ECO 111, HIS 130, POS 201/204, SOC 111, 
SOS 111/120/290 

¢ Students in transfer curricula must select at 
least 1 of their 2 PED credits from: PED 118, 
119, 127, 135, 137, 143, 144, 146, 147, 148, 173. 


These General Education requirements are 
built into the degree programs which are dis- 
played on pages 37-82. However, students are 
responsible for making sure that they have met 
General Education requirements for the AA, AS, 
and AAS degrees. For further information stu- 
dents should seek assistance from their advisor 
and/or chairperson and dean. 


WRITING EMPHASIS “w” 
COURSES 


Approximately fifty (50) courses have been 
designated “writing emphasis” (“W”) offerings. In 
these courses writing about the subject matter 
being studied is an integral part both of the 
learning process and the. course objectives. To 
fulfill General Education requirements, students 
must complete 2 writing emphasis (““W”) courses. 
These “W” courses are to be taken after complet- 
ing ENG 110 and before enrolling in ENG 220. 
Students should consult the Master Schedule at 
each registration period, as well as their advisors, 
in choosing “W” courses. 


CREDIT 
EQUIVALENT 


Some courses at Broome Community College 
carry “credit equivalents.” This means that they 
do not give a student credit toward a degree at the 
College, but they are equivalent to the appropriate 
number of credits for one’s academic load. This 
credit load is used, to cite some examples, for 
determining a student’s status as full-time or 
part-time, for financial aid, for billing, and for 
academic standing. Courses carrying these credit 
equivalents fall in the 090 numbering series. 
Examples are: ENG 090 Basic Language Skills; 
MAT 090 Arithmetic and the Language of Algebra; 
RDG 090 Reading Fundamentals; RDG 092 Col- 
lege Preparatory Reading. (See Developmental 
Courses on page 21.) 


INDEPENDENT STUDY 


Many academic departments of the College 
offer “Independent Study” courses which are ar- 
ranged between an individual faculty member 
and a motivated student. The student has the 
responsibility to make appropriate arrangements 
with a faculty mentor and to secure the permis- 
sion of the department chairperson before regis- 
tering for independent study. 

A student may not take more than one Inde- 
pendent Study course per semester. Independent 
Study courses are not intended to replace regular 
courses which the student was unable to schedule 
or which he/she did not complete. Rather, these 
courses provide an opportunity for the serious 
student who desires to expand his academic back- 
ground beyond the scope and the depth usually 
found ina regular course. (See course description 
section for offerings.) 
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POLICY OF 
STANDARDS 
FOR ACADEMIC 
PROGRESS 


In order to be in good academic standing and 
to be making academic, progress toward a degree 
or certificate, a student must meet a minimum 
cumulative grade point average and successfully 
accumulate credits according to the following 
standards. 





1) GRADE POINT AVERAGE 
Credits Minimum 
Attempted Cumulative GPA 
12-20 1.50 
21-40 1.75 
41-upward 2.00 


2) SUCCESSFUL ACCUMULATION OF 
CREDITS 
Students must successfully pass (“D” grade or 
better) a total number of credits according to the 
following standard: 


Credits Credits 
Attempted Completed 
20 12 
40 24 
60 36 
80 48 
100 60 


By the time a student has attempted 20 
credits, he/she must have successfully completed 
12 credits. Likewise, 40 credits trigger the 24 
credit minimum requirement. 


PROBATION 


Students records will be reviewed at the end 
of each semester by the Registrar. Students who 
have not met the minimum standards will be 
placed on probation. A student will have one 
semester to achieve the minimum standards be- 
fore facing dismissal. During this probationary 
time, the student is expected to remain in contact 
with his/her advisor, department chairperson or 
division dean. 


CONTINUED PROBATION: If a student 
achieves a 2.00 semester grade point average but 
fails to satisfy the accumulation of credits require- 
ment and/or meet the required cumulative GPA, 
he/she will be given an additional semester of 
probation if they meet the following criteria. 
Once on probation or continued probation, a 
student must have a semester GPA of 2.00 or 
greater; and have completed at least 50% of the 
attempted credit hours for the term. Students 
who fail to do so will be dismissed from the 
College. 


DISMISSAL: If a student does not meet the 
minimum standards during the probationary se- 
mester, the student will be dismissed from the 
College after the probationary semester. Notifica- 
tion of dismissal will be sent by the College 
Registrar. 


ATTENDANCE AFTER DISMISSAL: To con- 
tinue in attendance, a dismissed student must 
submit a Petition for Academic Reinstatement 
to his or her Divisional Dean. Petitions can be 
obtained from the Dean’s Office. Based on a 
review of the student’s academic record and 
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discussions with the student, the Dean will deter- 
mine the student’s status as follows: 


(1) WAIVE DISMISSAL: Verified medical, 
psychological or personal reasons directly con- 
tributing to the student’s academic failure may be 
considered by the divisional dean for a waiver of 
dismissal. This requires a petition to the Dean. 
Only one petition of waiver of academic dismissal 
based on extenuating circumstances is allowed 
during a student’s academic career at Broome 
Community College. 

The student will remain on probation after 
receiving a waiver and will be expected to obtain 
a 2.0 semester grade point average. Failure to 
obtain a 2.00 GPA will result in academic dis- 
missal. 

To be eligible for financial aid, students are 
allowed only one academic reinstatment due to 
unusual circumstances during their academic 
history at BCC. The student will remain on proba- 
tion after receiving a waiver and will be expected 
to obtain a 2.0 semester grade point average. 


(2) PART-TIME ENROLLMENT: Ifa student 
cannot present sufficient information to be granted 
a one-time waiver, they may continue in the next 
semester on a part-time basis if approved by the 
Dean. Although allowed to continue in his/her 
program, the student is not in good academic 
standing and may not qualify for financial aid 
assistance. 

The intent of allowing such part-time enroll- 
ment in an approved course of study is to allow 
the student the opportunity to complete a suc- 
cessful semester. The student will remain on 
probation and will be expected to obtain a 2.0 
semester grade point average. Financial Aid will 
not be reinstated until the student attains good 
academic standing. 


(3) DENIAL OF PETITION/LEAVE OF 
ABSENCE AND READMISSION: The Divisional 
Dean may deny the student’s petition and recom- 
mend that the student refrain from registering for 
one or more academic terms. If the Petition for 
Reinstatement is denied, the student may not 
attend as a matriculated student. 


RETURN TO FULL-TIME STATUS OR 
GOOD ACADEMIC STANDING: Students per- 
mitted to attend on a part-time basis may return 
to probationary standing by completing two 
courses (5 to 9 credit hours and/or credit equiva- 
lents) and obtaining a “C” grade or better in all 
courses taken. The part-time student who suc- 
cessfully achieves the “C” grades in those courses 
approved by the Dean will be allowed to return to 
full-time status in the subsequent semester. The 
student will, however, remain on probation until 
the cumulative GPA and credit accumulation 
standards have been met. Financial aid will be 
reinstated while the student remains on contin- 
ued probation working toward good academic 
standing. 


DISMISSAL, 
READMITTANCE FOR 
DEGREE PROGRAMS 


This policy applies to the following 11 pro- 
grams — Dental Hygiene, Engineering Science, 
Medical Assisting, Medical Laboratory Technol- 
ogy, Nursing, the Office Technologies curricu- 
lums of Executive Secretary, Office Services 
Assistant, Word Processing and Office Technolo- 
gies Certificate, Physical Therapist Assistant, and 
Radiologic Technology. 

A student must demonstrate discernable 
progress toward the achievement of a degree ina 
given program of study. If a student fails one or 
more introductory courses in a major sequence, 
as determined by the department, he/she may be 
dismissed by the department from that program 
of study — but not necessarily from the College. 

To be considered for readmission to the pro- 
gram the student must meet with the appropriate 
Department Chairperson who will make the de- 
termination. Students must also meet with a 
counselor so that a program of assistance may be 
established by the counselor. In the case of 
programs that have limited space for freshmen, 
the Admissions Office shall notify the student of 
his/her readmittance into the program and ad- 
just accordingly the number of spaces available 
for new freshmen. A maximum of 10% of the total 
number of available spaces for freshmen in a 
program may be used for readmitted students. 


ATTENDANCE 
REGULATIONS 


Colleges throughout the nation have found 
that students who regularly attend classes have a 
better success record than students who do not 
regularly attend classes. With the intent of en- 
couraging student success, BCC strongly urges 
students to regularly attend their classes. In fact, 
the College’s policy is that a student is expected 
to come to all class sessions prepared to partici- 
pate in an appropriate manner. Absence from 
class is considered a serious matter and never 
excuses a student from classwork. A student must 
complete all assignments, examinations, and other 
requirements of any course to receive credit. 

The College understands, however, that stu- 
dents sometimes through uncontrollable circum- 
stances, are absent from classes. In these cases, 
the students need to meet with their instructors 
to discuss missed work. 


SPECIFIC 
RESPONSIBILITIES 


STUDENT RESPONSIBILITY: Class atten- 
dance is a measurable commitment by the student 
toward meeting individual responsibility for his/ 
her own education. Should a student miss a class, 
it is the student’s responsibility to make up any 
work regardless of reason for absence. Students 
should work with the instructor and/or the Coun- 
seling and Student Development Center to help 
resolve reasons for absences. 


Instructor Responsibility: Each instructor is 
responsible for relating the significance of atten- 
dance to the course objectives and to inform the 
students of this significance in the first class 
meeting. When absences occur, instructors are 
encouraged to discuss reasons with the student. If 
the reasons are beyond the student’s control, 
instructors are encouraged to discuss with the 
student ways to solve the problem, including 
referral to the Counseling and Student Develop- 
ment Center. 

Department Responsibility: Within the spirit 
and framework of College policy, each depart- 
ment may develop its own guidelines to meet its 
needs. Such guidelines are subject to the approval 
of the Vice-President for Academic Affairs. NOTE: 
Some developmental courses have strict atten- 
dance requirements, whereby students may be 
deregistered from the class for poor attendance. 
This deregistration may result in a loss of finan- 
cial aid. The consequences of this may necessitate 
that the student return financial aid monies to the 
College. Consult course outline and/or instructor 
for further details. 


DEREGISTRATION FOR 
NON-ATTENDANCE 


The College reserves the right to administra- 
tively deregister a student for a course(s) based on 
lack of attendance as reported by the instructor of 
the course on the Official Section Attendance 
Sheet. Students who have never attended the 
section or have not attended after the census date 
(first day of the fourth week of classes for full-term 
courses) will be deregistered from the course by 
the Registrar’s Office and notified of this action 
which may result in a loss of financial aid. 


ACADEMIC 
REGULATIONS 


GRADING INFORMATION 


The grading policy described below has been 
adopted by the College commencing with the Fall 
1992 semester. Grades earned by students at the 
College prior to that date will remain as recorded. 
(From Fall 1979 through Summer 1992 the Col- 
lege utilized a grading system of A, B, C, D, and F 
excluding plus or minus grades on a 4.0 quality 





point scale.) 
Honor 
Points 
Grades Per Explanation 

A 4.0 Outstanding achievement 
of course objectives 

A- ivi 

B+ 3.3 

B 3.0 Significant Achievement 

B- ae 

C+ 2.3 

C 2.0 Satisfactory Achievement 

Cc- 1.7 

D 1.0 Minimal Satisfactory 
Achievement 

F 0.0 Failure to meet course 
objectives or dropped 
after 10th week 

S _ Satisfactory 

U — Unsatisfactory 

W _ Withdrawn from a course 
between the 5th and 10th 
weeks inclusive (See “W” 
Grade below) 


Incomplete due to special 
circumstances (See “I” 
Grade) 


IP — “In Progress”-for courses 
in which student is 
permitted more than one 
semester to complete 

AU — Audit 

T — Transfer credit from an 


accredited college 


“OY sSUiyr? AND “Tp” GRADES 


The S or U grade and IP grade will apply only 
to specific courses determined by the appropriate 
departments and approved by the Vice-President 
for Academic Affairs. Such courses will not affect 
the Grade Point Average (GPA) and may not be 
used in the determination of honors. 


“Ww” GRADE 


It is the student’s responsibility to initiate 
action to receive a grade of W between the 5th and 
10th weeks inclusive. If no action is taken before 
the 11th week and the course is dropped, an F (or 
U) will be entered on the transcript. For less than 
full semester courses, a proportional time to with- 
draw with a “W” grade will be determined. For 
example, 71/2 week courses, an F (or U) will be 
entered on the transcript if the course is dropped 
after the 5th week. For 5-week modules an F (or U) 
will be entered on the transcript if the module is 
dropped after the 17th class. Students who with- 
draw from a class may not continue to attend that 
class. 


“T’ INCOMPLETE GRADE 


The “I” or Incomplete grade should only be 
assigned in situations beyond the student’s con- 
trol, such as personal/family illness, crisis, or 
other extenuating circumstances. 

A student must request an “I” grade from the 
instructor prior to the submission of final grades. 

If the instructor believes that an “I” grade is 
merited, the student and the instructor will com- 
plete a contract. The contract will delineate work 
to be completed and time frame not to exceed six 
(6) months. 

The instructor will forward a copy of the 
contract to the Office of the Registrar along with 
the final grade sheets. 

After the student has completed the work, the 
instructor will submit a Notification of Grade 
Change Form to the Registrar for removal of the 
“T” grade. If the student does not meet the time 
limit, the Instructor shall direct the Registrar to 
record the appropriate grade. 

When the Registrar’s Office is not notified by 
the instructor regarding a grade change and there 
is no contract on file, the Registrar’s Office will 
convert “I” grades to “F” or failing grades at the 
end of the next subsequent semester. 

An instructor submitting a grade change for 
an “I” grade which has been converted to an “F” 
must follow the regular grade change provisions. 
A grade change submitted one year or more after 
the course has ended must have approval of the 
Department Chair, Divisional Dean, and VPAA. 


IN PROGRESS GRADES 


Developmental Courses allow the assignment 
of an “IP” or In Progress grade when the course 


may require more than one semester to repeat. 
Thestudent must re-register for the course. When 
the course is completed, the student will receive 
the grade assigned (generally an “S” or “U” in the 
last semester and the prior “IP” grades will be 
retained). 

If the “IP” is not completed (the student does 
not re-register or leaves the institution), the former 
“IP” grade will be changed to a “U” at the begin- 
ning of the first semester (Spring or Fall only) in 
which the student has not re-registered for the 
course. 

A student can receive the grade of “IP” only 
four times for a given course. Students should 
note, however, that constant repetition of devel- 
opmental courses may endanger their receipt of 
aid from the New York State Tuition Assistance 
Program (TAP) and other forms of financial aid. 


AUDIT 


The term “Audit” shall not be considered a 
grade but an “opportunity.” For persons auditing 
a course, the letters “AU” will appear next to the 
course name on the transcript with a message 
statement explaining the meaning of the designa- 
tion. 

Students are encouraged to use the option of 
taking courses on an audit basis. A student may 
not receive credit for it later, unless he/she re- 
registers in the course or challenges it according 
to the existing rules for credit-by examination. 

Students who register in a course for audit are 
expected to have the necessary prerequisites. In 
this respect students are encouraged to make full 
use of the College’s counseling services, but the 
ultimate decision whether or not to enroll for 
audit shall be the student’s responsibility. 

Consideration may be given to a student’s 
request for transfer from credit to audit status or 
vice versa. The end of the third week of classes is 
the deadline for such transfer. 

Full-time students may audit courses with no 
additional charge, but they need approval of their 
department chairperson. For part-time students, 
the regular tuition schedule applies (see page 10). 
New York State residents who are 60 years of age 
or older may audit courses without charge on a 
space available basis. 


REPEATING COURSES 


Permission of a student’s department chair- 
person or dean is required in order to repeat a 
course (passed or failed) more than once. All 
grades remain onastudent’s transcript. Ifacourse 
is repeated, the higher grade will enter into the 
cumulative G.P.A. 

If a required course is failed, the department 
or the dean may allow the student to substitute an 
equivalent or similar course, rather than repeat 
the failed course. In such cases the higher grade 
will enter the cumulative grade point average. 

Acourse in which a grade of “W” was received 
during a previous semester is not considered a 
repeat. 

Students repeating a course they have already 
passed (a “D” grade or better) should be aware that 
they may not be able to use that course as part of 
their calculation for full-time status for certifica- 
tion under the New York State Tuition Assistance 
Program (TAP). Students receiving TAP who will 
be repeating a passed prior course should check 
with the Office of the Registrar before the semes- 
ter begins. 
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CHANGING CURRICULUM 


Any student wishing to change curriculum 
may request a Change of Curriculum Form from 
the Registrar’s Office. It must have the approval 
of the new division dean/designee or department 
chairperson and the signature of the current 
division dean/designee or department chairper- 
son. 

The Change of Curriculum Policy is adminis- 
tered under the following criteria: 

1. All previous courses and grades will remain 
on the permanent record. 

2. The academic standing of the student at the 
time of the Change of Curriculum will be main- 
tained. For example, a student on probation at the 
time he or she applied for the change will remain 
on probation. Students who have been dismissed 
must file a petition with the dean of the division 
which sponsors the new curriculum. 

3. The student will be bound by the gradua- 
tion requirements of the current catalog at the 
time of the curriculum change. 


FRESH START 


Any student absent from Broome Community 
College for two or more consecutive years, may 
return and obtain a “fresh start.” 

Under this procedure, a student will receive 
credit and retain on his/her transcript the grades 
for all courses previously passed with a grade of 
“C” or above, but these grades will not be calcu- 
lated in the student’s GPA. A student will receive 
no credit for courses in which he/she received a 
“C-” or below prior to the absence. All courses and 
grades will remain on a student’s transcript. 

Following the granting of a “fresh start,” a 
minimum of twelve (12) credits must be com- 
pleted before the student will be eligible for 
graduation. 

If the student has been academically dis- 
missed prior to their return under the “Fresh 
Start” policy, they will be considered on proba- 
tion upon their return and must achieve a 2.0 
GPA to return to good standing. Failure to do so 
will result in academic dismissal from the College. 

This policy may be applied only one time per 
student. When a “fresh start” is granted, the 
following notation will be made on the student’s 
transcript: 

“Student Granted Fresh Start” 

To initiate a fresh start, students may obtain 
a request for such action from the Registrar’s 
office. 


GRADE POINT AVERAGE 


Each grade carries a specified number of 
honor points — 4.0 for an A, 3.7 for an A-, 3.3 for 
a B+ — as described in the section on Grading 
Information. To determine one’s grade point 
average, multiply the number of honor points 
earned, according to the letter grade, by the 
number of credits for the course. Add these 
together and divide the sum by the total number 
of credits. 

A grade point average (GPA) is calculated for 
each semester the student attends and a cumula- 
tive summary is also shown on the student’s 
grade report and academic transcript. 

For purposes of graduation eligibility, only 
those courses required for the degree will be used 
to determine if the criteria for a 2.0 in courses 
applicable to the degree has been met. This 
calculation will reflect the Program grade point 
average in the student’s field of study and will be 
fixed as of graduation. Any courses taken after 
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that will not change the graduation GPA and will 
not be entered into the previous GPA in any way. 
The cumulative GPA, however, will reflect all 
courses taken by the student unless a course has 
been repeated or removed from the calculation by 
a Department Chair and/or advisor. 


SEMESTER CREDIT 
OVERLOAD 


During the Fall and Spring semesters a stu- 
dent may not enroll (register) for more than 20.5 
credits without approval from their Divisional 
Dean. 

During the Summer semester, a student may 
not register for more than 6.0 credits in any one 
summer term or take more than 12.0 credits for 
all summer terms without permission from their 
Divisional Dean. 


PRESIDENT’S LIST AND 
DEAN’S LIST 


Full-time students who have a semester grade 
point average 3.80 or better will be named to the 
President’s List. Such students must successfully 
complete a minimum of 12 credit hours. Courses 
which use the S or U or credit equivalent grade 
may not be among the 12 hours. 

Full-time students who have a semester grade 
point average between 3.50 and 3.79 inclusive 
will be named to the Dean’s List. Such students 
must successfully complete a minimum of 12 
credit hours. Courses which use the S or U or 
credit equivalent grade may not be among the 
12 hours. 

Part-time students can earn a place on the 
President’s or Dean’s List by having the appropri- 
ate cumulative grade point average for their most 
recent semester that include at least 12 credit 
hours. Courses which use the S or U credit 
equivalent grade may not be among the 12 
hours. Part-time students should contact the 
Registrar’s Office if they have the appropriate 
grades. 


GRADUATION WITH HIGH 
HONORS OR HONORS 


Students who graduate with a program grade 
point average of 3.80 or better will receive the 
distinction of graduating with “High Honors” and 
those who graduate with a program grade point 
average between 3.50 and 3.79 inclusive will 
graduate with “Honors.” 


STUDENT CHEATING 


An instructor has the prerogative of failing a 
student who has cheated on an exam, quiz, paper, 
project, report, etc. for that exercise only. Students 
who cheat a second time risk failure for the entire 
course and additional disciplinary action, including 
the possibility of dismissal from college. 


STUDENT ACADEMIC 
APPEAL PROCEDURE 


Broome Community College has established a 
procedure to provide students an opportunity to 
appeal grades in any particular course(s) or aca- 
demic dismissal. Copies of the Student Academic 
Appeal procedure are available in the offices of 
the Divisional Deans, and the policy also appears 
in the Student Handbook. 


WITHDRAWAL FROM THE 
COLLEGE 


Broome Community College has committed 
itself to a philosophy of providing whatever assis- 
tance is necessary to aid the student in complet- 
ing his/her academic goals. Students are strongly 
encouraged to seek academic and personal coun- 
seling prior to any withdrawal. 

Students who decide to withdraw from the 
College must obtain a signed drop form from their 
department and complete a withdrawal form. The 
withdrawal form is available in the Counseling 
Center. Failure to comply may cause the indi- 
vidual to lose any possible refund fees or nega- 
tively impact future financial aid resources. 


LENGTH OF CURRICULUM 


Most associate degree programs are designed 
to be completed in two years. The college year is 
divided into two semesters of 15 weeks each plus 
an evaluation week. Some students may choose 
or be required to take more than four semesters 
to earn their degrees. Radiologic Technology 
students, for example, have special clinical labo- 
ratory experiences in the summer of both their 
freshman and senior years. 


LATE REGISTRATION 
POLICY 


Late registration for credit courses will be 
permitted through the Friday of the first week of 
classes (each semester/summer term). To be 
registered is distinct from changing a student’s 
course schedule through the drop/add process. 


WITHHOLDING OF 
GRADES AND DIPLOMAS 


Student’s Official College Transcript and di- 
ploma will be withheld if there are outstanding 
financial or property-returning obligations. These 
could be to such College offices as Security, 
Learning Resource Center (Library), Student 
Accounts, Physical Education, as well as others. 
Students must settle any such outstanding debts 
to the College and then present evidence of the 
settlement to the Office of the Registrar. 


DECLARATION OF 
GRADUATION CANDIDACY 


Students intending to complete all degree 
requirements within a given semester are re- 
quired to declare their intention to do so by filing 
an “Application for Graduation” with the Office of 
the Registrar. 

Applications for Graduation should be filed 
by: 

Spring Semester — March 14th 

Summer Semester — July 15th 

Fall Semester — October 15th 

Students filing after these dates will be con- 
sidered as graduates for the semester but may not 
receive their diploma in a timely fashion or have 
their name indicated in the Commencement Book- 
let (Spring semester): No application for candi- 
dacy will be accepted after the last day of classes 
of the term being applied for. Students applying 
after that date will be considered as a graduate of 
the following semester. 


GRADUATION 


Broome Community College will conduct one 
formal graduation ceremony each year in the 
spring. All candidates for degrees may participate 
in the ceremony. Acandidate is a student who will 
complete his/her degree requirements at the con- 
clusion of the spring or summer semester. Candi- 
dates must have filed their “Application to Gradu- 
ate” and have been recommended as candidates 
by the chairperson of their academic department. 
Students who complete their degree requirements 
at the end of the fall semester will be invited to 
attend the next graduation ceremony. 


ABSENCE DUE TO 
RELIGIOUS BELIEFS 


Section 224-a of the State Education Law 
reads: 

1. No person shall be expelled from or be 
refused admission as a student to an institution of 
higher education for the reason that he is unable, 
because of his religious beliefs, toattend classes or 
to participate in any examination, study or work 
requirements on a particular day or days. 

2. Any student in an institution of higher 
education who is unable, because of his religious 
beliefs, to attend classes on a particular day or 
days, be excused from any examination or any 
study or work requirements. 

3. It shall be the responsibility of the faculty 
and of the administrative officials of each institu- 
tion of higher education to make available to each 
student who is absent from school, because of his 
religious beliefs, an equivalent opportunity to 
make up any examination, study or work require- 
ments which he may have missed because of such 
absence on any particular day or days. No fees of 
any kind shall be charged by the institution for 
making available to the said student such equiva- 
lent opportunity. 

4. If classes, examination, study or work re- 
quirements are held on Friday after 4 p.m. or on 
Saturday, similar or makeup classes, examina- 
tions, study or work requirements shall be made 
available on other days, where it is possible and 
practicable to do so. No special fees shall be 
charged to the student for these classes, examina- 
tions, study or work requirements held on other 
days. 

5. In effectuating the provisions of the section, 
it shall be the duty of the faculty and of the 
administrative officials of each institution of higher 
education to exercise the fullest measure of good 
faith. No adverse or prejudicial effects shall result 
to any student because of his availing himself of 
the provisions of this section. 

6. Any student, who is aggrieved by the alleged 
failure of any faculty or administrative officials to 
comply in good faith with the provisions of this 
section, shall be entitled to maintain an action or 
proceeding in the supreme court of the county in 
which such institution of higher education is 
located for the enforcement of his rights under 
this section. 

6-a. Acopy of this section shall be published by 
each institution of higher education in the cata- 
log of such institution containing the listing of 
available courses. 

7.As used in this section, the term “institution 
of higher education” shall mean schools under 
the control of the Board of Trustees of the State 
University of New York or of the Board of Higher 
Education of the City of New York or any commu- 
nity college. 


RETENTION 


The College has been conducting an on-going 
study to determine how many of its students 
eventually graduate either from Broome or other 
colleges to which they transfer. 

Early indications show that the number of 
students completing academic programs at 
Broome is steadily rising. In recent years, the 
graduation rate is estimated to have exceeded 
50%, covering all programs. In some fields, espe- 
cially the engineering technologies, the gradua- 
tion rate appears to be greater, reaching as high as 
65% to 70% of the entering class. 

Another survey of students receiving financial 
aid was completed in Spring 1984 with 65% of 
students graduating from all programs. 


EDUCATIONAL RIGHTS 
AND PRIVACY ACT 
(BUCKLEY AMENDMENT) 


The Family Educational Rights and Privacy 
Actof 1974, asamended, establishes specific rights 
for students and/or their parents and prevents the 
release of certain information without the written 
consent of the student. Generally, this federal law 
gives students, former students, and alumni the 
right to review, in the presence of college person- 
nel, their own personal records maintained by the 
college, including academicand financial records. 

Parents of dependent students, as defined by 
the Internal Revenue Service, may have access to 
the college records of their dependent sons or 
daughters without student consent. Parents do 
not have the right to see records of children who 
are no longer dependent upon them. 

At Broome Community College the reposi- 
tory for student records is the Office of the Regis- 
trar (Wales 206). This office is open weekdays 
from 9:00 a.m. to 5:00 p.m. 

In keeping with the spirit of Section 438 of the 
Act, the Registrar has been appointed as Records 
Access Officer. The following procedures have 
been developed for the benefit of the student and 
eligible parent: 


1. a. Astudent in attendance at Broome Com- 
munity College shall, upon written appli- 
cation, be able to view his/her educational 
records at the Office of the Registrar within 
45 days of the date of said application. This 
application is available in the Office of the 
Registrar. 

b. Aparent or guardian ofa student in atten- 
danceat Broome Community College, who 
claims a student as a dependent on his/her 
Federal Income Tax Form shall, upon 
proper presentation of the dependency 
condition, be afforded the same rights as 
set forth in Paragraph 1a. 


2. Access to personally identifiable information 
about a student without the consent of the 
student may be provided by the College to the 
following individuals or agencies only: 

a. School officials and professional employ- 
ees of Broome Community College who 
have a legitimate educational interest. 

b. Schoolofficials of educational institutions 
to which a student might transfer. 

c. Authorized state and federal government 
officials of educational and funding agen- 
cies. 


3. 


e. 


Educational research agencies, with the 
provision that they release only non-per- 
sonally identifiable data. 

Accrediting organizations. 


Disclosure Without Approval of Student or 
Eligible Parent: 


a. 


Upon receipt of a Judicial Subpoena of the 
records of a student, a reasonable attempt 
will be made to notify the student or the 
parent of the existence of the order of the 
subpoena in advance compliance there- 
with, 

In the event of an emergency involving 
the health or safety of a student, the Reg- 
istrar may disclose information to Federal 
or State Officials. 

Directory Information —The name of the 
student, full time or part time status, dates 
of attendance, and degree earned and date 
of graduation will constitute the total 
amount of information given to any indi- 
vidual making inquiry at Broome Com- 
munity College, unless the student or 
eligible parent refuses to permit the dis- 
closure. The student or eligible parent 
must submit, within 30 days of this 
publication to the Registrar that such 
personally identifiable information is not 
to be designated as directory information 
with respect to that student. 


. Broome Community College shall, on request, 


provide an opportunity for a hearing in order 
to challenge the content of a student’s 
education records to insure that information 
in the education records of the student is not 
inaccurate, misleading, or otherwise in 
violation of the rights of privacy or other 
rights of students. The request for a hearing 
will be directed to the Registrar. 
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STUDENT SERVICES 





EDUCATIONAL 
OPPORTUNITY 
PROGRAM (EOP) 


The Educational Opportunity Program 
(E.0.P.), administered by the State University of 
New York and Broome Community College, is an 
academicand financial support program designed 
to provide assistance to students who have not 
had an opportunity to realize their academic 
potential. 

To help students successfully complete col- 
lege, E.0.P. provides tutoring, personal and aca- 
demic counseling, success seminars and some 
financial assistance to help defray the cost of 
college. 

All potential E.0.P. students must: 

a. Act on the desire to be in the E.0.P. by 

contacting the E.O.P. office. 

b. Qualify by meeting financial, as well as 
academic, guidelines. 

c. Be accepted into the E.0.P. by applying 
and providing appropriate documenta- 
tion before the end of their first semester 
of college. 

For further information, contact the E.O.P. 

office in the Athletic Suite-Student Center West 
(778-5220). 


STRIVE 


The BCC STRIVE (Services and Training for 
Individuals in Vocational Education) Program is 
geared specifically to help low income men and 
women with dependent children who wish to 
return to school for vocational education. 

We help students cope with the responsibili- 
ties of being both a parent anda student, plus help 
coordinate child care and transportation needs. 
Those interested in this program may contact 
BCC STRIVE Program, Room 101 Wales Admin- 
istration Building or call 778-5350. 
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LIVING 
ACCOMMODATIONS 


The College has no dormitory facility and 
assumes no responsibility for student housing. As 
a service to students the Student Activities Office 
maintains an up-to-date record of housing ac- 
commodations which landlords submit as being 
available. Copies of the housing list may be ob- 
tained by contacting the secretary in the Student 
Activities office located in the Student Union. The 
listing is neither an approval nor rating by the 
College, nor will the College become a third party 
in any arbitration between students and land- 
lords. Housing arrangements must be made di- 
rectly by students and parents with local land- 
lords. 


HEALTH AND WELLNESS 
CENTER 


The College provides a Health Service which 
is available to all students at no additional charge 
for services rendered on campus. 

Professional staff includes a part-time physi- 
cian, clinic nurse, and health educator; clinic 
nurse is available during regularly scheduled 
classes in the fall and spring semester. 

The Health and Wellness Resource Center is 
located in the Wales Administration Building, 
Room 103, and is open 8:00 a.m. to 5:00 p.m., 
Monday through Friday. All records are confiden- 
tial, and information will be released only with the 
written authorization of the student. 


SERVICES: 

¢ Ambulatory services for treatment of illnesses 
and injuries. 

e Limited urgent care. 

¢ Blood pressure screening 

¢ Hepatitis B Vaccine ($90*) 

¢ Measles, Mumps, Rubella (MMR) Vaccine ($10*) 

* Tests for pregnancy, strep throat, diabetes, and 
urinary infections. 

¢ Referrals to local physicians, specialists, clinics 
and hospitals. 

¢ Tetanus and PPD-Mantoux injections. 

¢ Education on diet, nutrition, fitness and weight 
management. 

¢ Health and wellness programming. 

¢ Insurance — Processing of accident insurance 
claims, as well as information regarding inter- 
national student health insurance and optional 
sickness plan. 

¢ Health counseling and assistance with personal 
and health problems with appropriate referrals 
within the college community. 

¢ Immunization (measles, mumps, and rubella) 
certification. 


(*These charges are subject to change) 


COUNSELING 
AND STUDENT 
DEVELOPMENT CENTER 


The Counseling and Student Development 
Center provides many services for students, 
whether they are enrolled full-time or part-time, 
day or evening. Specialized counseling is also 
available for the international, disabled, career 
undecided and academically dismissed students. 
All students can meet with counselors ina helpful 
and informal atmosphere as they seek to develop 
their potential, form realistic goals, and under- 
stand themselves emotionally and intellectually. 
The Center is equipped to help students: 

1. Understand their basic needs in terms of so- 
cial, vocational and emotional adjustment to 
the college setting. 

2. Establish realistic educational goals and ap- 
propriate methods of achieving them. 

3. Assess their strengths and weaknesses to en- 
able them to more effectively deal with aca- 
demic and personal problems. 

4. Better understand their role and that of the 
College in the higher educational process. 

5. Obtain information about transfer and career 
opportunities, as well as assistance with aca- 
demic problems. 

6. Grow in their personal development and de- 
termine appropriate values through instruc- 
tion in human development courses. 

The Counseling and Student Development 
Center, located on the second floor of the Wales 
Building, is staffed by professional counselors. 
The Center is open from 8 a.m. to 8 p.m., Monday 
through Thursday, and 8 a.m. to 5 p.m. Friday 
during the academic year. Students should be- 
comeacquainted with the Center by stopping inat 
their convenience or calling 778-5210 for an 
appointment. A special brochure is available at 
the Center giving details about the service. 


CAREER AND 
LIFE PLANNING 


Broome Community College offers an oppor- 
tunity for students to explore interests, strengths 
and values in both an individual and group set- 
ting. Knowing as much as possible about oneself 
is the first step in understanding goals related to 
self fulfillment and to the world of work. The 
Counseling and Student Development Center can 
help in the process of self-evaluation and has 
information on career possibilities, audio-visual 
aids, testing procedures and techniques used in 
the process of exploring career fields and making 
career decisions. Counselors work closely with 
the College’s advisors and Placement Center staff 
in offering students a comprehensive approach to 
career planning. 





PERSONAL 
COUNSELING 


Counseling is available for students experi- 
encing social, personal and family concerns, Coun- 
selors attempt to help students face problems 
with an holistic approach. 

Counselors are available to discuss problems 
with drugs, alcohol, school, family, career, educa- 
tion, transfer and personal concerns. 

Assistance is given in both direct and indirect 
ways, by exploring, understanding and dealing 
with tasks and crises related to the problems 
being experienced. Counselors may make refer- 
rals to appropriate community agencies, if that 
should be necessary and mutually agreeable. All 
counseling is strictly confidential. 


ACADEMIC 
COUNSELING 


Counselors are available to help students put 
their academic efforts into the proper perspective 
by helping them to link their studies to personal 
and career goals. 


CAREER AND ACADEMIC 
ADVISING CENTER 


The Career and Academic Advising Center is a 
student service designed to offer advising assis- 
tance to students that links academic advising, 
educational planning, and career development. 
Examples of specific types of services available to 
students through this Center includes help with 
course selection, explaining and verifying progress 
towards program and degree requirements, and 
serving as an information and referral center for 
students with questions and educational needs. 
Part-time students without an academic major, 
pre-health science students, and students from a 
variety of career programs are served by this 
College resource. Students may stop by in person 
and make an appointment with an advisor or call 
(607) 778-5534 to arrange a meeting. The Career 
and Academic Advising Center is located in 
Wales 115. 


TESTING 


In conjunction with career and life planning, 
personal counseling, and academic counseling, 
the Counseling and Student Development Center 
offers students the opportunity to engage in a 
testing program. When appropriate, it can be 
arranged for a student to take a variety of tests 
including personality and interest inventories. 
Cognitive style mapping is also available to help 
students better understand their individual learn- 
ing preferences. Tests can help students develop 
self awareness and improve their decision-mak- 
ing ability. The Counseling Center also adminis- 
ters the ACT test and other professional career 
tests and licensing examinations. 








HUMAN DEVELOPMENT 
COURSES 


Courses are offered which provide students 
with an opportunity to examine their values, 
attitudes, beliefs and abilities. The courses also 
offer an opportunity to learn how these factors 
affect the quality of life and relationships with 
others. In addition, the students examine the 
challenge and problems of society as they relate to 
their development. The Career Exploration, Hu- 
man Potential, and Individual in a Changing En- 
vironment courses are usually transferable credit. 


ORIENTATION 
PROGRAM 


Orientation to the College for newand transfer 
students takes place prior to the beginning of 
classes in the fall and spring semester. Special 
sessions are arranged for new entering students 
that are designed to familiarize them with the 
campus, the services thatare available tostudents, 
and college life at BCC. Staff from various 
departments on campus join together to make 
this program meaningful and beneficial to the 
new student at the college. 


SPECIAL WORKSHOPS 
AND SEMINARS 


The Center offers a variety of workshops and 
seminars throughout the college year. Those that 
have been offered cover such topics as relaxation 
techniques, career exploration, cognitive style 
mapping, returning to college, assertiveness train- 
ing, eating disorders and substance abuse. 


PROGRAM FOR PEOPLE 
OVER 60 


Any citizen of New York State who is 60 years 
of age or more may “audit” courses at Broome 
Community College without charge, as long as 
there is space available. In this connection the 
word “audit” means these students take the course 
by attending classes and being exposed to all the 
work given in class and assigned in the text. They 
do not have to do the homework or take the 
examinations, however, and they receive no letter 
grade or college credit. 


COUNSELING FOR 
DISABLED STUDENTS 


Students with disabilities may receive coun- 
seling through the Counseling and Student De- 
velopment Center. A counselor is available for 
these students in Wales 103, which is completely 
accessible. All services of the Counseling and 
Student Development Center are available through 
this counselor and are confidential. To make an 
appointment, students should call 778-5210 or 
778-5185 (TTY). 





For other issues related to disabilities, please 
call the Student Support Services Office at 778- 
5150 (778-5234 TTY). 

A TDD/TTY telephone unit is available in the 
Counseling and Student Development Center to 
make it accessible for the hearing impaired. The 
number is 778-5185. 


VETERANS 
EDUCATIONAL BENEFITS 


The Counseling and Student Development 
Center administers and supervises the Office for 
Veterans Affairs. Located in the Wales Building 
(Room 115) the Veterans Coordinator assists vet- 
erans, and eligible dependents of veterans, in 
their certification for benefits and in those mat- 
ters related to the Veterans Administration. The 
Coordinator works closely with the Counseling 
staff in referring students requiring counseling 
services. 


TRANSFER TO 
4-YEAR COLLEGES 
AND UNIVERSITIES 


Broome Community College has developed a 
fine reputation for its successful preparation of 
students for study at senior institutions. Students 
desiring to continue their education are encour- 
aged to consult with a counselor in the Counsel- 
ing and Student Development Center, their fac- 
ulty advisor, department chairperson or dean for 
assistance in selecting a program and/or institu- 
tion that is appropriate to their goals, abilities and 
aspirations. 

To these ends, the College conducts the Trans- 
fer Emphasis Program, which consists of work- 
shops sponsored by the Center and of visits to the 
campus by representatives of four-year schools to 
recruit and advise potential transfer students. 
These visits o¢cur each semester, and they are 
designed to expedite the information process nec- 
essary to ensure a smooth transition between the 
college and various four-year programs. The rep- 
resentatives, generally from admissions offices, 
discuss life on their campuses, financial assis- 
tance possibilities and activities available, in addi- 
tion to the traditional explanations of all their 
academic programs. 

Applications for the State University of New 
York colleges and university centers are available 
in the Counseling and Student Development Cen- 
ter. Students should apply directly to all other 
colleges (non-SUNY units) by requesting an ap- 
plication and any other pertinent data from the 
admissions office of the desired college. 

All students should arrange at the BCC 
Registrar’s Office to have copies of their tran- 
scripts forwarded to the admissions office of the 
colleges to which they are applying. This will 
ensure proper transfer of applicable credits. Any 
requests for references and recommendations 
may be forwarded to the Counseling and Student 
Development Center, and all acceptances and 
rejections of applications should also be reported 
to the Center. 

Any questions or problems regarding transfer 
should also be directed to the Counseling and 
Student Development Center. For information 
on special transfer opportunities, see pages 19-20. 
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INTERNATIONAL 
STUDENTS 


GENERAL INFORMATION 


The College welcomes students from other 
countries and is authorized by the United States 
Department of Justice to issue the necessary Cer- 
tificate of Eligibility for F-1 Student Status (Form 
1-20). 

The College provides an advisor (Counseling 
Center) to assist students from other countries in 
all areas of student life while at Broome Commu- 
nity College. The advisor also assists the student 
in finding housing since the College has no stu- 
dent dormitories. College costs and living ex- 
penses are approximately $12,500 per year. 

International students who are seeking trans- 
fer credit to BCC earned from an educational 
institution outside the USA are required to sub- 
mit an official evaluation of foreign educational 
credentials provided by an accredited agency. 
Contact the BCC Admissions Office (Wales 102, 
607-778-5001) for detailed information regard- 
ing approved agencies. 


ADMISSIONS REQUIREMENTS 


English Language Proficiency 

A. Students who submit a TOEFL score of 525 
or better will be admitted to the program of 
their choice if they have the academic back- 
ground necessary for that program. Aca- 
demic program requirements are listed on 
page 9 of the Catalog. 

B. Students who have not taken the TOEFL or 
who score below 525 can be admitted to the 
College and will be assigned a special aca- 
demic advisor, if they have one of the fol- 
lowing: 

1. A TOEFL score of 400. 

2. Successful completion of four years of 
English language at the secondary or 
college level. 

C. Students who do not meet either of the 
English proficiency requirements above 
can only be admitted to the College by 
special arrangement and must be in “spon- 
sored” groups of 10 or more. 





Other Requirements 

A. Applicants must submit the “Application 
for Admission” and “Applicant Information 
Sheet” which can be obtained by writing to 
the Admissions Office. 

B. Applicants must submit a transcript in 
English (certified translation) of all sec- 
ondary school and college work completed. 

C. Applicants must provide an affidavit of fi- 
nancial support. Forms will be mailedalong 
with application information. 

D. On acceptance to the College, students 
must show evidence of health coverage. 

E. Applicants must submit TOEFL test score. 

F, Applicants whose native language is not 
English must take a special language pro- 
ficiency examination at the College before 
they are allowed to register for classes. 
Students must enroll in English language 
coursework every semester until they have 
met proficiency requirements. Along with 
other students at the College, international 
students are also required to take a math- 
ematics placement test. 
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STUDENT ACTIVITIES 


The Student Activities Program at Broome 
has grown out of a conviction that education is 
not restricted to scheduled classes, that the hours 
outside of the classroom are of major importance, 
and that the Student Activities Program gives an 
additional dimension to education. This program 
offers a variety of social, cultural, and intellectual 
experiences. 

The College actively supports a co-curricular 
activities program that is funded by the student 
activity fee paid each semester. The Student Ac- 
tivities area represents one phase of campus life in 
which the students can and do have a voice in 
management and programming. The diversity of 
students’ interests is reflected in the many active 
clubs and organizations on campus. Involvement 
in the Student Activities Program can help stu- 
dents develop leadership abilities. 

The office of Student Activities is in the Stu- 
dent Affairs Building, Room 101 (778-3033). 


STUDENT GOVERNMENT 
ASSOCIATION 


The official organization of student represen- 
tation on the Broome Community College cam- 
pus is the Student Government Association. Stu- 
dent membership consists of officers and senators 
who are elected annually. All BCC students are 
welcome to attend meetings and become involved 
with SGA committees and activities. The SGA 
holds regularly scheduled meetings to discuss all 
issues concerning students. These issues are then 
presented to the appropriate faculty, staff or ad- 
ministrative area. A Student Trustee sits on the 
College Board of Trustees as a voting member and 
presents information of student interest to this 
body. 

Student Government Association regularly 
reviews College policy and makes recommenda- 
tions to the College Administration. Representa- 
tives of the SGA serve on the Faculty-Student 
Association. The operation of the Student Gov- 
ernment puts students’ ideas and viewpoints into 
action. 


STUDENT CENTER 


One of the busiest buildings on the Broome 
Community College campus is the Student Cen- 
ter. It houses the gymnasia, the College Cafeteria, 
Book Store, the Little Theater, Physical Educa- 
tion and Athletic Directors’ offices. This building 
is used by day and evening students ofall curricula 
and many campus social events are held here. 


CLUBS 


In addition to co-curricular activities, other 
organizations are active on campus. These in- 
clude: 








Aviation Club The Jesus Group 
BASIC (Brothers and — Lambda Society 
Sisters in Christ) Lively Arts Society 


BCC Storytellers Muslin Student Assoc. 
Chi Alpha Newman Association 
Differently Abled Outing Club 

Student Organization People of Culture 


Fine Art and Design Club 


Ecology Club PHI THETA KAPPA 
God’s Will Ski Club 
International 

Students Organization 


These clubs are open to all students. Details 
are available in the Student Handbook. 


MEDIA 


The campus newspaper offers a variety of 
information for the students. It speaks out on 
important issues, offers the humorous side of 
student life, and gives the students a chance to 
voice their opinions through editorials and hu- 
man interest stories. 


PERFORMING ARTS 
THEATRE/BCC 


Complementing the studio and academic 
course work in theater is the group known as 
Theatre/BCC. All students are invited to partici- 
pate, whether or not enrolled in formal course 
work. 

Theatre/BCC enjoys a fine artistic reputation, 
presenting a broad range of theatrical styles, and ~ 
provides its actors/technicians with varied oppor- 
tunities for ensemble as well as individual train- 
ing. Theatre/BCC provides a challenging and ex- 
citing experience for students with an interest in 
the theater, and most of its productions are per- 
formed in the intimate setting of the College’s 
Little Theater. 








MUSIC 


College Choir is sponsored jointly by the Lib- 
eral Arts Division and Student Government Asso- 
ciation. Choristers have gained an excellent repu- 
tation and are exposed to a broad range of choral 
literature reflecting the varied demands for com- 
munity concerts. The chorus traditionally pro- 
duces an annual performance of Handel’s “Mes- 
siah” and an annual Spring Concert, as well as 
performances for local church and civic organiza- 
tions. Rehearsals are held weekly and all students 
and staff, as well as community singers, are wel- 
come to join this very active group. 

NOTE: Students may receive transferable 
credit for active participation in College Choir. 

The Music Association offers students who 
have previously played instruments the chance to 
continue their involvement in small ensembles 
(brass, woodwind and string) and the College 
Band. A limited program of private coaching is 
also available. 

BCC Jazz Ensemble offers instrumentalists a 
chance to perform jazz and jazz-rock on campus. 
Its members strive for high quality performing 
and the enjoyment of working together toward 
this goal. 

Jazz improvisation, beginning and intermedi- 
ate piano, beginning guitar and reading classes 
are available to BCC students. 


PROFESSIONAL 
SOCIETY AFFILIATES 


Since exposure to organizations in their fields 
of study is considered of benefit to students, many 
curriculums have their own affiliates of national 
professional societies. Among these are: 

American Institute of Banking (AIB) for 
Banking/Finance students. 

Society of Manufacturing Engineers (SME) 
for Mechanical Engineering Technology students. 

Dental Hygiene Association, an affiliate of the 
American Dental Hygiene Association. 

Institute of Electrical and Electronics Engi- 
neers (IEEE) for Electrical Engineering Tech- 
nology students. 

Collegiate Secretaries International, an affili- 
ate of Professional Secretaries International. 

In addition, some meetings of local profes- 
sional societies are attended by students, such as 
the American Chemical Society, which invites 
Chemical Engineering Technology students to its 
meetings. Some professional societies hold meet- 
ings on campus, too, and students are always 
welcome to attend. Thus students have the oppor- 
tunity to become acquainted with professional 
people in their fields of study and to attend lec- 
tures and see films and demonstrations of new 
developments. 


CURRICULUM 
AFFILIATED 
ORGANIZATIONS 


In addition to the student organizations listed 
above that are affiliated with professional societ- 
ies, the College has a number of associations that 
are identified with specific curriculums. Among 
these are Accounting Club, Chemistry Club, Civil 
Technology Association, Computer Club, Dental 
Hygiene Association, Medical Assistant Club, 
Health Information Club, Fulcrum (newspaper), 
Institute of Electrical & Electronics Engineers, 
Society of Manufacturing Engineers, Student 
Nurses Association, Lively Arts from the Liberal 
Arts curriculum, the Student Organization of 
Radiologic Technologies, the Broome Early Child- 
hood Association, the student chapter of the N.Y.S. 
Restaurant Association, and the Physical Thera- 
pist Assistant Club. 





HONOR SOCIETIES 


Phi Theta Kappa 

In 1962, the Mu Eta Chapter of Phi Theta 
Kappa was established at the College. Phi Theta 
Kappa is a national honor society at two-year 
colleges, similar in purpose to Phi Beta Kappa at 
the four-year colleges and universities. Mu Eta 
Chapter is open to freshmen and seniors at Broome 
Community College who have achieved outstand- 
ing academic grades. 


Alpha Beta Gamma 

The Kappa Beta Chapter of Alpha Beta Gamma 
was established at BCC in 1993. Alpha BetaGamma 
is a National Business Honor Society of Commu- 
nity and Junior Colleges encouraging scholarship 
among college students in business curricula. 
This organization recognizes Business Division 
students who exhibit the highest levels ofa cademic 
achievement. 


Sigma Phi Alpha 

The national dental hygiene honor society, 
Sigma Phi Alpha, has a chapter at Broome Com- 
munity College, The Upsilon Chapter. Senior 
Dental Hygiene students who rank highest in 
scholarship and who exhibit potential qualities 
for future growth and attainment are selected for 
membership. 


Tau Alpha Pi 

The national honor society for students in 
engineering technology programs, Tau Alpha Pi 
has establisheda chapter on the Broome Commu- 
nity College campus. It is the Beta Theta Chapter. 
This society recognizes academic achievement 
in BCC engineering technology curriculums 
in Electrical, Civil, Chemical and Mechanical 
Technology. 


ATHLETICS 


The Athletic Department at Broome Commu- 
nity College serves as an integral part of the 
institution’s total academic and student activities 
program. BCC is serious about athletics. The 
Department strives to provide an environment 
through which the athlete can achieve maximum 
development physically and mentally, through a 
well-rounded schedule of intercollegiate compe- 
tition in athletics. 

BCC is one of 550 member schools of the 
National Junior College Athletic Association 
(NJCAA). It is also one of 32 members of the 
subdivision of NJCAA Region III. BCC also partici- 
pates in the Mid-State Conference as well as the 
Junior College Hockey League. 

For Intercollegiate competition Broome Com- 
munity College fields men’s teams in eight varsity 
sports — basketball, baseball, cross-country, golf, 
ice hockey, soccer and tennis. For women BCC 
sponsors four varsity teams — basketball, cross- 
country, softball, and volleyball. 

BCC athletic teams have a rich tradition of 
success in two-year college competition. Dick 
Baldwin, who formerly coached Men’s Basketball 
at BCC for 40 years, set the all-time record of 879 
victories by a college coach. This achievement 
earned BCC national recognition in the Basket- 





ball Hall of Fame. The Golf team finished second 
in the Nationals in 1991. The Men’s Basketball 
and Tennis teams won Regional Championships 
in 1994 and participated in the Dixision III Na- 
tional Championships. The baseball, soccer, ice 
hockey, and cross-country teams all have won 
regional and national recognition throughout 
the years. 

The women’s program has been as equally 
successful in regional competition. The Volley- 
ball team has participated in the Regionals as well 
as the National Tournament. Cross-Country and 
Tennis have sent representatives to both tourna- 
ments. The Softball and Basketball programs have 
made great strides over the years and have con- 
tributed to the rich athletic tradition at BCC. 

Cheerleading is also available for both men 
and women and the Athletic Department spon- 
sors men’s club LaCrosse. 

In order to participate in Intercollegiate Ath- 
letics, students are required to meet NJCAA rules 
and academic eligibility requirements. All pro- 
spective athletes should contact the Athletic Of- 
fice in the Student Center West (778-5003) to 
obtain furter information on athletic eligibility 
requirements. 

The Athletic Program is enhanced by its facili- 
ties: two large, fully equipped gymnasiums, a 
weight room, fitness center, a Dance/Combative 
room, athletic trainer’s room, a baseball field, 
soccer field, and six tennis courts. A softball com- 
plex of four fields is also available to the College. 


INTRAMURALS 

Physical activity is avital part ofan individual’s 
life, regardless of physical capability. With this in 
mind, the Student Affairs Division and the Physi- 
cal Education Department coordinate an intra- 
mural program for all students enrolled at the 
College. Students are invited to participate in 
team sports suchas Indoor Soccer, Basketball and 
Volleyball. For those interested in individual com- . 
petition or “Play for Fun” sports such as Tennis, 
Golf, Badminton, and Bowling are also offered. 
Students participating in intramurals should have 
a health questionnaire on file with the College 
Health Service. Forms are available in the Health 
Service Office (Wales Building, Room 104), 
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PLACEMENT 





89% OF 1995 GRADUATES 
FOUND JOBS OR 
TRANSFERRED 


+ 89% of the 1995 Graduates either found 
employment or transferred to 4-year 
colleges, thus enabling BCC to fulfill its 
two major missions of preparing graduates 
for immediate employment or transfer to 
4-year colleges. 

+ 50% of the graduates went to work. 

+ 39% transferred to 2 and 4 year colleges or 
other technical programs. 

* 8% were unemployed at the time of the 
survey. 

+ 4% were unavailable for work. 

+ Starting Salaries of those who went to 
work averaged $19,771 a year and ranged 
from $9,776 up to $35,360. About 25% 
reported salary information. 

+ 1,080 Graduates were in the Class of 
1995 at Broome Community College and 
84% of them responded to the survey. All 
Statistics here are based on that 84% 
response. 


Where they went to work: 
+ 76% of those who went to work found jobs 
in Broome County, with an additional 9% 
working elsewhere in the Southern Tier. In 
addition 3% got jobs elsewhere in New 
York State, and another 11% went outside 
of the state. 


Where they transferred to: 

* 75% of those who are continuing their 
higher education transferred to colleges in 
the State University of New York (SUNY) 
system. 

* 11% to private colleges in New York State. 

+ 15% to out-of-state colleges and universi- 
ties. 


Leading employers in order: 

+ Hospitals, Nursing Homes, Clinics, Reha- 
bilitation Centers & Related 

* Day Care, Educational & Nonprofit Orga- 
nizations 

* Large Industry 

* Restaurant and Fast Food Establishments 

* Retail Stores 

- Self Employed 

+ Dentists, Dental Surgeons & Related 

+ Small to Medium Industry 

+ Physicians, Surgeons & Related Medical 

* Grocery Stores, Bakeries & Food Distribu- 
tors 


Colleges to which BCC graduates most 
frequently transferred in 1995 in order: 
Binghamton University 
SUC at Cortland 
SUC at Oswego 
SUC at Oneonta 
SUNY Institute of Technology at Utica/Rome 
SUC at Buffalo 
Rochester Institute of Technology 
SUNY at Buffalo 
SUNY College of Environmental Science and 
Forestry 
SUC at Fredonia 





PLACEMENT OFFICE 
SERVICES 





Most students who attend Broome Commu- 
nity College will eventually enter the job market. 
Getting a job, particularly that first entry level 
position, requires an understanding of how to 
contact employers and what job hunting tech- 
niques provide the best employment success. The 
Placement Office not only helps students locate 
positions, but offers assistance in resume writing, 
networking and interviewing techniques. In addi- 
tion to providing information through workshops, 
appointments can be made to discuss job market 
trends, salary expectations, and other topics re- 
lated to employment. 

The Placement Office lists full-time positions, 
most of which are related to academic programs 
at the College. Listing and assistance with locat- 
ing part-time and seasonal jobs is available. 

Additional services include access to the state 
and national job market via Internet, publications 
specifically related to employment techniques, 
and use of word processors, laser printer and 


typewriter for resume and cover letter composi- 
tion. 

The quality of the College’s academic pro- 
grams is well known both locally and nationally. 
During the spring semester of every year, repre- 
sentatives of business, industry and other organi- 
zations visit the campus to interview potential 
graduates for employment purposes. Augment- 
ing the one-on-one recruiting interview is the 
opportunity to make contact with several employ- 
ers during the Technical Job Fair in January, the 
Health Sciences Job Fair in February and the 
Business & Liberal Arts Job Fair in April. Stu- 
dents wishing information regarding these re- 
cruitment programs should contact the Place- 
ment Office. 

The Placement Office is located in the Wales 
Building, Room 201, and is open for student use 
from 8:00 until 4:30 each day. Evening hours are 
available on an appointment basis only. 


PLACEMENT FOR CLASS OF 1995 





THE ACADEMIC AREAS 


BUSINESS — 253 graduates, 55% employed, 
5% unavailable for work, 30% transferred, 10% 
unemployed. Salary info. - $15,826 average. 
$11,440 to $24,000 range. 

COMPUTER STUDIES — 32 graduates, 39% 
employed, 0% unavailable for work, 44% trans- 
ferred, 17% unemployed. Salary info. - $14,460 
average. $12,800 to $16,120 range. 

ENGINEERING AND TECHNOLOGY — 106 
graduates, 55% employed, 2% unavailable for 
work, 35% transferred, 8% unemployed. Salary 
info. - $22,781 average. $14,560 to $30,000 range. 

HEALTH SCIENCES — 200 graduates, 76% 
employed, 6% unavailable for work, 9% trans- 
ferred, 9% unemployed. Salary info. - $23,239 
average. $14,600 to $35,360 range. 

LIBERAL ARTS — 302 graduates, 22% em- 
ployed, 2% unavailable for work, 73% transferred, 
3% unemployed. Salary info. - NA. 

SPECIAL CAREER PROGRAMS — 187 
graduates, 52% employed, 6% unavailable for 
work, 33% transferred, 9% unemployed. Salary 
info. - $12,278 average. $9,776 to $18,000 range. 


CURRICULUM 


Following isa summary of each curriculum of 
BCC’s six academic areas in which there were 
graduates last year. Percentages are based on 
number of graduates responding, not total number. 


BUSINESS 


ACCOUNTING — 58 graduates, 54% em- 
ployed, 6% unavailable for work, 23% transferred, 
17% unemployed. Salary info. - $14,570 average. 
$12,500 to $16,400 range. 

BUSINESS ADMINISTRATION — 52 gradu- 
ates, 16% employed, 11% unavailable for work, 
73% transferred, 0% unemployed. Salary info. - 
NA 

ENTREPRENEURSHIP — 5 graduates, 67% 
employed, 0% unavailable for work, 33% trans- 
ferred, 0% unemployed. Salary info. - NA. 

HOTEL/RESTAURANT PROGRAM — 13 
graduates, 58% employed, 0% unavailable for 
work, 42% transferred, 0% unemployed. Salary 
info. - $18,690 average. $11,960 to $22,000 range. 

MANAGEMENT — 14 graduates, 55% em- 
ployed, 9% unavailable for work, 18% transferred, 
18% unemployed. Salary info. - NA. 

MARKETING MANAGEMENT — 45 gradu- 
ates, 75% employed, 3% unavailable for work, 11% 
transferred, 11% unemployed. Salary info. - 
$16,470 average. $11,440 to $21,500 range. 

MARKETING AND RETAIL MANAGEMENT 
— 21 graduates, 61% employed, 6% unavailable 
for work, 22% transferred, 11% unemployed. 
Salary info. - NA. 

OFFICE TECHNOLOGIES (EXECUTIVE) 
— 6 graduates, 80% employed, 0% unavailable for 
work, 0% transferred, 20% unemployed. Salary 
info. - NA. 

OFFICE TECHNOLOGIES (WORD PRO- 
CESSING) — 24 graduates, 68% employed, 5% 
unavailable for work, 11% transferred, 16% unem- 
ployed. Salary info. - $12,584 average. $11,440 to 
$14,872 range. 

RECORDS INFORMATION MANAGEMENT 
—3 graduates, 33% employed, 0% unavailable for 
work, 67% transferred, 0% unemployed. Salary 
info. - NA. 


TRAVEL AND TOURISM — 12 graduates, 
67% employed, 0% unavailable for work, 33% 
transferred, 0% unemployed. Salary info. - $16,348 
average. $11,960 to $24,000 range. 


COMPUTER STUDIES 


COMPUTER INFORMATION SYSTEMS — 
10 graduates, 57% employed, 0% unavailable for 
work, 43% transferred, 0% unemployed. Salary 
info. - NA. 

COMPUTER SCIENCE — 19 graduates, 31% 
employed, 0% unavailable for work, 54% trans- 
ferred, 15% unemployed. Salary info. - NA. 

COMPUTER TECHNOLOGY — 3 graduates, 
33% employed, 0% unavailable for work, 0% trans- 
ferred, 67% unemployed. Salary info. - NA. 


ENGINEERING AND 
TECHNOLOGY 


CHEMICAL ENGINEERING TECHNOLOGY 
— 17 graduates, 40% employed, 7% unavailable 
for work, 40% transferred, 13% unemployed. Sal- 
ary info. - $20,270 average. $14,560 to $25,980 
range. 

CIVIL ENGINEERING TECHNOLOGY — 
19 graduates, 61% employed, 0% unavailable for 
work, 33% transferred, 6% unemployed. Salary 
info. - $23,880 average. $16,640 to $30,000 range. 

ELECTRICAL ENGINEERING TECHNOLOGY 
— 22 graduates, 53% employed, 0% unavailable 
for work, 37% transferred, 11% unemployed. Sal- 
ary info. - $23,323 average. $20,030 to $28,100 
range. 

ENGINEERING SCIENCE — 14 graduates, 
0% employed, 8% unavailable for work, 83% trans- 
ferred, 8% unemployed. Salary info. - NA. 

INDUSTRIAL TECHNOLOGY — 21 gradu- 
ates, 90% employed, 0% unavailable for work, 5% 
transferred, 5% unemployed. Salary info. - NA. 

MECHANICAL ENGINEERING TECHNOLOGY 
— 13 graduates, 61% employed, 0% unavailable 
for work, 31% transferred, 8% unemployed. Sal- 
ary info. - NA. 


HEALTH SCIENCES 


DENTAL HYGIENE — 26 graduates, 83% 
employed, 13% unavailable for work, 0% trans- 
ferred, 4% unemployed. Salary info. - $29,351 
average. $22,464 to $35,360 range. 

HEALTH INFORMATION TECHNOLOGY 
— 15 graduates, 64% employed, 0% unavailable 
for work, 14% transferred, 21% unemployed. Sal- 
ary info. - $16,008 average. $14,600 to $17,200 
range. 

MEDICAL ASSISTANT — 26 graduates, 62% 
employed, 19% unavailable for work, 8% trans- 
ferred, 12% unemployed. Salary info. - $16,162 
average. $15,600 to $16,723 range. 

MEDICAL LABORATORY TECHNOLOGY 
— 13 graduates, 54% employed, 8% unavailable 
for work, 23% transferred, 15% unemployed. Sal- 
ary info. - NA. 

NURSING —7]1 graduates, 81% employed, 2% 
unavailable for work, 9% transferred, 8% unem- 
ployed. Salary info. - $25,314 average. $23,920 to 
$27,040 range. 

PHYSICAL THERAPIST ASSISTANT — 21 
graduates, 95% employed, 0% unavailable for 
work, 0% transferred, 5% unemployed. Salary 
info. - $22,200 average. $20,098 to $30,000 range. 


RADIOLOGIC TECHNOLOGY — 28 gradu- 
ates, 76% employed, 4% unavailable for work, 16% 
transferred, 4% unemployed. Salary info. - $21,048 
average. $20,862 to $21,151 range. 


LIBERAL ARTS 


ASSOCIATE IN ARTS DEGREE — 211 gradu- 
ates, 17% employed, 2% unavailable for work, 80% 
transferred, 1% unemployed. Salary info. - NA. 

ASSOCIATE IN SCIENCE DEGREE — 17 
graduates, 14% employed, 7% unavailable for 
work, 79% transferred, 0% unemployed. Salary 
info. - NA. 

COMMUNICATION AND MEDIA ARTS — 
30 graduates, 42% employed, 0% unavailable for 
work, 54% transferred, 4% unemployed. Salary 
info. - NA. 

MENTAL HEALTH — 44 graduates, 33% 
employed, 3% unavailable for work, 54% trans- 
ferred, 10% unemployed. Salary info. - NA. 


LIBERAL ARTS 
RELATED CAREERS 


CRIMINAL JUSTICE — 57 graduates, 58% 
employed, 5% unavailable for work, 33% trans- 
ferred, 5% unemployed. Salary info. - NA. 

EARLY CHILDHOOD — 26 graduates, 68% 
employed, 4% unavailable for work, 24% trans- 
ferred, 4% unemployed. Salary info. - $10,645 
average. $9,776 to $12,200 range. 

FIRE PROTECTION TECHNOLOGY — 11 
graduates, 86% employed, 0% unavailbale for 
work, 14% transferred, 0% unemployed. Salary 
info. - NA. 

INDIVIDUAL STUDIES (AAS) — 1 gradu- 
ate, 100% employed. Salary info. - NA. 

INDIVIDUAL STUDIES (AS) — 32 gradu- 
ates, 21% employed, 10% unavailable for work, 
62% transferred, 7% unemployed. Salary info. - 
NA. 

PARALEGAL — 60 graduates, 51% employed, 
6% unavailable for work, 26% transferred, 18% 
unemployed. Salary info. - $15,110 average. 
$12,500 to $18,000 range. 
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COLLEGE ENHANCEMENT 





BCC FOUNDATION 


The Broome Community College Founda- 
tion, Inc. is a not-for-profit corporation that 
raises private funds to enhance educational pro- 
gramming at BCC. Gifts to the Foundation pro- 
vide assistance in three major areas: STUDENT 
SUPPORT, for needy students in the form of 
grants-in-aid, or scholarships to student achiev- 
ers; FACULTY DEVELOPMENT grants that are 
used by faculty to update their knowledge; and 
SPECIAL PROJECTS grants to the College to 
help fund projects for which public dollars are 
unavailable or insufficient. 

These private funds are raised from alumni, 
parents, faculty/staff, community friends, corpo- 
rations, private foundations, and civic and pro- 
fessional organizations. The development pro- 
gram is designed and implemented by a small 
staff of professionals who are assisted by about 
150 community volunteers for a successful fund 
raising effort on behalf of BCC. 

Founded in 1965, the BCC Foundation has 
worked since that time to raise private funds for 
BCC. In addition to gifts made annually, the 
Foundation has raised and manages an endow- 
ment of about $5.6 million. Income from these 
invested endowed funds is used to support the 
College, while the principal is maintained in 
perpetuity. 

Gifts to BCC whether they are cash, securi- 
ties, real property, books, equipment, works of 
art, or any gift-in-kind are administered by the 
Foundation, which serves as a conduit for all gifts 
to the College. Gifts to the BCC Foundation are 
tax deductible as allowed by law. 


ALUMNI 


The Broome Community College Alumni 
Association provides the link between the Col- 
lege and its 26,700 alumni. Any BCC graduate or 
matriculated student with at least 15 credit hours 
completed may become a member by payinga fee 
of $25.00. 

Alumni may also keep in touch by sharing 
their achievements in BCC News, the official 
alumni newslatter. For more information con- 
tact the Alumni Affairs office in Room 114 of the 
Wales Administration Building, or call (607)- 
778-5036. 


COUNCIL ON THE ARTS 


BCC’s Council on the Arts, comprised of 
faculty, staff, and students, organizes a series of 
fine and performing arts presentations through- 
out the academic year. Typical programs have 
included brass quintet concerts, piano and voice 
recitals, Andean folk music concerts, poetry read- 
ings, jazz concerts, madrigals and masques. Stu- 
dents are encouraged to take full advantage of 
these performances. 
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FACULTY-STUDENT 
ASSOCIATION 


The Faculty-Student Association of Broome 
Community College Inc. is an educational cor- 
poration which provides a variety of auxiliary 
services for the benefit of the College commu- 
nity. The College Bookstore, child care, and food 
vending are among the services provided. The 
FSA also administers the annual Student Activi- 
ties budget. 


CAMPUS STORE 


The Campus Store has two areas of operation, 
the Textbook Department and the General Mer- 
chandise Department. They are located across 
from one another in the lobby area of the Student 
Center. 

In the Textbook Department students may 
purchase the books required for their courses. It 
opens one week prior to the start of classes for 
advance sales. To avoid standing in long lines the 
first few days of classes, students are urged to take 
advantage of the early sales period. It is advisable 
to purchase all required textbooks early in the 
semester. Unsold textbooks are returned to pub- 
lishers shortly after the semester begins. Notices 
urging students to purchase the remainder of 
their textbooks for the currentsemester are posted 
throughout the campus on bulletin boards two 
weeks prior to the start of book returns. 

The General Merchandise Department offers 
such classroom supplies as notebooks, paper, 
pens, binders, art and drafting materials, recycled 
paper products as well as computer diskettes, 
supplies and a variety of software programs. In 
addition, backpacks, imprinted sportswear and 
gift items may be purchased. The general book 
area offers a line of study aids, reference titles, 
magazines and newspapers. 

The Campus Store hours of operation are 
posted at each store entrance. Customers who 
have questions, special requests, problems or 
suggestions should feel free to contact the Cam- 
pus Store Director. 


CHILD CARE 


For many students, a major concern is find- 
ing a safe place for their children during class 
time. The Faculty-Student Association helps to 
meet that need by operating a licensed child care 
service known as The B.C. Center. 

The purpose of the service is to provide qual- 
ity care in an educational, instructive and warm 
environment. The staff is genuinely interested in 
the emotional, intellectual and physical growth 
of each child. 

Space is limited, and registrations are re- 
quired, For additional information, call778-KIDS. 





COMMUNITY 
EDUCATION 


Broome Community College has an exten- 
sive non-credit community education program 
of courses, seminars and special events. The 
program receives about 10,000 registrations each 
year in its open enrollment programs, serving 
the community’s career development, cultural, 
and recreational needs. For information call 
778-5012. 





CAREER DEVELOPMENT 


This category consists of workshops and 
seminars designed to update professional skills 
or introduce participants to new career areas. 
Included are Computer Center offerings, the 
Management Institute, the BCC School for Small 
Business, and other programs. 


CORPORATE SERVICE 


The Corporate Service Program at Broome 
Community College is designed to demonstrate 
the College’s commitment to local economic 
development. The Program’s principle mission is 
to produce quality education and training pro- 
grams for area business and industry. These 
programs may include both creditand non-credit 
offerings. 

Course offerings in areas such as total quality 
management, assessment of work force training 
needs, basic skills instruction, customized train- 
ing, certificate programs, human resource man- 
agement, wellness programs, educational coun- 
seling, mandated training, and outplacementser- 
vices can be accessed by area companies. Class 
schedules can be flexibly scheduled around the 
shift schedules of the company. Courses can be 
held on our campus or at the company worksite. 

For additional information on contract edu- 
cation and training programs, call the Corporate 
Service Program in the Center for Community 
Education at 778-5054. 


CONFERENCES AND 
SEMINARS 


The College conducts conferences and semi- 
nars On a variety of topics throughout the year. 
These are intended to update job skills and ex- 
plore new fields of interest. Some of the seminars 
have been for women seeking jobs and educa- 
tional information, community agencies, and 
business and industry employees. 


PERSONAL 
ENRICHMENT CLASSES 


These are short term programs designed to 
explore a variety of personal interests. Programs 
include a hobby and craft center, personal devel- 
opment courses, financial courses, defensive driv- 
ing, languages, and a variety of special events. 
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PROGRAM DISPLAYS 


PART 2 





Health Sciences 

DOPE AY ICING ces iAac issenuecheticsos ssscrdncsopsasariovavvoeeeasannrsneesesinns 39 
Dietary Manager ..i...isssssecsesssccccssccedsssosssssovsesesesiscocnssasenesers 39 
Emergency Medical Technology - Paramedic ...........0s000 40 
BETTIE A SSAREAN IES TY, dececeascncus ov snee iosvexk cashtashsshdnonsqehoseddueneswep ty 40 
Medical Laboratory Technology .........sssssssssrseressseneseenees 42 
Health Information Technology 

(formerly Medical Record Technology) ........ssssssssesseeeees 43 
INUIE SELES erp toeh ek sviass ChvaDs cankedscehesscnsesbeintteboeesntacovevsnéprarneintenee 44 
Physical Therapist Assistant .............0ssssscssssescseeesseesesseeees 45 
Radiologic Technology fii iiiitt. ki elite sdeetese UN Dos, 46 

Technologies, 
Engineering, Computing 
Chemical Engineering Technology ...........:cscsesssseseeeseneeeeees 47 
Civil Engineering Technology..........ssccessesereeceessseesenenens 48 
Computer: Studies ssc NM e i Reineustsesessees 49 
COMDUILEN SCIENCE eee Ricca sched ee debwonevsoseneacs 50 
TUTE LEC TIIOIODY ssdnsarssssvattesatean oop tdacecsecsvepeepstecyeez soe 52 
Computer Information Systems .........ssscsesesseserereeeeeeeeses 52 
Electrical Engineering Technology.........ssssessseeresreresees 53 
PSDINCETITIS SCICIICE cc cccluseccsocereansrenebconcccapsancasasiernvernadacesras 55 
Mechancial Engineering Technology ...........sesssseseeeeseeees 56 
Industrial Technology (Part-time Only) ..........ssscscsseseeeerees 57 
Business and 
Office Technologies 

PCAN ED rete bscac ce ics a tibaactaencaosesdokeanyeavsaerlveessstavoansuscsnre 61 
Accounting - Banking/Finance Emphasis ..........s+s:sesssesere 61 





PL MeHT He SS AKIFINITNISULALIONY vobvousvestanevaccsusdestsnchosvecheetpncgeostnens 62 
Business Administration/International Emphasis.............. 62 
Business Administration/HealthCare Services 
PAGINMISLFALION: EANIDIIASIS, -<cs00sy-nicsssorersoncenssoncedncucsnasuobenes 63 
Hotel/Restaurant Management ...........cscssccsssssscressresseseeees 63 
BORIECPUCRCULSIND scree cccgiccsstissnocacasnsecchasteosesasencsasuacetapetadtys 64 
MAP AGETIICTI Ue eigires et sscetcanesyvodse havestaveseuteotdursseaesseessecsnessys 64 
PRACT AHA V Na etsck ips dasucececpratensovoseteatececenvecearysnenhaahs tp 65 
AP VAMELAMACH LOLITISIT Ls sctecct.eectstt lovscnbucccstssurtrnetodece ttbnensudeess 65 
Accounting (Part-time Only) .....:.,.:0cecccsceosceescsasevevoenseneesses 66 
Management & Marketing (Part-time Only) .........:sseceseserees 66 
BCCI ESOC TOTTI oo Alun vessuseres sh tcaasspaslaseossseassnangaceusacvea 67 
PARTE VLISET ALEVE ASSISLATIE 0 aesks as cvetessccseorcsoetecnsentapsaavanenserdicn 68 
Office Technalogies Certificate ....scecce.nssoccerssccsesovesceneueness 68 
Records Information Management .............sscsssssecssesereeeees 69 
Records Information Management Certificate ............s0000+ 69 


Liberal Arts and 
Related Careers 


eR NOEREE TTIVAYES 2005s) 5 0. Vacs esnccaas <cocatuysepasteaatisisbonsfeastherrscannenk 71 
PSST TALE IFPCIELICE Foti printies wa scosaducdel aassacoagnauceruansheonee dtoeses 71 
Special Transfer Agreement Programs.........sseeeerrereneees 73 
Career OTIENLOd PYOGTAITIS scs\uisersssveseoasevss42ecusepussugcodeveonnbaee 74 
Commiuinication:and Media Arts, ..:s...s0.ssosecssccsessccssensensenene 77 
GPT TETTAR I EESTI CE: feist. craves vip cacsotecdacmlapeyooracvnncuaseuavertcnenrnnatel 78 
BAT EV ILUIOO bass Josc;/ssdavesosssosrosislonpsotaevosareenassadsasvonteacata 79 
ive PYOLECTIOTE LECHINOIOGY (0s, chcvseisssecnsesctdecuesenceunncsustenton 80 
BESTA IPRTUIA SEER GS ci csp daccle tact cos dalecsbssecetegeos¥scasbevoustanbsumuere 81 
Unpte rior, DeSigt si .scceccesscgsasseonesccesescsacctevssnscresesencarstannessoased 81 
PAA O CAL ssc hss si unsten ono qgaurthdicudeacet podbesdaendechsn sqcaner¥VESKs 83 


37 


APPLIED SCIENCES 


DIVISION DEAN, William C. Beston 

Applied Technology Building, Room 120 
Telephone 778-5014 

Fax No. 778-5345 

INTERNET: BESTON-W@SUNYBROOME.EDU 





ASSISTANT TO THE DEAN, Linda L. Mapes 
Applied Technology Building, Room 210 
Telephone 778-5383 


The Applied Sciences Division Consists of two areas of study: 


Health Sciences including: Technologies, Engineering 
Dental Hygiene & Computing including: 
Dietary Manager Chemical Engineering Technology 
Emergency Medical Technology - Paramedic Civil Engineering Technology 
Medical Assistant Computer Science 
Medical Laboratory Technology Computer Technology 
Health Information Technology Computer Information Systems 
Nursing Electrical Engineering Technology 
Physical Therapist Assistant Engineering Science 
Radiologic Technology Mechanical Engineering Technology 

Industrial Technology 


HEALTH SCIENCES 


Opportunities for men and women interested in the health sciences field 





are provided in seven areas - Dental Hygiene, Medical Assistant, Medical Although not required by Broome Community College or the 
Laboratory Technology, Medical Record Technology, Nursing, Physical Thera- State University of New York, students enrolled in health science 
pist Assistant, and Radiologic Technology. All Health Science associate programs where clinical experience is a curriculum requirement 
degree programs are fully accredited. All Health Science students must meet should note that compliance with the OSHA Bloodborne Pathogen 
the required prerequisites as listed on page 9 of this catalog prior to taking Standards is a requirement of affiliating health agencies. 

any professional courses. Graduates are prepared to work immediately after The OSHA standards on Exposure to Bloodborne Pathogens 
graduation in physicians’ or dentists’ offices, laboratories or hospitals. require employees to either be vaccinated for hepatitis or sign the 
Graduates of these programs are also qualified to take whatever licensing or appropriate form declining the vaccination. The standards do not 
certification examination their professions require. The College also offers a mention students. Nonetheless, many affiliate health agencies are 
Dietary Manager Certificate program for those working in the field. requiring students to comply with the regulations. 












Academic Standards for Clinical Education in the Health Sciences 
Division programs require dismissal of students who fail to meet 
established academic objectives for the physical safety, psychological 
safety and confidentiality of patients. 









DENTAL HYGIENE 


DEPARTMENT CHAIRPERSON, Dorothy J. Walsh 
Science Building, Room 108 
Telephone 778-5149 





The Dental Hygiene curriculum is designed to prepare students for the 
contemporary practice of dental hygiene. The curriculum emphasizes the 
fundamental knowledge necessary for practice in a private dental office or 
similar clinical setting under the supervision of a dentist. 

The dental hygienist performs various services, such as dental prophy- 
laxis, topical fluoride applications, pit and fissure sealants, dental radio- 
graphs and instruction in plaque control procedures. Successful completion 
of the curriculum permits one to take the required written and practical 
licensure examinations. 

The Dental Hygiene Department teaches all functions concerning clini- 
cal competency allowed by New York State Practice Act with the following 
exceptions: a) removing sutures; b) placing and removing periodontal 
dressings; and c) placing or removing matrix bands. These are services which 
may be performed only under personal supervision of a dentist and may 
require additional training in the office practice setting. 

In keeping with the college policy regarding non-discrimination, the 
dental hygiene students are expected to treat all patients without regard to 
race, sex, color, creed, age, national origin, disability, marital status, health 
status, veteran status or sexual orientation. 

Students are required to follow department infection control policies and 
procedures which are based on CDC Recommendations and OSHA regula- 
tions. 

Dental Hygiene graduates averaged $26,500 as starting salaries in 1994, 
encompassing a range from $23,300 - $31,200. 

Students who wish to pursue a career as a dental hygienist in public 
health, health management, health education or dental hygiene education 
are encouraged to transfer to a baccalaureate program after graduation. 

The program is accredited by the Commission on Dental Accreditation, 
a specialized accrediting body recognized by the Council on Post-Secondary 
Accreditation and by the United States Department of Education. 


Sequence of Courses: This model is a two year course schedule for students 
meeting all program requirements and deciding to pursue full time study. 
Schedules will be redesigned for those requiring preparatory courses or those 
deciding to pursue part time study. 


CURRICULUM ADVISORY COUNCIL 
DENTAL HYGIENE 


JEANETTE BRENNAN, R.D.H. 
DONALD BRONSKY, D.D.S., Orthodontist 
EDWARD A. BUDNIKAS, D.M.D., Orthodontist 


KATHY CROWLEY, R.D.H. 

CYNTHIA HEALY, R.D.H. 

ANTHONY C. PALOMBARO, D.D.S. , General Practice 
DAVID PAYNE, D.D.S., Oral Surgery 

CAROL TULL, R.D.H. 

KENNETH WARNER, R.D.H. 

J. MICHAEL WEBER, D.M.D., M.S., Periodontist 


Dietary Manager 


Leads to Certificate 


This program is designed for individuals already employed in the food 
service field, as there is a requirement for supervised work experience by a 
Registered Dietitian who acts as preceptor to the student. All persons 
entering the program are responsible for finding a preceptor, and registra- 
tions are on a pre-application basis. All applicants must be matriculated 
through the Admissions Office. 


Credits 
DIA 101 Nutrition ; 3 
DIA 102 — Institution Food Preparation 3 
DIA 201 Food Management Systems 3 
DIA 202 Personnel Management — 3 
Apply for Certificate - Dietary Manager 12 


More Information: 
Judith Komarinetz, R.D., Coordinator 





Hours Credits 
FIRST YEAR per Week per 
Fall Semester Class Lab Semester 
BIO 131 Human Biology 1....... 3 2 4 
DEN 101 Dental Hygiene!....... ?4 8 4 
DEN 103 Oral Anatomy and 
; PHYSIOIOSY sos. ctesecsosere 3 3 4 
DEN 108 _ Infection Control in 
PYGNCISELY cteccereserceesasre 1 0 1 
ENG 110 Written Expression !. 3 0 3 
12 13 16 
Spring Semester 
BIO 132 Human Biology II..... 3 2 4 
BIO 160 Microbiology ............. z 3 3 
DEN 102W Dental Hygiene II...... 3 8 5 
DEN 106 Clinical Dental 
Radiography ........0000 1 2 2 
DEN 107 _ Introduction to 
Periodontology .......... 1 0 1 
DEN 110 _ Dental Materials........ 2 3 s 
12 18 18 
SECOND YEAR 
Fall Semester 
DEN 201 Dental Hygiene III .... 2 12 5 
DEN 204 _ General and Oral 
Pathology eawws-ccseets 3 0 3 
DEN 205  Periodontology.......... 2 0 2 
DEN 209W Nutrition ................. 3 0 3 
DEN 213 Public Health............ 2 2 3 
PSY 110 General Psychology... 3 0 3 
15 14 19 
Spring Semester 
DEN 202 Dental Hygiene IV..... 2 12 5 
DEN 206 Dental Pharmacology Z 0 2 
DEN 214 Current Topics in 
Dental Hygiene ......... 2 0 2 
ENG 220 Communicating About 
VANES: Satecces ce cyuasatveits 3 0 3 
Social Science 
‘Civic Education’ 
SOC 111,S0S 111 or 
SUIS. 120 Weeeeiccemetcatoet * 0 3 
12 12 15 


NOTE: 1. Students must complete a Dental Hygiene Department Health 
Questionnaire, PPD Mantoux lab test and be certified in American Heart 
Association CPR for Health Care Providers (Level C) prior to admittance to 
Dental Hygiene I. Students must be recertified annually. 

2. The department strongly recommends vaccination against Hepatitis B 
prior to treating patients in Dental Hygiene I. 

3. Students must complete the professional DEN course sequence within 
four (4) years from the date that they begin the first required professional 
courses DEN 101 Dental Hygiene I and DEN 103 Oral Anatomy. 

4, Student accident insurance is highly recommended for part time 
students. See reference page 10. 


W - Writing Emphasis Course 
GRADUATION REQUIREMENT: 68 CREDITS 

















CURRICULUM ADVISORY COUNCIL 


DIETARY MANAGER 
KATHY BELL, R.D, — Consultant 
WILLIAM C, BESTON — Dean of Applied Sciences 
RAYMOND DENNISTON — Director of School Lunch, 
Johnson City Schools 
MICHAEL KEENAN — Director of Food Service, 
Hilltop Retirement Community 
JUDITH KOMARINETZ — Coordinator, Dietary Manager 
Program, Broome Community College 
GLORIA ROCKISAK, CDM — Binghamton General Hospital 
JEANNE STRACUZZI, R.D. — Consulting Dietitian, Broome 
County Office for Aging 
MICHAEL SWEENEY — Administrator, Hilltop/Johnston 
Retirement Community 
STUDENT — Appointed annually 
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EMERGENCY MEDICAL 
TECHNOLOGY - PARAMEDIC 


Pending Approval of the State Education Department 
DEPARTMENT CHAIRPERSON, Bonnie Lou Deister 
Mechanical Building, Room 220 

Telephone 778-5088 Secretary 778-5161 





Broome Community College in affiliation with Lourdes Hospital and 
United Health Services Hospitals is offering a two-year A.A.S. degree in EMT- 
Paramedic. This program offers education and training for provision of the 
highest level of pre-hospital care - the paramedic. Clinical courses for this 
program will be offered through Lourdes Hospital and United Health Ser- 
vices. 

To help assure the transition of the paramedic student from technician 
to clinician, students will be exposed to the total educational experience. The 
program includes 360 classroom hours, 324 hospital clinical hours and 152 
hours of field internship. 

Clinical rotations will serve as an opportunity for students to develop 
competency in interacting with patients and performing skills ina controlled 
environment. 

The field internship will allow the student to integrate knowledge from 
the classroom with hands-on skills developed in the clinical rotations and 
apply them to field practice under the supervision of a paramedic preceptor. 

Students may gain recognition of their existing experience by receiving 
advanced standing for portions of clinical and field internships. 

General Education and liberal arts courses may be taken before, after or 
during EMT clinical courses. 

EMT clinical course schedule is available from the program coordinator 
along with starting dates for the next class. 


Prerequisites: 
Prior to admission into the paramedic program, the student must: 

1. be at least 18 years of age; 

2. have a high school diploma or an equivalent; 

3. be currently certified as an EMT in New York State; 

4. submit a completed application with high school and college transcripts 
and two letters of recommendation; 

5. complete an interview with the program coordinator and medical director, 
and take an EMT-level written examination; 

6. have a minimum of 1 year EMS experience; 

7. apply and be admitted to Broome Community College. 


Faculty: 
Michael Schreck, MD 
Medical Director 

Dr. Schreck is the course Medical Director, responsible for the medical 
content of the program. Dr. Schreck is board certified in both family practice 
and emergency medicine. In addition to his experience as an emergency 
physician, he is involved in the formal education of residency students and 
hospital quality assurance activities. 


Jerome Morrison, NREMT-P, RN 
Program Coordinator 

Mr. Morrison is the course instructor-coordinator. His clinical experi- 
ence combines 15 years of prehospital care with 12 years of nursing. Mr. 
Morrison is the chairman of the Susquehanna Regional Emergency Medical 
Services Council, an alternate to the New York State Emergency Medical 
Services Council and a member of the New York State Training and Educa- 
tion Committee. 


Adjunct Faculty 
The program utilizes area health care professionals with special knowl- 
edge and interest in EMs as laboratory instructors and specialty lectures. 


ADMISSION TO THE COLLEGE AND FINISHING GENERAL EDUCA- 
TION REQUIREMENTS DOES NOT GUARANTEE ADMISSIONS INTO 
PARAMEDIC CLINICAL CLASS. PREREQUISITES MUST BE MET! 


Sequences of Courses: This model is a two year course schedule for students 
meeting all program requirements and deciding to pursue full time study. 
Schedules will be redesigned for those requiring preparatory courses or those 
deciding to pursue part time study. 
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EMERGENCY MEDICAL TECHNICIAN: PARAMEDIC 
EMT-P . 
ASSOCIATE IN APPLIED SCIENCE (AAS) 


FIRST YEAR 
Full Time (11 months) Credits 
Semester 1/2/3 
BME Toy WO Pata EC GAA, tds aay cgsedeee as snedsnsasoaarveecantie ata 18 
EDEL D102 fee PaPeal tte sao ws snansnsocacceegabpisdcesnieenaecantioeateen 18 
36 
To be taught at Our Lady of Lourdes Hospital. Times TBA. 
SECOND YEAR 
Semester 1 
ENG . 110... Written Expressions tis diicccteicitl.cascsadateanie 3 
PSY," 110:+ ' General, Psychologyirciiii AccaontiecssSesmciddot besten 3 
CST 105 Understanding Computers OR......c.ccscccssssssssescesseees 3 
CST 107 Business Applications on the Microcomputer 
POS 201 Introduction to American Government OR ............ =! 
POS 204 American State & Local Government 
MAT 113 Mathematical Explorations I OR ........ccccssssseecsseeseee 3 
MAT 114 Mathematical Explorations II 
15 
Semester 2 
ENG 220 Communicating About Ideas & Values .........:sc0-0 3 
SOC: “1T1W Social Problerns' OR iste. ssiccceccstvccecteaee eee 3 
SOS 111W Public Affairs OR 
SOS 120 Science Technology & Democratic Society 
MAT 113 Mathematical Explorations I OR ......ccsssccssssssseeseseee 3 
MAT 114 Mathematical Exploration II 
BIO.47.120.e Human Sexuality it. ce Sees 3 
ELECTIVES 3 2.isuscccedenes Att ietas acc eteat ietee diceesb eal alee ect ke ee 3-4 
16-17 
Total Credit 67-68 
Minimum of 20 credits in Liberal Arts 
U1) Social’ Sciences: © 2o..!:ccesttearcontoettneessee taste ea eee (6) 
(2) Natural & Physical Sciences :4:.4.ce5«uuoimnesuien ee (6-8) 
(3) Humanities - Two designated English courses .......s.css:secese+e (6) 
(4) Writing Emphasis to be taken in second semester 
concurrent with ENG 220 
(5) Suggested Electives: 
HIT 106 Medical Terminology 
MDA 210 Pharmacology 
PHS 111 _ Physical Science for Today 
PSY 210 Developmental Psychology 
SPK 102 Effective Speaking 
BIO 150 Microbiology 
ENG 090 May be necessary before ENG 110 
MAT 090 May be necessary before MAT 113 or MAT 114 


GRADUATION REQUIREMENTS: 66-68 CREDITS 


CURRICULUM ADVISORY COUNCIL 
EMT - PARAMEDIC 


Mr. Robert Nowlan 

Mr. Anthony Disser 

Mr. William Loller 

Mr. Jerome Morrison 

Dr. Christian Tvetenstrand 
Ms. Kathy Halloran 

Mrs. Sue Pierce 

Ms. Bonnie Deister 


Mr. Raymond Serowik 
Mr. Rich Howard 
Mrs. Debbie Phillips 
Mrs. Debbie Hackett 
Dr. Stephen Casimir 
Dr. Michael Schreck 
Mr. Dick Barden 

Mr. Any Cohen - 


MEDICAL ASSISTANT 


DEPARTMENT CHAIRPERSON, Bonnie Lou Deister 
Mechanical Building, Room 220 
Telephone 778-5161 





A Medical Assistant is one of the most versatile of all the allied health 
professionals. There is a variety of employment opportunities available for 
individuals with associate degrees. These positions are in physicians’ offices, 
medical centers, clinics, hospitals, armed services, laboratories and pharma- 
ceutical companies. One can also find employment in public, industrial, 
school, and correctional health departments, as well as in the fields of 
research, publishing and teaching. A medical assistant can seek additional 
degrees in such fields as allied health services, health care management, and 
education. The program is designed to enable graduates to do both adminis- 
trative and clinical/laboratory techniques. 

By studying specifically related subjects as medical assisting procedures, 
clinical laboratory procedures and human biology, students will acquire the 
knowledge and techniques to prepare patients for examinations and to assist 
the physician. These courses also prepare students to perform not only 
routine medical procedures but also electrocardiography, audiometry, uri- 
nalysis and hematological tests. 

Courses in medical terminology, keyboarding, medical correspondence 
and medical office management prepare the student to conduct business and 
administrative duties. English, social sciences, psychology and medical law 
are included to provide a general background. 

Directed Practice is an integral part of the curriculum as senior students 
participate in a 15 week, externship program that requires a working 
experience in physicians’ offices or other health care facilities. 

The curriculum is accredited by the Committee on Allied Health Educa- 
tion and Accreditation in collaboration with the American Medical Associa- 
tion (AMA) and the American Association of Medical Assistants (AAMA). 
Graduates are awarded the Associate in Applied Science degree and may elect 
to take a national examination given by the AAMA to become Certified 
Medical Assistants. This CMA status is known throughout the country, 
recognizing the graduate as a competent professional and leads to improved 
career opportunities and higher salaries. 

Starting salaries of program graduates average over $15,000. The work 
week is usually less than 40 hours with fringe benefits such as medical care, 
medications and paid health insurance. 


ALL STUDENTS MUST HAVE CPR CERTIFICATION and a physical 
before going out to clinical in senior semester. 


CURRICULUM ADVISORY COUNCIL 


MEDICAL ASSISTANT 


DR. BRUCE BOWLING — Chief Medical Advisor, Endwell 
Family Physicians 

THOMAS BIELEFELDT — Exec. Director, Medical Societies 
of Broome, Chemung, Delaware and Otsego Counties 

RACHELLE CAROC — Tier Orthopedic Assoc. PC 

PHYLLIS DEVINE — CMA Medical Assistant Graduate 

M. ELLEN DONOVAN — R.N. Medical Assistant, 
Chenango Bridge Medical Center 

BEA GRACE, R.N. — Endwell Family Physicians 

HELEN KILLIAN — UHS Family Health Center 

DEMETRIO A. PEGUERO, M.D. - IBM 

DIANA PIGOS, C.M.A. — Endwell Family Physicians 

DIANE PRECOPIO — Susquehanna Medical Affiliates 

ANN PULANO — Vestal Medical Assoc. 

RICHARD C. RONEY — Vice President, Key Bank of Central 

New York 


















Sequence of Courses: This model is a two year course schedule for students 
meeting all program requirements and deciding to pursue full time study. 
Schedules will be redesigned for those requiring preparatory courses or those 
deciding to pursue part time study. 


Hours Credits 
FIRST YEAR per Week per 
Fall Semester Class Lab Semester 
BIO 131 Human Biology 1....... 3 2 4 
ENG 110 Written Expression !. 3 0 3 
MDA 102 Medical Assisting Science 2 0 2 
MDA 104  Keyboarding and Medical 
Word Processing ....... 0 4 2 
MDA 114 First Aid & Personal 
Safety: Management 
of Emergencies ......... 0 2 1 
HIT 106 Medical Terminology 3 0 3 
11 8 15 
Spring Semester 
BIO 132 Human Biology I] ..... 8) 2 4 
MDA 115 Medical Assisting 
Procedures I ............. 3 2 4 
MDA 106 Medical Correspondence 
and Communications 2 4 4 
PSOC OCU GIVIGCIECTIVE curcercrsesessceret 3 0 3 
11 8 15 
SECOND YEAR 
Fall Semester 
MDA 206 Medical Office 
Management ............. 3 3 4 
MDA 208 Medical Ethics, Law and 
ECONOMICS ses. s:cecsesenss 3) 0 3 
MDA 201 Medical Assisting 
Prodecures II...........4 2 4 4 
PSY 110W General Psychology... 3 0 3 
MDA 207 Advanced Medical Office 
Management ...........+ 3 2 4 
14 9 18 
Spring Semester 
MDA 211 Medical Assisting 
Procedures II] ........... 3 2 4 
MDA 245 Directed Practice & 
Seminativcrsscsevcecsresss 1 16 5 
MDA 210 Pharmacology ........... 2 0 2 
ENG 220 Communicating About 
Values pssccsctssagsteecrcest 3 0 3 
9 18 14 


*W - Writing Emphasis Course 
GRADUATION REQUIREMENTS: 62 CREDITS 
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MEDICAL LABORATORY 
TECHNOLOGY 


DEPARTMENT CHAIRPERSON, Julia Peacock 
Student Affairs, Room 112 
Telephone 778-5211 





Medical Technology is a health profession which combines the best of 
several worlds. In this field, the basic sciences of Biology and Chemistry are 
merged with medicine. Medical Technologists and Medical Laboratory Tech- 
nicians perform biological tests in search of diagnostic clues as evidence of 
health or disease. 

In the search for data on a patient’s health, people working in this field 
may examine specimens through a microscope or perform, for example, the 
tests necessary to match a donated unit of blood to a patient in need of that 
unit. Or, they may identify the microorganisms associated with health and 
disease. They are also competent operators of the computers and complex 
electronic instrumentation which are used in most areas of today’s laborato- 
ries. 

Although they usually spend less time with patients than physicians and 
other health professionals, the Medical Technologist and Technician play a 
vital role in patient care. In many laboratories, the Medical Technologist and 
Technician performs the full range of laboratory testing in all six major areas 
of the laboratory, which are Hematology, Immunology, Microbiology, Body 
Fluids, Blood Banking, and Chemistry. In other laboratories, the technolo- 
gist or technician can choose to “specialize” or concentrate study and work 
in only one of the areas listed. 

While entry to the field may be accomplished at the Medical Laboratory 
Technician (AAS Degree) level, a technician may choose to continue to 
advance, by education or experience, to the BS level, as a Medical Technolo- 
gist, or as a specialist in any area they choose. Because of this diversity, many 
technicians find advancement in their profession well within their grasp. 

Approximately two-thirds of practicing technologists work in hospital 
laboratories. Others are employed in physicians offices, clinics, commercial 
firms such as pharmaceutical companies, all types of research facilities, the 
armed forces, public health centers and in veterinary clinics. Many are 
teachers or serve in managerial positions. Still others are representatives for 
commercial suppliers or work in product development for those companies. 

Wherever they work, the technicians and technologists in this field share 
a strong desire to help others, a love of challenge and responsibility, and the 
ability to complete a wide variety of scientific tests accurately and reliably. 

This program is accredited by the National Accrediting Agency for 
Clinical Laboratory Sciences (NAACLS). 

Pre-admission advisement is recommended. 


CURRICULUM ADVISORY COUNCIL 


MEDICAL LABORATORY TECHNOLOGY 


MAXIMILLIAN BORSKI — Medical Laboratory Technology, 
Broome Community College 

PAUL ENGINERI — United Health Services 

EDWARD FITZGERALD — St. Joseph’s Hospital, Elmira, NY 

BRENDAN FLYNN — Chemistry Department, 
Broome Community College 

CAROLYNN FULLER — Arnot Ogden Medical Center, 
Elmira, NY 

MARY GREENE — Our Lady of Lourdes Hospital 

ROBERT LEVIN — Norwich-Eaton Pharmaceutical Company 

HARRIET B. MARK — SUNY-Health Science Center at Syracuse 

JULIA PEACOCK — Chairperson, Medical Laboratory 
Technology, Broome Community College 

WILLIAM TROLIO — Mary Imogene Bassett Hospital, 
Cooperstown, NY 

DAVID WALSH — Biological Sciences, Broome Community 
College 

JOHN WALTERS — United Health Services 

BARRY WINTERS — Cortland Memorial Hospital, Cortland, NY 

DR. LOREN WOLSH — United Health Services 

KENNETH WIGGINS — A.0. Fox Memorial Hospital 
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Medical Laboratory Technology — Curriculum Requirement 


The following coursework must be successfully completed to earn the 
A.A.S. degree in Medical Laboratory Technology: 


Hours 
per Week 

General Education Requirements:* — Class Lab Credits 
ENG 110 Written Expression ... S 0 3 
LIT 200 _ Introduction to Literature, 

or Equivalent ............ 3 0 3 
Social Science/Civic Elective ........... 6 0 6 
Math Requirement: 
MAT 125 _ Statistics I Using 

Computers ............004 5 1 s 
Chemistry Requirements: 
CHM 145  Chemistry................. 3 3 4 
CHM 146 Chemistry.............0000 3 3 4 
CHM 133 — Survey of Organic 

Chemistry 2.coc asec. 3 4 4 
CHM 220 Introduction to 

Instrumental Analysis 1 3 2 
Biology Requirements: 
BIO 131 Human Biology 1....... 3 2 4 
BIO 132 Human Biology II ..... 3 2 4 
Medical Laboratory Technology 
Requirements: 
MLT 110 _ Introduction to Medical 

Laboratory Technology 1 0 1 

Hours/Day Prac. No. of 
Class Lab Hours Weeks Credits 

MLT 201 Hematology/ 

Coagulation 0. ciis5.pctsceresss 2 4 0 3 3 
MLT 201P Hematology/ 

Coagulation 

Practicum) cacy detareaetonedes os 0 0 230 3 3 
MLT 202 Urinalysis/Body 

Pluidss. Biota scarvtcte erotics 2 4 0 1 1 
MLT 202P  Urinalysis/Body 

Fluids 

Practicum’: jc.lecsletterseecne 0 0 40 1 1 
MLT 203 Microbiology .......s.sssssesseseeeee 3 3 0 5 6 
MLT 203P Microbiology 

Practicumn.c,:scrcachisicesteccers 0 0 40 2 2 
MLT 204 Phlebotomy’ iii ietecsesccocasseaes 0 0 38 N/A ] 
MLT 205 Immunology ...........cs00ceds0000 4 2 0 2 3 
MLT 205P Immunology 

Practicum *sfattetirtiestssttece 0 On 5 1 1 
MLT 206  Immunohematology............ 2 4 0 2 2 
MLT 206P Immunohematology 

Practicum’ jtacncclstcscbierse 0 07835 2 2 
MLT 207 Clinical Chemistry ............+. 2 4 0 5 5 
MLT 207P Clinical Chemistry 

Practicum atusetantinnen: 0 Cie 30 3 3 


All classes, laboratories, and practicum sessions in the 200 level MLT 
courses listed above meet every school day for the number of weeks indicated. 
Practicum courses will be in affiliated hospitals. One group of students takes 
the group of courses listed immediately above in the fall and those far above 
in the spring. Another group will take the courses far above in the fall and 
those immediately above in the spring. 


GRADUATION REQUIREMENTS: 71 CREDITS 


*At least one “W” emphasis course and one designated “Civic Education” 
course must be completed. 





Affiliated hospitals generally require hepatitis vaccination or declina- 
tion, prior to attendance in “P” Courses. 






HEALTH INFORMATION 


TECHNOLOGY 
(Formerly Medical Record Technology) 


DEPARTMENT CHAIRPERSON, Mary Rosato 
Business Building, Room 031 
Telephone 778-5051 





A medical record is the permanent report of a person’s illness or injury 
kept to preserve information of medical, scientific and legal value. The record 
includes all medical reports which describe how the patient’s illness was 
diagnosed and treated. Medical records are needed to help doctors diagnose 
and treat future illness, to verify insurance claims, to plan hospitals, to inform 
the public health officials, and to aid researchers. 

The medical record technician works in the health information depart- 
ment of a hospital, clinic, nursing home, school of veterinary medicine or 
other health facility and is responsible for many aspects of preparing, 
analyzing and preserving health information needed by the patients, by the 
hospital and by the public. The duties include reviewing medical records for 
completeness and accuracy and also translating diseases and operations into 
the proper coding symbols. 

Other duties include filing medical records, preparing records for 
microfilm, typing reports of operations, X-rays and laboratory examinations, 
as well as histories, physical examinations and discharge summaries, compil- 
ing statistics of many kinds, assisting the medical staff by preparing special 
studies and tabulating data from records for research. Supervising the day- 
to-day operation of a health information department, taking records to court 
and maintaining the flow of the total work picture. 

Practice in the college health information laboratory as well as in medical 
records departments of cooperating hospitals and other health care facilities, 
either within or outside the area, provides opportunities for additional 
educational experience which is the vital core of the program. 

This curriculum is accredited by the Council on Accreditation of the 
American Health Information Association in collaboration with the Commis- 
sion on the Accreditation of Allied Health Education Programs. Students in 
this program are eligible to take the Medical Record Accreditation Examina- 
tion following graduation and upon completion receive the title of Accredited 
Record Technician (ART). Salaries for 1994 graduates ranged from $13,488 
to $27,000 with an average of $18,823. Graduates can continue medical 
record education toward a baccalaureate degree at four-year colleges. 
Sequence of Courses: This model is a two year course schedule for students 
meeting all program requirements and deciding to pursue full time study. 
Schedules will be redesigned for those requiring preparatory courses or 
those deciding to pursue part time study. 


Schedules will be redesigned for those requiring preparatory courses or 
those deciding to pursue part time study. 








Hours Credits 
FIRST YEAR per Week per 
Fall Semester Class Lab Semester 
BIO 131 Human Biology 1....... 3 2 4 
ENG 110 Written Expression I 3 0 3 
HIT 101 Intro to Health 
Information Systems 3 i 4 
HIT 106 # Medical Terminology 3 0 3 
CST 105 Understanding 
COomputePs ........sseeceeeres 2 eZ 3 
14 6 17 
Spring Semester 
BIO 132 Human Biology I! ..... 3 Vd 4 
HIT 222 Medical Legal Aspects 3 0 3 
HIT 116 Health Care Statistics. 2 2 3 
-- Social Science Electives 6 0 6 
-- (Civic Elective (1W)) 
HIT 144 Clinical Affiliation I .. 0 0 2 
14 4 18 
SUMMER TERM 
= Clinical Affiliation — 40 hours per week for 2 weeks 
SECOND YEAR 
Fall Semester 
BIO 140 Pathophysiology ........ 3 0 3 
HIT 203 Computers in 
Health Care .............0.+ 3 0 4 
ENG 220 Communicating About 
Valttes! a iitscssccsectcoseestase 3 0 3 
HIT 204 Inpatient Coding System 3 3 4 
HIT 236 Quality Improvement 2 2 3 
14 5 16 


Spring Semester 


HIT 210 Management Principles 
LOY PEA Veterrerserccctesseresesce 2 2 3 
HIT 295 _— Health Information 
Seminar nrc siissccetoessoonss 2 0 2 
**HIT 245 Directed Practice........ 0 0 6 
HIT 214 Ambulatory Care Coding 1 2 2 
HIT 220 Alternate Care Records 2 0 2 





**This course is conducted in a six-week block time frame. Students will be 
in a participating facility 5 days a week/8 hours a day. 


SUGGESTED ELECTIVE(S): HIT 107 Medical Transcription 
DOT Word Processing/Keyboarding 


GRADUATION REQUIREMENTS: 66 CREDITS 


CURRICULUM ADVISORY COUNCIL 


HEALTH INFORMATION TECHNOLOGY 
MARY CASTERLINE, A.R.T. — Director, Medical Records, 
Willow Point Nursing Home 
DOROTHY ERNEY, R.R.A. — Director, Medical Records, 
Binghamton Psychiatric Center 


LINDA SMITH - Practicare Medical Management Services 
SANDRA THOMPSON, R.R.A. — Director of Medical Records 
Our Lady of Lourdes Hospital 
ELAINE TYLER, ART - Director, Medical Records 
Fairview Good Shephard 
STUDENT — appointed annually 
MARY JO BOWIE, RRA, MS 





43 


NURSING 


DEPARTMENT CHAIRPERSON, Claire Ligeikis-Clayton 
901 Front Street 
Telephone 778-5060 





Broome Community College offers a two-year, college-based curriculum 
to prepare graduates for immediate entrance into the entry level of registered 
nursing. Graduates of this curriculum are eligible to take the licensing 
examination for registered nurses. They are qualified for immediate employ- 
ment in long term or acute nursing care, or they may wish to continue their 
education for the baccalaureate and higher degrees in the nursing field. The 
1994 graduates of this program averaged $24,828 in their starting salaries, 
which ranged from $20,800 to $26,670. 

The curriculum operates as a college program, with classes and labora- 
tories heldon the campus. The clinical experiences, which are an integral part 
of the Nursing curriculum occur in affiliating hospitals, nursing homes and 
community agencies in the triple cities. Grading in the extended campus 
laboratory is on a satisfactory/unsatisfactory basis. 

Enrollment in the Nursing curriculum requires that each student have 
a health form completed annually and submitted to the college prior to 
Classes. 

All students must also have CPR Certification (Basic Life Support), prior 
to attending classes. Recertification is required annually. 

BCC Department of Nursing encourages enrollment of persons with 
divese backgrounds, ages and experiences and cultures. 

LPN's may apply for direct transfer credit and/or challenge first year 
nursing courses. 

BCC Nursing Department also has articulation agreements witha variety 
of Bachelor of Science Nursing Schools which makes transfer into these 
programs a smooth transition. 

This program is accredited by the National League for Nursing and 
registered by the New York State Education Department. 


NOTE: Before enrolling in professional nursing courses students will be 
required to take a Nursing Math placement exam. Based on results of this 
exam, students may be placed ina nursing math course concurrent with ADN 
100. Thereafter, each student enrolled in Nursing is expected to meet 
mathematics proficiency requirements. 


Sequence of Courses: This model is a two year course schedule for students 
meeting all program requirements and deciding to pursue full time study. 
Schedules will be redesigned for those requiring preparatory courses. These 
students who wish part-time study may do so the first year. The second year 
is full-time study. 


CURRICULUM ADVISORY COUNCIL 


NURSING 
ANTHONY DISSER — VP Nursing - United Health Services 
MARLENE BENSON — Nursing Faculty, 
Broome Community College 
WILLIAM BESTON — Dean of Applied Sciences Division, 
Broome Community College 
ANNETTE GOULD — Director, BOCES LPN Program 
JOANNE GUY — V.P. Nursing - Lourdes Hospital 
ANASTASIA KALECHITZ — Graduate of BCC Nursing 
Program 
SALLY HOFFMAN — Public Health Nurse 
Home Health Services, Broome County Health Dept. 
J. PATRICIA LEE — BCC Nursing Faculty - Broome 
Community College 
CLAIRE LIGEIKIS - CLAYTON — Chairperson, BCC 
Department of Nursing, Broome Community College 
JOANN MANIAGO — Student BCC Nursing program 
REGINA PEACOCK — Director of Nursing - Good Shepherd 
BLENDA SMITH — Binghamton University - Nursing Faculty 
MARCIA SUTTER — Director of Nursing - Ideal Senior 
Living Center 





Hours Credits 
FIRST YEAR per Week per 
Fall Semester Class Lab Semester 
*ADN 105 Meeting HumanNeedsI 4 6 6 
BIO 131 Human Biology I....... 3 2 4 
PSY 110 General Psychology... 3 0 3 
ENG 110 Written Expression I. 3 0 3 
13 8 16 
Spring Semester 
*ADN 106W Meeting Human Needs II 4 6 6 
ADN 298 Nursing Seminar III* (1) 0 (1) 
BIO 132 Human Biology II ..... 3 2 4 
PSY 210W Developmental 
Psychology cnccescee 3 0 3 
—_—— Social Science/Civic 
Bective: vasscisesccsccctscey 3 0 § 
13 (14) 8 16(17) 
SECOND YEAR 
Fall Semester 
*ADN 211 Meeting Human Needs III 9 12 13 
ADN 298 Nursing Seminar III‘ (1) 0 (1) 
BIO 150 Microbiology ............. 3 2 4 
12(13) 14 17(18) 
Spring Semester 
*ADN 213 Meeting Human NeedsIV 9 12 13 
ENG 220 Communicating About 
Valttes so jacaresetsaveeses- 3 0 3 
12 12 16 


*Clinical components run concurrently with lecture. In order to progress, 
students must pass a selected clinical component with each theory course. 


Notes: 

1, Inorder to progress, students must complete assignments in the nursing 
skills center. Nursing Skills Center assignments are completed outside of 
class and clinical times. 

2. Each student enrolled in Nursing is expected to meet the mathematics 
proficiency requirements at selected intervals during the program. 

3. Clinical experiences for Nursing students may be scheduled during 
evening hours on their regular extended campus lab days. 

4, ADN 298, Nursing Seminar III, is required of all returning, transfer and 
challenge students. ; 

5. The Nursing program must be completed in 4 academic years. 

6. In order to be eligible for licensure as a registered professional nurse, 
graduates must meet the criteria for good moral character as determined 
by New York State Education Dept. Candidates do not need to be a U.S. 
citizen. 

7. There is a $35 make-up fee for required clinical make-ups (see page 10 
“College Fees”). 

8. Must meet College Civic Education Requirements. 

9. Students must receive a "C" or better in all ADN courses in order to 
progress in the Nursing Program. 


W - Writing Emphasis Course 
GRADUATION REQUIREMENTS: 65 CREDITS 


PHYSICAL THERAPIST 
ASSISTANT 


DEPARTMENT CHAIRPERSON, Denise M. Abrams, PT 
Students Affairs, Room 112 
Telephone 778-5211 


The Physical Therapist Assistant is a skilled health technician who works 
under the supervision ofa Physical Therapist. A planned patient care program 
is carried out by the assistant following established procedures. The extent to 
which the PTA is involved in treatment depends upon the policies of the 
facility of employment, the supervising therapist and the patient. Patients 
include people of all ages who are disabled by illness or accident or who were 
born with a handicap. 

Treatments given by the PTA include exercises for increasing strength, 
endurance, coordination and range of motion; the use of heat, cold, electric- 
ity, soundand water to relieve pain and stimulate muscle activity; instruction 
in activities of daily living and the use of assistive devices such as walkers, 
crutches and wheelchairs. The PTA also assists the PT in performing tests, 
evaluations and complex treatment procedures as well as observing and 
reporting patient responses to treatment. The work setting may be hospital, 
nursing home, rehabilitation center or any other facility or area of practice 
where there is a supervising PT available. 

The employment outlook for the PTA is excellent with salary levels that 
are competitive with or above that of the average community college 
graduate. At the present time there is a severe shortage of PT personnel 
nationwide and this shortage is expected to remain for some time to come. 
There is, however, competition for jobs in the Binghamton area, 

The Physical Therapist Assistant program at Broome Community Col- 
lege is not designed as a transfer program to an upper division physical 
therapy program. However, if combined with an additional year of successful 
study in the liberal arts and sciences, it may serve asa vehicle for gaining entry 
into that highly competitive arena. The program consists of four semesters 
and one summer term after the second semester. All clinical skills laborato- 
ries that are part of the professional course work are graded on a pass/fail 
basis. All graduates will be licensed to practice as a Physical Therapist 
Assistant by the State of New York upon application and the payment of 
required fees. There is no licensing examination. 

Clinical education is a necessary component of the program and is 
initiated after the second semester. Because of the need to schedule large 
blocks of time for the clinical education courses it may not be possible for 
students to pursue this program of study ona part-time basis after the second 
semester’s work is completed. In addition, students may be required to travel 
some distance from home to meet this obligation. 

Thirty five hours of volunteer work in a facility providing Physical 
Therapy are required prior to enrollment in PTA Courses. Contact Depart- 
ment for information. 


CURRICULUM ADVISORY COUNCIL 
PHYSICAL THERAPIST ASSISTANT 


MARTHA GERTY, PT — Broome Developmental Center, 
Binghamton, New York 

DENISE JOHNSON, R.N. — Administrator - Vestal Nursing 
Center, Vestal, New York 

SALLY SPALIK, PTA — Our Lady of Lourdes Memorial 
Hospital, Binghamton, New York 

SUSAN RENDSBURG, PT — Rehabilitation Services, Inc., 
Binghamton, New York 

MICHELE WILLIAMS — Head PT - Outreach Clinic of 
Lourdes Mem. Hospital, Endwell, New York 

CHARLES CROLL, MA — Professor of Social Science - 
Broome Community College, Binghamton, New York 

MARY MORE, MSN. — Assoc. Prof. Nursing - Broome 
Community College, Binghamton, New York 

VICTORIA RUPAKUS — Director of Rehabilitation Services, 
Our Lady of Lourdes Memorial Hospital, 
Binghamton, New York 





Sequence of Courses: This model is a two year course schedule for students 
meeting all program requirements and deciding to pursue full time study. 
Schedules will be redesigned for those requiring preparatory courses or those 
deciding to pursue part time study. 





Hours Credits 
FIRST YEAR per Week per 
Fall Semester Class Lab Semester 
BIO 131 Human Biology 1....... 3 26 4 
ENG 110 Written Expression ... 3 0 3 
PSY 110 General Psychology... 3 0 3 
PTA 100 Introduction to Physical 
TL ETADW B esspoomitaecrge 4 0 4 
PHY 118 Physics for Physical 
Therapist Assistants .. 3 2 4 
16 4 18 
Spring Semester 
BIO 132 Human Biology II ..... 3 2 4 
PSY 210 Developmental 
Psychology .,.....0s00000 3 0 3 
PTA 101 Introduction to 
Physical Therapy II ... 4 0 4 
PTA 102 Introduction to 
Rehabilitation............ 3 3 4 
PTA 103 Physical Agents and 
MASSA @ 'c.iscctedcisasstsorss 3 3 4 
MDA 114 Standard First Aid 
Management of 
Emergencies ..........++ BELO NUT Lie Oe Oe a 
16 8 20 
SUMMER TERM I 
PTA 110 Clinical Affiliation’... 0 30 2 
3 wks./5 days per or 
5 wks./3 dayS Per ......sseceseeseeee 0 30 2 
SECOND YEAR 
Fall Semester 
PTA 201 Kinesiology ..........0+0 3 3 4 
PTA 202 Therapeutic Exercise 3 3 4 
PTA 210 Clinical Affiliation ..... 0 12 4 
ENG 220 Communicating About 
Valutes itcrvscdssnevastosesaes iG, Ate, Te Ly Sy ff SO eee 
9 18 15 
Spring Semester 
PTA 213W Senior Seminar’........ 9-12 0 5 
PTA 220 Clinical Affiliation’... 0 40 6 
PTA 224 Senior Seminar II°.... 9-12 0 1 
aa Elective from Civic 
Education Course 
OffCLIN GS? is. sscleactees-sre 3 0 3 
9-15 40 15 
Notes: 


1. See the course description for clinical affiliation coursework. 

2. These courses are conducted in aseven-week block at the beginning of the 
semester. 

3. This course is conducted in a two-week block at the end of the semester. 

4. This course is a full-time clinical experience for six weeks and may be at 
an out-of-town location. Students are responsible for their own transpor- 
tation and housing arrangements. 

5. PTAstudents must enroll ina special lab which includes additional hours. 


GRADUATION REQUIREMENTS: 70 CREDITS 


Aminimum grade of C in each PTA course is required in order for a student 
to progress in the PTA curriculum. 
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RADIOLOGIC 
TECHNOLOGY 


DEPARTMENT CHAIRPERSON, Nancy Button 
Business Building, Room 023 
Telephone 778-5070 





Radiologic Technology is a diverse profession. The radiographer must 
draw from the fields of communication, psychology, photography and the 
physical and biologic sciences, while utilizing an investigative approach to 
perform the daily tasks. Radiographers are in demand in nearly every 
community - in hospitals, physicians’ offices, clinics, government, educa- 
tion, industry and research. 

The typical role of the radiographer consists of producing radiographs 
used in the diagnosis of disease and injury. In producing radiographs, the 
radiographer operates x-ray equipment, provides patient care, provides 
radiation protection, positions the patient for the examination, selects 
technical factors for radiographic quality, produces and processes radio- 
graphs, maintains quality control and also maintains patient records. Other 
duties include use of mobile X-ray equipment in the operating room, 
emergency room and at the patient’s bedside. 

A radiographer may continue education in areas such as sonography, 
nuclear medicine, cardiovascular interventional techniques, Computed 
Tomography (CT), Magnetic Resonance Imaging (MRI), departmental ad- 
ministration, research, education and radiation therapy. 

The Radiologic Technology program at Broome Community College 
consists of two years of combined academic and clinical education, the 
equivalent of 24 calendar months. Clinical education is provided in one of our 
cooperating hospitals. Based on a 40 hour/week schedule, students spend 
approximately one-third of their time in professional and general education 
courses at the college. The remaining two-thirds is spent in the college 
laboratory or in the hospital, obtaining a complete range of supervised 
clinical experiences including new imaging modalities. 

The clinical experience is a viable part of the educational process. Upon 
completion of the required hours of clinical practice as well as the academic 
requirements of the program, the graduate is eligible to sit for the examina- 
tion of the American Registry of Radiologic Technologists for certification 
and New York State licensure. 

The curriculum is accredited by the Joint Review Committee on Educa- 
tion in Radiologic Technology. 

Starting salaries for the 1992 graduates ranged between $19,800 and 
$32,000, with an average of $24,600. 


CURRICULUM ADVISORY COUNCIL 


RADIOLOGIC TECHNOLOGY 

ANDREW ADAMS, M.D. — Medical Advisor - Binghamton, NY 

THOMAS CARPENTER (R) — Our Lady of Lourdes Hospital - 
Department of Radiology 

DAVETTE CUMMINGS, R.T. (R) — Wilson Memorial Hospital, 
Department of Radiology 

FRANK EMICK, R.T. (R) — Binghamton General Hospital, 

Department of Radiology 

NANCY BUTTON, R.T. (R) — Chairperson, Radiologic Technology 
Department, Broome Community College 

ROBERT KNACK, M.D. — Our Lady of Lourdes Hospital - 
Department of Radiology 

EDWIN LIS — Radiology Business Manager, 
Wilson Memorial Hospital 

DAVID LISI, M.D. — Binghamton General Hospital 

FREDERICK PHEIFFER, R.T. (R) - Binghamton General Hospital 
Department of Radiology 

DOUGLAS ROBERTSON, R.T. (R) — Mary Imogene Bassett 
Hospital, Department of Radiology 

DANIEL WENCK, R.T. (R) — Mary Imogene Bassett Hospital, 
Department of Radiology 

BRIAN WETZEL, R.T. (R) — Wilson Memorial Hospital 

SHAWN ZYCH, R.T. (R) — Supervisor - Our Lady of Lourdes 
Hospital, Department of Radiology 

STUDENTS — appointed annually 
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Sequence of Courses: This model is a two year course schedule for students 
meeting all program requirements and deciding to pursue full time study. 
Schedules will be redesigned for those requiring preparatory courses or those 
deciding to pursue part time study. 


Hours Credits 
FIRST YEAR per Week per 
Fall Semester Class Lab Semester 
BIO 131 Human Biology......... 3 2 4 
ENG 110 Written Expression 1. 3 0 3 
RAD 100 _ Introduction to Radiologic 
Technology ..........c0000 3 0 3 
RAD 101 Radiologic TechnologyI 3 1 3 
RAD 103 Positioning 1.............. 0 6 2 
RAD 110 Patient Care .............. 1 1 1 
RAD 115 Radiation Protection1 0 1 
14 10 17 
WINTER TERM I 
*RAD 131 Clinical Education I .(40 hours per week) 
Spring Semester 
BIO 132 Human Biology II ..... 3 2 4 
SOC 111 Social Problems ........ 3 0 3 
or 
SOS 120 Science, Technology & 
SOCILY ica sesaetaets 3 0 3 
PHY 121 Physics for 
Radiographers ........... ) 2 4 
RAD 102W Radiologic Technology II 3 1 3 
RAD 104 Positioning II ............ 0 3 1 
RAD 132 Clinical Education II. 0 16 2 
12 24 17 
SUMMER I 
*RAD 131 — Clinical Education III 0 40 3 
SECOND YEAR 
Fall Semester 
PSY 110 General Psychology... 3 0 3 
RAD 204 Advanced Positioning 0 3 1 
RAD 201 Radiologic Technology 3 0 3 
RAD 230 ~ Clinical Education IV 0 24 3 
ENG 220 Communicating About 
Valunes }...c.atotsemse 3 0 3 
CST 105 Understanding 
Computers vi...:i.2..t 2 3 
11 29 16 
WINTER II 
*RAD 231 Clinical Education V . (40 hours per week) 
RAD 216 Imaging Modalities ... 1 0 1 
Spring Semester 
RAD 225W Special Radiographic 
PYOCEGUTOS va steer ett 3 0 3 
RAD 220 Radiologic Pathology 2 0 2 
RAD 232 Clinical Education VI 0 24 3 
RAD 245 Radiobiology ............. 2 0 2 
RAD 250 Image Assessment..... 2 1 2 
RAD 295 Seminar in Radiography 2 0 2 
ll 25 14 
SUMMER II 
*RAD 233 Clinical Education VII 0 40 3 


*Successful achievements is a GRADUATION REQUIREMENT 
GRADUATION REQUIREMENTS: 71 CREDITS 


TECHNOLOGIES, ENGINEERING AND 


COMPUTING 





In the area of technical education, the College offers 9 programs. One, Engineering Science, is in effect the first two years of an engineering curriculum. 
Students who do satisfactory work in it should experience little difficulty in transferring to engineering colleges at the third-year level. 

Four others are designed to educate engineering technicians in the fields of Chemical Engineering Technology, Civil Engineering Technology, Electrical 
Engineering Technology and Mechanical Engineering Technology. Students in these programs are prepared for employmentin various types of technical work 
immediately after graduation, although many students do transfer to four-year colleges. 

The Computer Studies Department offers three programs — Computer Science, Computer Technology and Computer Information Systems. The 
Computer Science program is designed to prepare graduates for transfer to four-year colleges, while graduates of the other two are prepared for immediate 


employment or possible transfer. 
Additionally, the College offers a program in Industrial Technology. 





CHEMICAL 
ENGINEERING 
TECHNOLOGY 


DEPARTMENT CHAIRPERSON, Brendan R. Flynn 
Science Building, Room 108, Telephone 778-5009 





The Chemical Engineering Technology curriculum is designed to meet 
the increasing demand for chemical technicians. Graduates are qualified for 
immediate gainful employment. Many of them have also continued their 
studies toward advanced degrees in chemistry and chemical engineering at 
the junior level either as full-time students or on a part-time basis while 
employed. This background makes the Chemical Engineering Technology 
graduate highly sought after by employers and concurrently affords them the 
flexibility to advance academically and professionally. 

Chemical technicians of both sexes have filled a vital manpower need in 
companies and organizations where background in various areas of chemis- 
try is necessary or desirable. The Chemical Engineering Technician has 
opportunities to be employed ina wide variety of fields such as environmental 
analysis, petroleum and other forms of energy, pharmaceuticals, plastic 
rubber, pulp and paper, and biological and electronic materials. Non indus- 
trial job opportunities exist in medical laboratories, municipal health and 
sanitation agencies, and state and federal environmental agencies. 

Employers of chemical technicians include IBM (Endicott, Vermont, 
Mass., and Austin), Anitec, NYSE&G, Corning Glass, Martin Marietta, Nor- 
wich-Eaton Pharmaceuticals, Sandia, Hadco, Bendix, Chenango Industries, 
International Paper, Eastman Kodak, Union Carbide, Grumman Aerospace, 
Sandoz Pharmaceuticals and many others. 

Initial positions are usually in a research, development, process quality 
control or analytical laboratory or in a pilot plant. In these positions a 
chemical technician may work for a senior staff member or be a member of 
a group working ina particular area. Experienced chemical technicians have 
become supervisors, group leaders, technical salesmen, and research and 
development technicians. 

The 1994 graduates of this program received starting salaries ranging 
from $22,000 to $25,900. 

This curriculum is accredited by the Technology Accreditation Commis- 


CURRICULUM ADVISORY COUNCIL 


CHEMICAL ENGINEERING 
TECHNOLOGY 


DONALD FUREY — Eastman Kodak Company 

DR. BRUCE RESNIK — Anitec Image Corp. 

JAMES LAMPHERE — New York State Electric and Gas 

DR. LOUIS LIETO — Director, Anti-Infective Product 
Development - Norwich-Eaton Pharmaceuticals 

JAMES SHURTLEFF, P.E. — Development Engineer, 
Impregnation/Dim-Stab - IBM Corporation 

BRIAN E. STUTTS PH.D. — Manager, Process Engineering - 
Corning Glass Works 

DR. WILLIAM WITTOSCH — Manager, Employee Training 

and Development - International Paper Company 





sion of the Accreditation Board of Engineering and Technology (TAC/ABET), 
and it leads to an Associate in Applied Science degree. 

Each year a limited number of scholarships are awarded by the depart- 
ment. Second year students are also eligible for co-op employment at local 
industries. 


Sequence of Courses: This model is a two year course schedule for students 
meeting all program requirements and deciding to pursue full time study. 
Schedules will be redesigned for those requiring preparatory courses or those 
deciding to pursue part time study. 


Hours Credits 
FIRST YEAR per Week per 
Fall Semester Class Lab Semester 
ENG 110 Written Expression!.... 3 0 3 
CHM 161 = Chemistry..........s.s0s00000 3 4 4 
*MAT 161 — Pre-Calculus.............00 4 0 4 
PHY VDL «1.1: PHYSICS d iiicsterectccsandertirt 3 3 4 
13 7 15 
Spring Semester 
ENG 150 Technical Writing ........ 3 0 3 
CHM 162W Chemistry............s0s00000 3 4 4 
*MAT 162 Applied Calculus .......... 4 0 4 
PHY (1624s Physics tleccetsceeccsstes ese 3 3 4 
CST 140 Computer for Chemists 2 2 7 
15 9 18 
SECOND YEAR 
Fall Semester 
CHM 251 Chemical Engineering 
Tech Seminar ..........0004 1 0 2 
CHM 261 Organic Chemistry....... 3 6 5 
CHM 265 Analytical Chemistry... 3 6 5 
CHM 271 Chemical Processes...... iS 4 5 
+— —Social Science Elective ............ 3 0 3 
13 16 18 12 
Spring Semester 
CHM 262 Organic Chemistry....... 3 6 5 
CHM 266 Instrumental Analysis.. 3 6 5 
CHM 272 Chemical Processes...... 3 4 5 
os Social Science Elective 3 0 3 
12 16 18 


GRADUATION REQUIREMENT: 6912 CREDITS 
*or MAT 181-182 Calculus with Analytic Geometry I and II 
W - Writing Emphasis Course: Two Required 


+One must be chosen from ECO 110/111, HIS 130/131, POS 201/204, SOS 
111/120 
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CIVIL ENGINEERING 
TECHNOLOGY 





Mechanical Building, Room 117 
Telephone 778-5010 


The Civil Engineering Technology curriculum at Broome Community 
College is designed to educate engineering technicians for employment in 
the civil engineering, architectural and surveying professions, and the 
construction industry. Civil engineering technicians are trained to work in 
the planning, design and construction of facilities and systems that are basic 
to industry, commerce and community living and to the welfare of people. 
Thus the graduates are prepared to work in the following areas: 


Architectural Drawing-Design and CAD 
Construction (Inspection-Estimating-Project Management) 
Plane and Route Surveying 
Structural Design Concepts 


Starting positions may be in computer aided design (CAD), drafting 
design, estimating, testing of materials, specification writing, construction 
inspection, surveying, field engineering, sales and insurance adjusting. 
Excellent opportunities exist for advancement and promotion. 

Graduates of the program last year averaged $23,206 in starting salaries 
and over the last two years salaries averaged $23,577. 

The Civil Engineering Technology Department offers the Associate in 
Applied Science degree in Civil Engineering Technology. This degree is 
accredited by the Technology Accreditation Commission of the Accreditation 
Board for Engineering and Technology (TAC/ABET). 

Graduates of the program are eligible to become certified as Associate 
Engineering Technicians by the Institute for the Certification of Engineering 
Technicians. (NICET) 

Job opportunities exist locally, statewide and nationally for technicians 
regardless of gender. Graduates are employed by both large and small 
companies, and public agencies. 

About 30% of the graduates transfer into Bachelor level programs. 

In order for students to complete the curriculum in two years, the proper 
preparation is necessary. The minimum prerequisites are high school inter- 
mediate algebra, trigonometry and regents physics or their equivalents. 

The curriculum is a broad-based program of study with considerable 
computer utilization infused into the course work. 


CURRICULUM ADVISORY COUNCIL 
CIVIL ENGINEERING 
TECHNOLOGY 


JAMES BRYDEN AIA — Bryden Architects 
RICHARD P. CHURCH — Regional Director, Department of 


Transportation, P.E. 
THOMAS S. COUGHLIN — President, EMJ/McFarland-Johnson 
Engineers, Inc. P.E. 
GEORGE B. STEPHENS — Exec. Dir., Assoc. Bldg. Contractors 
WILLIAM LANE — President, William Lane, General Contractors 
DENNIS T. O’DEA — Project Engineer, NYSEG, P.E. 
GARY WOOD — Consulting Engineer, P.E. 








Sequence of Courses: This model is a two year course schedule for 
students meeting all program requirements and deciding to pursue full time 
study. Schedules will be redesigned for those requiring preparatory courses 
or those deciding to pursue part time study. 








Hours Credits 
FIRST YEAR per Week per 
Fall Semester Class Lab Semester 
CIV 111 Surveying I................... 2 6 4 
CIV 115 Engineering DrawingI 1 a! 2 
CIV 110 Introduction to 
Technologies .........00000. 1 0 2 
ENG 110 Written Expression!.... 3 0 Ss 
TtMAT 161  Pre-Calculus................. 4 0 4 
SPHY SID Lae Vetee E raccrrtcct oe c 3 4 
14 12 17/2 
Spring Semester 
CIV 112 Surveying II ................. 1 3 2 
CIV 119 Architectural Drafting. 0 4 2 
CIV. 124 GeiMechaniceyci.viccscccssxkhcs 3 0 3 
TtMAT 162 = Applied Calculus 
or MAP ISI tae 4 0 4 
PHY.) 16204" Physics fT iC... eee 3 3 4 
ENG 150 Technical Writing ........ 3 0 3 
14 10 18 


* Students entering the program without physics may elect to take PHY 090 
Preparatory Physics I during the first semester in place of PHY 161 Physics. 
PHY 161 Physics I may be taken during the spring semester and PHY 162 
Physics II and CIV 124 Mechanics during the summer. This will allow the 
student to graduate on schedule. Preparatory Physics is not applicable toward 
the degree. 


Transfer students should consider the MAT 181-182 Calculus with 
Analytic Geometry I and II sequence. 


SECOND YEAR 
Fall Semester 
CIV 219 Strength of Materials... 4 0 4 
CIV 217W Materials Testing.......... 2 3 3 
CST 122 Scientific Computer 

Programming FORTRAN 2 2 3 
f—— Social Science Elective 3 0 3 

Technical Elective (Choose 1) 
CIV 238 Architectural Design and 

Building Materials........ (2) (3) (3) 
CIV 205 Intro. to Computer 

Graphics with 

Arch. Applications ........ (2) (3) (3) 
**MAT Mathematics Elective... (4) (0) (4) 

13-15 5-8 16-17 

Spring Semester 
CIV 224 Reinforced Concrete 

Design. seceese si... 

OF koncert eres 2 3 3 
CIV 226 — Structural Steel Design 
CIV 216 Route Surveying .......... 2 3 3 
CIV 231 Estimating and 

Construction Planning 2 o a 
CIV 240 Soil Mechanics ............. 2 3 3 
f—— Social Science Elective 3 0 3 

Approved Technical 

Elective wisi ashlee 2-4 0-3 3-4 

13-15 12-15 


18-19 
Technical Electives: ; 


CIV 224 Reinforced Concrete Design 
or 
CIV 226 Structural Steel Design 
CIV 236 Construction Management 
CIV 237 Hydraulics 
CAD CAD Elective 
**MAT Mathematics Elective 


**For students planning to transfer to a four (4) year college. Prior 
approval by department chair is required to take a more advanced 
Calculus course. 

W - Writing Emphasis Course: Two Required 

¢One must be chosen from: ECO 110/111, HIS 130/131, 

POS 201/204, SOC 110/111, SOS 111/120. 

GRADUATION REQUIREMENTS: 69-12 CREDITS 





COMPUTER STUDIES 





DEPARTMENT CHAIRPERSON, David McLaughlin 
Applied Technology Building, Room 011 
Telephone 778-5022 


The Computer Studies Department offers three different degree pro- 
grams. Additionally, if a student is lacking required prerequisites for one of 
the three degree-granting programs, a student can be admitted as a Pre- 
Computer Studies student and take preparatory courses until the require- 
ments are met. In each degree program, the student will learn to write 
modular structured programs which are well documented and easy to read 
and maintain. All courses will emphasize the importance of written and oral 
communication. 

Students who choose a career in computing must, above all else, have the 
ability to think logically. They should be interested in organizing and 
analyzing information and should be able to pay close attention to detail and 
accuracy. Interesting and exciting careers are ahead for the student who has 
the personal drive to explore new fields of application and the ability to 
communicate with computer users. 

The three degree programs are described below. The entrance require- 
ments for each program are detailed on page 9 of this catalog. Typical four 
semester course sequences are shown on the pages following this one. 

Part-time student programs are developed on an individual basis with the 
assistance of an academic advisor. 


THE COMPUTER SCIENCE PROGRAM is designed to prepare gradu- 
ates to transfer to four-year colleges and continue work toward a Bachelor of 
Science degree in Computer Science or Computer Information Systems. 
During the first semester the student selects an emphasis (mathematics, 
technical, or information systems) and is encouraged to investigate transfer 
colleges and select elective courses with a future career in mind. The 
emphasis on mathematics, structured programming, science, and data 
structures allows transfer with Junior standing. Graduates who wish to 
postpone transfer can find interesting employment opportunities. 


THE COMPUTER TECHNOLOGY PROGRAM places less emphasis on 
mathematics and more on computer hardware, digital logic and micropro- 
cessors. Graduates are prepared to work in a technical environment where a 
knowledge of the interface between hardware and software is necessary. 
Starting positions include computer operator, technician, engineering aide, 
associate field engineer. Average starting salary is about $17,000. Graduates 
often find that more education is desirable. Transfer to four-year schools is 
possible and elective courses can be selected to allow transfer with Junior 
standing. 


THE COMPUTER INFORMATION SYSTEMS PROGRAM places 
emphasis on the partnership between information systems and solving 
business problems. Graduates are prepared to work in a business environ- 
ment where a knowledge of computer programming and application soft- 
ware is necessary. Starting positions include computer operator, junior 
programmer, data entry technician, information processing equipment 


operator. Average starting salary is about $15,000. This program meets the 
requirements of the DPMA (Data Processing Management Association) 
Model Curriculum for Computer Information Systems. With proper choice 
of electives, graduates who find that more education is desirable will be able 
to transfer credits to institutions offering this four-year degree. 


COMPUTER STUDIES preparatory courses are for students not pre- 
pared for entry into the regular Computer Science, Computer Technology or 
Computer Information Systems program. Students who have not completed 
required high school subjects, such as Course I, II, and III Math, may be 
admitted to the department as Preparatory Computer Science students. 
Students in this category will take additional semesters of course work to 
prepare them for the standard Computer Studies curricula. Each student will 
be tested in the College Learning Center prior to scheduling to determine 
which level of Math and English courses is needed. Students who have not 
completed a high school computer course will be required to take one or 
more introductory computer courses. Students planning on enrolling in the 
Computer Technology or Computer Science Programs who have not com- 
pleted high school Physics will be required to take preparatory physics. The 
actual student schedule will be personalized by the department for each 
entering student depending on his/her Math, English and/or Science abili- 
ties. All courses taken to meet prerequisite requirements will not count as 
credit towards the three different degree programs. 

STUDENTS CAN ATTEND FULL-TIME OR PART-TIME BOTH DAYAND 
EVENING 


PREPARATORY COURSES FOR 
COMPUTER STUDIES 


The listing below shows some typical courses taken by students not 
prepared for immediate entry into the Computer Studies Program: 





Class Lab Credits 

CST 105 Understanding Computers....... 2 2 3 
CST 115 _ Introduction to Pascal ............. Z 2 3 
CST 121 Programming for 

Students of Technology ......... 2 2 3 
ENG 090 Basic Language Skills .............. 4 0 0 
MAT 090 Arithmetic/Lang. of Alg............ 4 0 0 
MAT 092 _ Intro. to Concepts 

OftASeDYA’ sa iisaiscequsatnenvetclettteats 4 0 0 
MAT 099 Elementary Algebra ..........00 5 0 0 
MAT] 39 mAIGeD Ya ecstsdscuntsnieseccnesssenseste her 4 0 4 
MAT TAO Pe TYiSONOMEULY eisessonsttacecsscensesar? 4 0 4 
MAT 3216 Te Pre-Cal ulus ah cscsoss coschesesestetaee 4 0 4 
PHY = 090 se Pren; PMVSICS vascccacuecctveodphesosvcore 4 0 0 
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COMPUTER SCIENCE 


Associate in Science Degree 





seas 





The listing below shows the degree requirements. Electives are determined 
by the emphasis chosen. Students may select from Information Systems, 
Technical, and Mathematics emphasis shown on the following pages. 


Credits 
CST 117 Language Independent Design Tools .....c.ccscssssescessssssessessesecees ee 
CST 119 Computer Concepts and Applications .......csccssssscssssseseeosesseoosees 3 
CST 132 Structured Programming in Pascal .......sc.ccssscsssessessesssessseoseoeseos 4 
MAT or) "Blectives:S)./Wie th eA Siem 8 9-10 
CST Electives must include 
either 
CST 202W Data Structures with C/C ++ 
or 
CST 218W Advanced Cobol 
MAT 181 Calculus I with Analytic Geometry .....scccsessscsssesssecsessssccsecsusssees 4 
MAT 182 Calculus II with Analytic Geometry ....cc.sccssssssessseessessssosecssessee 4 
MAT 250 * Discrete Mathematies sioner eines edn dlh, Nereus es 4 
“MAT 264: Linear Algebra eis snes Of Nephi Lek ook bei on 4 
Laboratory Science Sequences. siemens ee 8 
A full year sequence of physics, chemistry 
or physical science. Acceptable sequences: 
PHY 161-162, PHY 181-182 Physics 
CHM 145-146 Chemistry 
PHS 113-114-115-116-215 Physical Science (any 2) 
ENG'110 Written Expression. (Gi eee ee ee 3 
ENG 220 Communicating About Values ........sccsssssssssessessesssessssssssesorsesseseees 3 
Social Science (one must be a “W” emphasis) .......cc.ssecssessecsssessessssoosecsscoses 6 
Choose from ANT, ECO, GEO, POS, PSY, SOC, SOS. 
One Course must be from the following: 
ECO 110/111, HIS 130/131, POS 201/204, 
SOC 110/111, SOS 111/120/130. 
History ...:,f<ofid Murdeaiashiviccngt de mane meat eh th dee 3 
PHI 202 DDSie. ii stitciihchcane een Ml ates atch’, Bo oi 3 
Physical Education iiiiqsswine cdi eee wists cll sgonl | oa 2 
Approved Bloctiver tics uncaetecnei cose emen eieeeapeiicaats a ce oe ics 6-10 
See emphasis for recommended electives. All others 
must be approved by the Department Chairperson. 
GRADUATION REQUIREMENTS: 69-72 CREDITS 
W - Writing Emphasis Course 
"Math 264 Linear Alegbra 645 cansedscdness lodeeerd dein. 4 or 
CST 228 GDI Programming with C/C +4 ....cccccccsccsssssssssssscseserssseseeceeees 3 or 
CST 200 Systems Ansivsig'i or eres ee iy SM ieee 3 
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COMPUTER SCIENCE 
Information Systems 








Emphasis 
Associate in Science Degree 
Hours Credits 
FIRST YEAR per Week per 
Fall Semester Class Lab Semester 
CST 101  Orientation.................... 1 0 0 
CST 117 Language Independent 
Design Tools ...........s:000 2 0 2 
CST 119 Computer Concepts and 
Applications .........c..s0000 2 2 3 
CST 132 Structured Prog. in Pascal 3 2 4 
ENG 110 Written Expression ...... 4 0 3 
MAT 181  CalcI w/Analyt Geometry 4 0 4 
*_ _ Social Science Elective 3 0 3 
18 4 19 
Spring Semester 
CST 128 Structured Prog with 
COBOL Teienuteoho, 3 2 4 
HIS History Elective............ 3 0 3 
MAT 182 Calc II w/Analyt Geometry 4 0 4 
PHI! 202. 5) Logie sete eepeniien ees 3 0 3 
Se Social Science W 
Blectivesstincedttates wiccot 3 0 3 
TPED Physical Education 
Electivesaiiat dala. 0 2 1 
16 4 18 
SECOND YEAR 
Fall Semester 
CST 218W Advanced COBOL......... 2 2 2 
MAT 250 Discrete Mathematics.. 4 0 4 
BUS 100 Accounting I................. 4 0 4 
—_—— Lab Science 
(begin sequence) .......... 3 3 4 
CST 200 Systems Analysis .......... 2 2 3 
or 
MAT 264 Linear Algebra.............. 4 0 4 
15-17 5-7 18-19 
Spring Semester 
ENG 220 Communicating About 
Values cnc tnciea dc 3 0 3 
BUS 101 Accounting II................ 4 0 4 
— Lab Science 
(complete sequence) .... 3 3 4 
MAT/or 
CST RlCCEVE carta Gntuctniese ia 2-4 0-4 3-4 
PED Physical Education 
Eleckives Gicitncdesteones: 0 2 1 
12-14 5-9 15-16 


GRADUATION REQUIREMENTS: 71-72 CREDITS 


* One Course must be from the following: ECO 110/111, HIS 130/131, POS 
201/204, SOC 110/111, SOS 111/120. 


W - Writing Emphasis Course: Two Required 


tOne credit must be chosen from: PED 118, 119, 127, 135, 137, 143, 144, 
146, 147, 173. 


See General Education Requirements on page 25. 


COMPUTER SCIENCE 


Mathematics Emphasis 





Associate in Science Degree 


FIRST YEAR 

Fall Semester 

CST eeTUT a OFien tation iccessascossncsess 

CST 117 Language Independent 
Design Tools........:+000 


CST 119 Computer Concepts and 


Applications ............06 


CST 132 Structured Prog. in Pascal 3 


ENG 110 Written Expression ...... 


MAT 181 CalcIw/Analyt Geometry 4 


+_ Social Science Elective 
Spring Semester 
CST 155 C/C++Progamming 
UTLEY CIECES a voxsvysassespapy 
HIS History Elective............ 
MAT 182 = Calc II w/Analyt 
KSCOMELYY: cocssercsssescctecse? 
CST 110) ee DiditahEOgicss,. tacts: 
*__ Social Science 
PleCtiVete ret mctice 
PED Physical Education 
Blectivesesarrccutces eas 
SECOND YEAR 
Fall Semester 
CST 202W Data Structures 
With iG/C++ crnsstnaetisent 


MAT 250 Discrete Math................ 
MAT 281 Calc. III/Aw 

Ana. Geometry ............. 
PE pW Gh a TUSHCS Lice esis at 
ENG 220 Communicating 

about values ...........:000+6 


Spring Semester 
MAT 264 Linear Algebra.............. 
MAT 266 Intro. to Higher 


Math eerinin. 4.50.0.0% 
Pri ider e Phiysics Wee enc... 
CST Approved Elec. ........... 
or 
MAT 282 _ Differential 
EXQUALIONS :, .descssrsvseroseess 
PEE 208 PLC vcaesaressetes eens tastes ot 
PED Physical Education 
Blectivestaticteccretsss tease 


Hours 
per Week 
Class Lab 
1 0 

0 
2 
2 
3 0 
0 
3 0 
18 4 
3 2 
3 0 
4 0 
2 2 
3 0 
0 2 
15 6 
2 ye 
4 0 
4 0 
3 S 
3 0 
16 2 
4 0 
3 0 
3 3 
(2) (2) 
(4) (0) 
3 0 
0 2 
16-17 5-7 


GRADUATION REQUIREMENTS: 69-70 CREDITS 


* One Course must be from the following: ECO 110/111, HIS 130/131, POS 


201/204, SOC 110/111, SOS 111/120. 


Choose one credit from: PED 118, 119, 127, 135, 137, 143, 144, 146, 147, 


148, 173 


W - Writing Emphasis Course: Two Required 


See General Education Requirements on page 25. 


Credits 


per 


Semester 


18 


me W 


COMPUTER SCIENCE 
Technical Emphasis 





Associate in Science Degree 


Hours Credits 
FIRST YEAR per Week per 
Fall Semester Class Lab Semester 
CS Tee O Tes -Orientations....<trrcsecees 1 0 0 
CST 117 Language Independent 
PUSIGN; LOOMS! ccstensessovense 2 0 2 
CST 119 Computer Concepts and 
Applications ............c00 2 2 3 
CST 132 Structured Prog. in Pascal 3 2 4 
CST 170 Digital Logic............. 2 2 3 
ENG 110 Written Expression ...... 3 0 3 
MAT 181 = Calc I w/Analyt 
GEOMELTY:.Kascvnasnccestness 4 0 4 
17 6 19 
Spring Semester 
CST 155 C/C Programming 
With Objects \c.).iecseeteee 3 2 4 
CST 220 Microproc & Assembly 
DAN SU ABE scsecesccsccsersacs 2 2 3 
*$__ Social Science Elective 3 0 3 
MAT 182 Calc II w/Analyt 
GeOMetry ......ecescessereees 4 0 4 
DPHigs 2 02a LOpICuit a se satincprccc 3 0 3 
+PED Physical Education 
EICCHIVeS oom trices 0 2 1 
15 6 18 
SECOND YEAR 
Fall Semester 
CST 225W Introduction to Small 
SYStGIMS iecrsstevecteesecvierd 2 2 3 
MAT 250 Discrete Mathematics.. 4 0 4 
Bi Yar Ole: Physics! | ictecsacectscessateoes 8 3 4 
CST 202W Data Structures 
With C/ Cet eines 2 2 3 
*_ __ Social Science Elective 3 0 3 
14 7 17 
Spring Semester 
**MAT264 Linear Algebra or ......... 4 0 4 
**CST 228W GDI Programming 
With: G/C+56 fs aihee ae 2 2 3 
Bri VanlGe ts TeMYSICS, [i scertsaceeeeetasctes 3 3 4 
ENG 220 Communicating About 
Values xireustsc env teense 3 0 3 
PED Physical Education 
Blectiveids.sasssutssscte 0 2 1 
HIS History Elective............ 3 0 3 
15 Zl 18 


GRADUATION REQUIREMENTS: 71-72 CREDITS 


* One Course must be from the following: ECO 110/111, HIS 130/131, POS 
201/204, SOC 110/111, SOS 111/120. 


** Students intending to transfer to Binghamton University should elect 
MAT 264. 


W - Writing Emphasis Course: Two Required 

+Approved Electives: 

CST 155, CST 158, CST 160, CST 180, CST 181, CST 200, CST 201W, CST 
213, CST 214, CST 222, CST 228, CST 297, MAT 125, Others require 
permission of Department Chairperson. 


tChoose one credit from: PED 118, 119, 127, 135, 137, 144, 146, 147, 148, 
173. 


See General Education Requirements on page 25. 
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COMPUTER 
TECHNOLOGY 


Associate in Applied Science Degree 





Hours Credits 
FIRST YEAR per Week per 
Fall Semester Class Lab Semester 
CST 101  Orientation........00..0..... 1 0 0 
CST 117 Language Independent 
Design Tools ..........000000 2 0 2 
CST 119 Computer Concepts and 
Applications ..........c.ses00 2 2 3 
CST 132 — Structured Prog. in Pascal 3 2 4 
CST 170 Digital Logic... 2 2 3 
ENG 110 Written Expression ...... 3 0 3 
PHY #161" 2 Physics 1s cee eee gene 3 3 4 
16 9 19 
Spring Semester 
MAT 125 _ Statistics I 
Using Computers ......... 3 1 3 
CST 155 C/C++ Programming 
with Objects ..........s0000 3 2 4 
+ __ Social Science Elective 3 0 3 
CST 220  Microproc & Assembly 
Language .......cccecessseseee 2 2 3 
PHY )3162)' Physics 1 cea, 3 3 4 
14 8 17 
SECOND YEAR 
Fall Semester 
CST 225 Introduction to Small 
Systeinis waren, oe 2 2 5 
MAT 145 Finite Mathematics ...... 3 0 3 
CST 202W Data Structures 
WIth C/G er cee Z 2 3 
CST 200 Systems Analysis I........ 2 2 3 
*_ Social Science Elective 3 0 3 
12 6 15 
Spring Semester 
ENG 220 Communicating About 
Values iin ur aa eanee 3 0 3 
CST 160 ADA Programming....... 2 2 5 
CST 228W GDI Programming 
with C/Grs oot a 2 2 3 
+——- Approved Elective ........ 2-4 0-2 3-4 
SPK 102 Effective Speaking........ 3 0 3 
12-14 2-8 15-16 


GRADUATION REQUIREMENT: 65-67 CREDITS 

tApproved Electives: 

CST 158, CST 201W, CST 213, CST 214, CST 222,CST 297, MAT 161, MAT 
181, MAT 182. Others require permission of Department Chairperson. 


* One Course must be from the following: ECO 110/111, HIS 130/131, POS 
201/204, SOC 110/111, SOS 111/120, 


W - Writing Emphasis Course: Two Required 


See General Education Requirements on page 25. 
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COMPUTER 
INFORMATION SYSTEMS 


Associate in Applied Science Degree 





Hours Credits 

FIRST YEAR per Week per 
Fall Semester Class Lab Semester 
CST 101  Orientation.........4:..... 1 0 0 
CST 117 Language Independent 

Design Tools...........s0+0++ 2 0 2 
CST 119 Computer Concepts and 

Applications ............0000 2 2 3 
CST 115 Intro. to Pascal ............ 2 2 3 
ENG 110 Written Expression ...... 3 0 3 
BUS 100 Accounting I...........0. 4 0 4 
ECO 110 Microeconomics........... 3 0 3 


_ 
~] 
> 
_ 
co 


Spring Semester 





CST 128 Structured Programming 
in COBOL Ascscsensaterivex 3 2 4 
CST 158 Spreadsheets - Financial 
Applications ............+000 2 2 | 
ECO 111 Macroeconomics .......... 3 0 3 
MAT 125 _ Statistics I 
Using Computers ......... 3 1 3 
BUS 101 Accounting II ............... 4 0 4 
15 5 17 
SECOND YEAR 
Fall Semester 
CST 200 — Systems Analysis 1........ 2 2 3 
CST 213 Database Systems.......... 2 2 3 
BUS Electiveystiswssicssateecs: 3 0 3 
PS Physical Science Elective 3 3 4 
CST 218W Advanced COBOL......... 2 2 3 
12 9 16 
Spring Semester 
SPK 102 Effective Speaking........ a 0 3 
CST 201W Systems Analysis II ...... 2 2 3 
CST 214 Computer Operations: 
Procedures and 
Management ...........00... 2 2 3 
CST/MAT/ 
BUS Electiveicis ctsarenstemcatases 2-4 0-2 3-4 
ENG 220 Communicating About 
Valles ys Maecun tetas 3 0 3 
12-14 4-6 15-16 


GRADUATION REQUIREMENT: 66-67 CREDITS 


**ANY ONE of the following physical science courses: PHS 113, 114, 115, 
116, 215 


MAT Electives: MAT 145 or higher 

CST Electives: CST 116, CST 121, CST 155, CST 160, CST 170, CST 202, CST 
222. 

BUS Electives: Bus 116 or higher. 

W - Writing Emphasis Course: Two Required. 


See General Education Requirements on page 25. 





ELECTRICAL 
ENGINEERING 
TECHNOLOGY 


DEPARTMENT CHAIRPERSON, Alan C. Dixon 
Applied Technology Building, Room 201 
Telephone 778-5017 





The Electrical Engineering Technology program at Broome Community 
College is made up of a planned sequence of college level courses leading to 
the Associate in Applied Science Degree. Engineering Technology empha- 
sizes both the theory and application of established scientificand engineering 
methods and prepares the student for immediate employment or for transfer 
to an upper division school upon graduation. Students are prepared for 
general work in Electrical Engineering Technology and are able to select one 
of three emphasis areas: Robotics, Electronic Communications, or Micro- 
computers. 

The graduate is prepared to be the intermediary between the design 
engineer and skilled craftsman. EETs translate problems into solutions by 
building equipment using their knowledge of mathematics, physics, linear 
and digital electronics, microprocessor hardware and software, machines, 
robotics, process control, circuit analysis, and computer programming 
languages. This occurs whether working in a small company as the only 
technician or ina large company as part of a team. Both men and women find 
rewarding careers through this program. 

This program may require longer than two years to complete if an 
entering student has not completed Math I, II, II] and physics in high school. 
Students lacking any of these courses enter our pre-electrical technology 
program and may be required to take MAT 099 Elementary Algebra to prepare 
them for MAT 139 College Algebra and MAT 140 Trigonometry or PHY 090 
Preparatory Physics and EET 110 Introduction to Electricity to prepare for 
Electrical Circuits and College Physics. 

Graduates work for companies like New York State Electric and Gas, 
International Business Machines, Xerox, Eastman Kodak, Martin Marietta, 
Universal Instruments, Link/Miles Flight Simulation, Bell Laboratories, 
Raymond Corporation, Sandia National Laboratory, Digital Equipment Cor- 
poration, and Corning Glass. 

Starting positions include engineering assistant, technical specialist for 
electronics, computers, field service, or sales. 

Many graduates find that more education is desirable and have success- 
fully completed advanced study at State University of New York Colleges at 
Utica-Rome and Buffalo, as well as at Rochester Institute of Technology, 
Clarkson University, and others. 

Graduates with a minimum of 2.5 can transfer with full junior status into 
a B.S. Technology program at a number of institutions. Some graduates 
prefer a pure engineering degree and transfer to accredited B.S. Engineering 
programs. Usual requirements are a minimum GPA of 3.2 and appropriate 
additional courses in math (MAT 181, MAT 182, MAT 281), physics (PHY 181, 
PHY 182, PHY 281), chemistry, and statics and dynamics. 

Engineering students use excellent state-of-the-art computer facilities 
which include personal computers and three VAX computers interconnected 
bya local area network, Ethernet. The faculty, along with large, well equipped 
labs anda building highlighted by a 30 foot high open atrium createa learning 
atmosphere that is first class. 

The program has grown in its 46 years to embrace the areas of micropro- 
cessors, robotics, and fiber optics. In its new facilities are housed specialized 
equipment including logic analyzers, development systems, robots, spec- 
trum analyzers, digital signal processors, programmable component analyz- 
ers, power system simulators, and numerous CAD (computer aided design) 
workstations. The program and equipment remain current through the 
efforts of an experienced and dedicated faculty. 

The program is accredited by the Technology Accreditation Commission 
of the Accreditation Board for Engineering and Technology (TAC/ABET). 


PREPARATORY COURSES FOR 
ELECTRICAL ENGINEERING 
TECHNOLOGY 


The following are suggested sequences of courses for students not 
prepared for entry into the regular Electrical Engineering Technology 
program. This sequence is for students who have not had the necessary high 
school math and physics. Each entering student is tested in the College 
Learning Center prior to scheduling. The actual student schedule is person- 
alized by the department for each entering student. 


First Semester Hours Credits 
per Week per 
Class Lab Semester 
EET 100 Introduction to Electrical 
Engineering Technology 1 0 V2 
EET 110 _ Introduction to Electricity 3 0 3 
EET 111 Electrical Construction 
VAD ates auch cae 1 3 2 
MATL S9 aITAIS CD Ya trevccesssacesssesayseure 4 0 4 
PHY 090 Preparatory Physics ..... 3 Ze 4 
12 5 1312 
Second Semester 
EET 112 Electrical Construction 
Babb pabise eu ssertas teaseens ace 0 3 1 
EET 130 Engineering Drawing... 0 3 1 
ENG 110 Written Expression ...... 3 0 3 
MAT 140  Trigonometry............... 4 0 4 
HYG Oa PHYSICS Pee teeth eiereaeicess 3 3 4 
10 9 13 
OR 
First Semester 
EET 100 — Introduction to Electrical 
Engineering Technology 1 0 
EET 110 Introduction to Electricity 3 0 
EET 111 ~ Electrical Construction 
Dab ahs eee ences ste 1 3 2 
ENG 110 Written Expression!.... 3 0 3 
MAT 099 Elementary Algebra ..... 5 0 G 
13 3 1312 
Second Semester 
EET 112 Electrical Construction 
Table ss arcrsscteeeetscesees 3 1 
EET 130 Engineering Drawing .. 0 3 1 
ENG 150 Technical Writing ........ 3 0 3 
MAT 139") Algebra itis. scstesatsasoass 4 0 4 
PHY 090 Preparatory Physics ..... 3 2 4 
10 8 13 


CURRICULUM ADVISORY COUNCIL 


ELECTRICAL ENGINEERING 


TECHNOLOGY 
MICHAEL COPPOLA, Meson Design and Development 
ROBERT HOLMES, Universal Instruments 


ELDRED PAUFVE, Universal Instruments 
CHARLES RANDALL, Macintosh Labs 
ROBERT ROSE, IBM Corp. (Retired) 
JOSEPH SVOBODA, BOCES 

CHARLES TAYLOR, Binghamton University 
RUSSELL WILLIAMS, NYSEG 
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ELECTRICAL ENGINEERING 
TECHNOLOGY 


Sequence of Courses: This model is a two year course schedule for students SECOND YEAR EMPHASIS 
meeting all program requirements and deciding to pursue full time study. 
Schedules will be redesigned for those requiring preparatory courses or those ROBOTICS 














deciding to pursue part time study. Hours Credits 
per Week per 
COMMON FIRST YEAR Fall Semester Class Lab Semester 
EET 201 Senior Seminar............ 1 0 0 
Hours Credits EET 247W Energy Conversions..... 3 0 3 
€ per rey d per EET 247L Energy Lab Elective ..... 0 3 1 
Fall Semester Class emester EET 251 _ Electronic Circuitry..... 3 3 4 
CST 141 Aes Anche rw Hah ; : EET 267 _ Digital Electronics and 
raphic Applications .... Microprocessors 1......... 3 2 4 
EET 111 — Electrical Construction PHY * 16h PRUSICS | sites tesserae 3 3 4 
Laboratory I... 1 3 2 Sos Social Science Elective 3 0 3 
EET 121 Electrical Circuits ........ 4 3 5 16 11 19 
EET 100 Introduction to Electrical Spring Semester 
Engineering Technology 1 0 v2 EET 202 Senior Seminar 1 0 0 
ENG 110 Written Expression!.... 3 0 3 EFT 23012 “Blectronic:-Desithen d a 
*MAT 161 — Pre-Calculus................. 4 0 4 Mah saa 
Fabrication .......s.csccecsee» 0 3 1 
ji : 15 8 1712 EET 252 Electronic Systems ...... 3 3 4 
pring Semester EET 274 Robotic Applications... 3 3 4 
EET 112 ae yeopt has : ; EET 275 Machine Vision Lab....... 0 3 1 
Oratory IL... PHY 362." Phystesiil nov. ees 3 3 4 
EET 130 Engineering Drawing... 0 3 ] (ae Social Science Elective 3 0 5 
EET 150W Electronic Devices ....... 4 3 5 1B 15 17 
EET 162 Computer Aided Network 
AnalySis 5 .tii.!2luiimbias 3 0 3 
: i: SECOND YEAR EMPHASIS 
ENG 150 Technical Writing ........ 3 0 3 
*MAT 162 Applied Calculus MICROCOMPUTERS 
OP SB actscseencan ects 4 0 4 ; 
*MAT 181 Calculus I with Analytic Hours Credits 
Geometry oscilla per Week per 
ZV eG, 1 ES Fall Semester Class Lab Semester 
9 17 EET 201 Senior Seminar ............ 1 0 0 
EET 247W Energy Conversions ..... 3 0 3 
SECOND YEAR EMPHASIS EET 247L Energy Lab Elective ..... 0 3 1 
ELECTRONIC COMMUNICATIONS EET 251 — Electronic Circuitry..... 3 3 4 
EET 267 _ Digital Electronics and 
Hours Credits Microprocessors I.......... 3 2 4 
per Week per PHY: 161 (°° Physics, fear ic.< 3 3 4 
she prion ae pha Sa a Bea SOS Social Science Elective 3 0 3 
enior Seminar ............ 
EET 247W Energy Conversions ..... 3 0 3 Giving Santee 16 ty 19 
EET 247L Energy Lab Elective ..... 0 3 1 ile, prem atti eR , , i 
EET 251 Electronic Circuitry ..... 3 3 4 : : rae pee ta 
EET 267 _ Digital Electronics and EET 230 Electronic Design and 
Microprocessors 1......... 3 2 4 EET 252 reba LOAN ia ; : ; 
PHY 161 Physics I csessssssssesesseee 3 3 4 peer tibiwraie so Hy Vai 
: P 3 icrocontrolle 
505 Social Science Blective ag ss VR it re tas Fundamentals .............. 3 a 4 
; 16 i 19 EET 273 Computer DesignLab.. 0 3 1 
Spring Semester — PHY. . 162.2; Physicsilgnseaauaos 3 3 4 
EET 202 Senior Seminar ............ 1 0 0 +o. us Social Science Elective 3 0 3 
EET 230 Electronic Design and B 15 7 
Fabrication .........ssesese 0 3 ] Fall Semester E Tak Electives: 
EET 252 Electronic Systems ...... % 3 4 EET sre ot ee . b > 0 
EET 270 Control Systems........... 3 3 4 47-L01 Power Systems Lab ...... 3 I 
EET 271 Communication EET 247-L02 Programmable 
Tachaiclenk 0 3 i Controllers Lab............. 0 3 1 
PHY 162 Physics Il Ai aha 3 3 4 EET 247-L03 Energy Conversions 
fas Social Science Elective 3 0 3 Lab PPP PPP Pee ee eee 0 3 ] 
13 15 17 





GRADUATION REQUIREMENTS: 70-122 CREDITS 
*Students should consult with the department chairman or his designee to 
determine the appropriate mathematics courses. 


+One must be from SOS 111 or 120 and one must be chosen from any course 
with the following designators: ANT, ECO, GEO, HIS, POL, POS, PSY or SOC. 


W - Writing Emphasis Course: Two Required. 


ENGINEERING SCIENCE 


DEPARTMENT CHAIRPERSON, Jack D. Foster 
ACADEMIC ADVISOR, Joseph Biegen 

Applied Technology Building, Room 101 
Telephone 778-5114 





The Engineering Science curriculum is designed primarily to prepare 
graduates to continue their studies in the various engineering disciplines at 
four-year colleges and universities. The strong emphasis on mathematics 
and physics also allows graduates to transfer to these majors at four-year 
institutions, with junior-year standing. In addition, there are immediate 
employment possibilities for qualified graduates who wish to terminate or 
postpone further educational goals until a more opportune time. 

Broome Community College is a member of the New York State Two-Year 
Engineering Science Association. The purpose of this organization is to 
facilitate the transfer to four-year colleges, with junior-year standing, of two- 
year college graduates from engineering science programs. Binghamton 
University, SUNY at Buffalo and SUNY at Stony Brook, Rensselaer Polytech- 
nic Institute (RPI), Clarkson, Rochester Institute of Technology (RIT), 
Cornell, Syracuse and Union are among the Engineering Schools who have 
agreed to give top priority to applicants with an A.S. degree in Engineering 
Science and who have been recommended by their department. Some 
students find it desirable to transfer out of state upon graduation. They, too, 
in most cases will transfer as full juniors and graduate with a Bachelor of 
Science in two more years. Broome Community College has an articulation 
agreement with Wilkes College in Pennsylvania and students have success- 
fully transferred to places like Virginia Polytechnic Institute, Northwestern, 
Penn State, and the University of New Mexico. Feedback from these and other 
institutions to which Broome Community College students transfer indi- 
cates a high regard for the graduates and the quality of the Engineering 
Science program at BCC. 

For students who wish to complete their education locally, Broome 
Community College and Binghamton University have a cooperative admis- 
sions plan for entering freshmen. Students accepted in this program are 
guaranteed transfer to Binghamton University as long as they maintain a 
grade point average of 3.00 at Broome. 

Those graduates who prefer to seek immediate employment will find job 
opportunities as engineering technicians or as assistants to engineers in- 
volved in research and development. In addition, employment opportunities 
also exist which involve the application of mathematics and computer 
programming. 

Students entering Broome Community College who wish to continue 
studying for their Bachelor’s degrees in engineering, applied mathematics, 
or physics will find the Engineering Science program the most appropriate 
course of study. As a reasonable guideline for successful achievement in those 
rigorous programs, a student’s course work in high school should be above 
the 80% level in all areas. (See page 9 for specific requirements.) 


COMPUTER RECOMMENDATION 

Students in theA.S. degree Engineering Science Program will need to use 
the computer to solve technical assignments and prepare reports for submis- 
sion. BCC faculty give assignments which can only be done on the computer. 
Engineering science students are strongly urged to purchase their own 
personal computer upon entering the program. This will ensure that stu- 
dents will have home computer access as well as College lab access when 
needed so that assignments can be completed in a timely fashion. A PC with 
a 486 processor, a 3.5” disk drive and a 200 megabyte hard drive are 
recommended. 


Sequence of Courses: This model is a two year course schedule for students 
meeting all program requirements and deciding to pursue full time study. 
Schedules will be redesigned for those requiring preparatory courses or those 
deciding to pursue part time study. 


Hours Credits 
FIRST YEAR per Week per 
Fall Semester Class Lab Semester 
PED Physical Education 
BELO CHIVE seasvicsbcevsbcctecadunves 0 2 1 
OHM 145) Chemistry a ceteticniii nsec 3 a 4 
MAT 181 Calculus I with 
Analytic Geometry ....... 4 0 4 
EGR 150 Engineering Graphics.. 1 3 2 
PHY 181 Engineering PhysicsI.. 3 2 4 
ENG 110 Written Expression ...... 3 0 3 
EGR 100 Orientation.................... 3 0 0 
17 10 18 
Spring Semester 
CHM 146 = Chemistry... eee 3 3 4 
EGR 151 = Applications in 
Engineering ............0+ 2 2 3 
MAT 182 = Calculus II with 
Analytic Geometry ....... 4 0 4 
PHY 182 Engineering Physics II. 3 2 4 
t—— Social Science Elective 3 0 3 
EGR 100 —_ Orientation................... 3 0 0 
18 7 18 
SECOND YEAR 
Fall Semester 
EGR 281 Mechanics: Statics ....... 3 0 3 
EGR 285 Electrical and Electronic 
CIP CUIES heccasttesesestcevastehe in 0 
EGR 287 Engineering Science 
Laboratory I .........s00 0 3 1 
MAT 281 = Calculus III with 
Analytic Geometry ....... 4 0 4 
PHY 281W Engineering Physics III 4 0 4 
a Social Science Elective 3 0 3 
EGR 200  Orientation...............00 2 0 0 
19 3 18 
Spring Semester 
*EGR 282 Mechanics: Dynamics... 3 0 3 
EGR 289 Introduction to 
Microprocessors ........... 2 0 2 
EGR 288 Engineering Science 
Laboratory I] ...........06 0 3 1 
MAT 282 Differential Equations 
with Linear Algebra...... 4 0 4 
++ Technical Elective........ 3 0 3 
PED Physical Education 
Elective sh:-s sadshsresetes 0 2 1 
ENG 220 Communication About 
Values ttngwieccrrnast 3 0 3 
EGR 200 Orientation...............0 2 0 0 
17 5 17 


*Organic Chemistry (CHM 245 and 246) may be substituted by students who 
are declared Chemical Engineering majors. 


**Students who plan to major in Mechanical or Civil Engineering should 
select EGR 283 Strength of Materials. Students majoring in all other 
engineering fields should elect EGR 284 Materials Science. 

W - Writing Emphasis Course: Two Required. 


tOne must be a writing emphasis course. 


GRADUATATION REQUIREMENT: 71 CREDITS 
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MECHANICAL 
ENGINEERING 
TECHNOLOGY 


DEPARTMENT CHAIRPERSON, William G. Kelly 
Mechanical Building, Room 117 
Telephone 778-5023 





The Mechanical Engineering Technology program at Broome Commu- 
nity College is specifically designed to prepare students in the applied aspects 
of engineering. Mechanical Engineering Technology is a vital part of the 
engineering field. It requires the application of scientific and engineering 
knowledge and methods combined with practical technical skills in support 
of engineering activities. The Mechanical Engineering Technology program 
emphasizes the application of engineering principles to real world industrial 
problems utilizing current up-to-date equipment and techniques. 

Mechanical Engineering Technology is the broadest of all engineering 
technology disciplines. The continuing thrust for faster and more economi- 
cal manufacturing methods, more realistic systems and the need for new, 
clean and consistent sources of energy has generated a continuing demand 
for mechanical engineering technicians with a high degree of technical 
competence. 

With a wide diversity of Mechanical Engineering Technology, our gradu- 
ates are able to pursue careers in many segments of industry. Mechanical 
Engineering Technology graduates have been employed in areas such as 
process development, product design, CAD (computer aided design), quality 
control, metallurgy, reliability analysis, heat-power, technical sales, pur- 
chasing and product development. Job opportunities exist both locally and 
nationally, with starting salaries averaging over $22,000 per year. 

Many of our graduates have pursued Baccalaureate parallel programs 
which have been designed to facilitate transfer from a two-year toa four-year 
college. Graduates with a minimum G.P.A. of 2.5 can receive a full two-year 
transfer of credit towards the requirements for the Bachelor of Technology 
degree at a number of institutions. 

The Mechanical Engineering Technology program at Broome Commu- 
nity College is divided into four major areas: 


Engineering Materials 
Fluid Mechanics and Thermodynamics 
Mechanical Drawing and Design — CAD 
Manufacturing Processes and Quality Control 


The Mechanical Engineering Technology program is designed to prepare 
our graduates for their profession by providing a solid background in each of 
these areas of mechanical engineering technology, but also develops a firm 
base for students to continue their studies at various four-year colleges and 
universities. 

The Mechanical Engineering Technology program at Broome Commu- 
nity College is accredited by the Technology Accreditation Commission of 
the Accreditation Board of Engineering and Technology (TAC/ABET). 


CURRICULUM ADVISORY COUNCIL 
MECHANICAL ENGINEERING 


TECHNOLOGY 
RONALD AMBERGER , Engineering Technology Department, 
Rochester Institute of Technology, 
School of Engineering Technology 
LOUIS EVANGELISTI, Standards Supervisor (Retired) 
Singer-Link 
RONALD LASKY, Director of Advanced Technology 


Universal Instruments 

CARL A. LUNDGREN, Engineering Technology Department, 
Rochester Institute of Technology, 
School of Engineering Technology 

ROBERT MACCHIARELLA, Product Evaluation Engineer 
The Raymond Corporation 

PETER MAJESTIC, Senior Engineer, Opto-Electronics 
Matl's. & Process Research, Corning, Inc. 

RAYMOND PERINE, NYSEG (Retired) 

RICHARD VLASAK, Advisory Reliability Engr. (Retired) 
IBM Endicott 
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Sequence of Courses: This model is a two year course schedule for students 
meeting all program requirements and deciding to pursue full time study. 
Schedules will be redesigned for those requiring preparatory courses or those 
deciding to pursue part time study. 


Hours Credits 
FIRST YEAR per Week per 
Fall Semester Class Lab Semester 
MET 110 Introduction to 
Technology .......cc.sceese0 1 0 Yy2 
*MAT 161 _ Pre-Calculus................. 4 0 4 
MET 113 Engineering DrawingI 1 3 2 
MET 121 Manufacturing ProcessesI 1 3 2 
TPHY,. LO fe. PUVSICN S vclecnti tennis 3 3 4 
ENG 110 Written Expression!.... 3 0 3 
tSocial Science Elective ...........s+e+ee+ 5 0 3 
16 9 1812 
Spring Semester 
CST 122 Scientific Computer 
Programming - 
PORLRANN ssicsnscncavetupatsas 2 Z 3 
MET 116 _ Engineering Drawing II 
WICAD Wiivsasddiesthseittloness 1 3 v 
MET 122 Manufacturing Processes 
LW adasteretaavenanciiessc eesans 2 2 3 
PHY 162s Physics Iii te eect 8 3 4 
MET 132 Applied Mechanics ....... 4 0 4 
ENG 150 Technical Writing ........ 3 0 3 
15 10 19 
SECOND YEAR 
Fall Semester 
EET +:183:y)> Blectricttyairssthsdzagoces 2 3 3 
*MAT 162 = Applied Calculus .......... 4 0 4 
MET 235 — Strength of Materials... 2 a 3 
MET 243W Fluid Mechanics........... 2 3 3 
MET 263 Engineering Statistics and 
Quality Control ............ 1 2 2 
MET 211 Basic Mechanical Cad.. 1 2 2 
12 13 17 
Spring Semester 
EET 186 — Electronics ............0 tore 3 a 
MET 238 Mechanical Design....... 3 5. 4 
MET 252 Engineering Materials and 
Industrial Processes ..... 3 3 4 
MET 244 Thermodynamics ......... 2 3 
tSocial Science Elective ...........sccsssee 3 0 3 
13 12 17 


*or MAT 181-182 Calculus I and II with Analytic Geometry. Prior approval by 
department Chairperson required. 


+Students entering the program without physics may elect to take PHY 100 
Preparatory Physics I during the first semester in place of PHY 161 Physics 
I. PHY 161 Physics I may be taken during the spring semester and PHY 162 
and MET 132 Applied Mechanics during the summer session. This will enable 
the student to graduate on schedule. PHY 100 Preparatory Physics is not 
applicable towards the degree. 


W - Writing Emphasis Course: Two Required. 


tOne must be chosen from ECO 110/111, HIS 130/131, POS 201/204, SOC 
111, SOS 111/120. 


GRADUATION REQUIREMENTS: 71-12 CREDITS 


INDUSTRIAL TECHNOLOGY (Part-Time Programs) 


Associate in Applied Science 


CHEMICAL EMPHASIS 


SUGGESTED SEQUENCE: Students may select 
courses from any of the categories, but it is sug- 
gested that these sequences be followed to ensure 
that the proper prerequisites have been com- 
pleted: 

Introductory Courses Credits 
MAT 139 = Algebra 

CHM 145 Chemistry 

ENG 110 Written Expression 


Additional Courses for Certificate 
CHM 146 Chemistry 4 
CHM 291 Organic Chemistry I 3 
CHM 292 = =Organic Chemistry II 3 
4 
4 


QO > 


PHY 161 ‘Physics I 
MAT 140 __ Trigonometry 
CST 122 Computer 
Programming- 
FORTRAN 25; 


Remaining Courses for Degree 

PHY 162 _— Physics II 4 

CHM 293 Analytical-Instrumental 
Chemistry I 3 

CHM 294 = Analytical-Instrumental 
Chemistry II 3 

ENG 150 Technical Writing 3 

tSocial Science Electives 6 

Approved Technical Science 

Electives (see list below) 13 

AAS Industrial Technology andl 

(Chemical Emphasis) 

Minimum Credits 64 


The following may be taken as approved techni- 
cal/science courses to meet degree requirements: 
MAT 162, MAT 181, MAT 182, MAT 264, EET 111, 
EET 112, EET 125, EET 126, MET 263, CST 113, 
CST 126, CST 150, CST 170, CST 202, CST 205, 
CST 211, CST 220, CST 222, CST 225, BIO 111, 
BIO 112. 


+One must be chosen from ECO 110/111, HIS 
130/131, POS 201/204, SOC 111, SOS 111/120. 


W - Writing Emphasis Course: Two Required. 


CIVIL EMPHASIS 


SUGGESTED SEQUENCE: Students may select 
courses from any of the categories, but it is sug- 
gested that these sequences be followed to ensure 
that the proper prerequisites have been com- 
pleted: 


Introductory Courses Credits 
MAT 139s Alegbra 4 
MAT 140 _ Trigonometry 4 
ENG 110 ~- Written Expression I 3 
PHY 161 _— Physics I 4 


Additional Courses for Certificate 


MET 132 = Applied Mechanics 

or CIV 124 3-4 
MET 141 Mechanical Drawing I 2 
CIV 159 = Architectural Drafting 3 
CIV 205 Intro to Comp. 

Graphics with 

Arch. Applications 3 
CST 122 Computer Programming- 

FORTRAN 3 
ENG 150 ‘Technical Writing Bh. 

32-33 

Remaining Courses for Degree 
PHY 162 _— Physics II 4 
MET 235 Strength of Materials 3 
tSocial Science Electives 6 
Approved Technical Electives* 
(see list below) 18-19 
AAS Industrial Technology rey 
(Civil Emphasis) 
Minimum Credits 64 


* The following may be taken as approved techni- 
cal elective courses to meet the degree require- 
ments CIV 111, MAT 162 or MAT 181, CIV 161, 
CIV 216, CIV 217W, CIV 224, CIV 226, CIV 228 or 
CIV 231, CIV 238, CIV 240, CIV 268, MET 211, 
MET 213. 


Suggested Social Science Courses: ECO 110, 
ECO 111, SOC 110/111, PSY 110, ECO 104, PSY 
100, SOS 111, SOS 120, SOS 130. 


* Students should note that specialty courses like 
Surveying, Materials Testing and Steel and Rein- 
forced Concrete Design are generally only of- 
fered during the day. Students should carefully 
review the effect of this scheduling on their 
academic plans. 


+One must be chosen from ECO 110/111, HIS 
130/131, POS 201/204, SOC 110/111, SOS 111/ 
120. 


W - Writing Emphasis Course: Two Required. 


ELECTRICAL EMPHASIS 


SUGGESTED SEQUENCE: Students may select 
courses from any of the categories, but it is sug- 
gested that these sequences be followed to ensure 
that the proper prerequisites have been com- 
pleted. 


Introductory Courses Credits 
MAT 139 = Algebra 4 
MAT 140 Trigonometry 4 
EET 125 Circuits I 3 
ENG 110 Written Expression I 3 
Additional Courses for Certificate 
EET 126 Circuits II 3 
EET 255 Electronics I 4 
MET 141 ~=Mechanical Drawing I 2 
CST 122 Computer Programming- 
FORTRAN (Technical) 3 
*Social Science Elective 3 
Approved Technical Electives 3 
32 


Remaining Courses for Degree 


EET 235 Electrical and 

Electronics Drawing 2 
EET 245 Energy Conversions 

and Control.Systems 4 
EET 256 Electronics II 4 
EET 257 Electronics III 4 
EET 267 Digital Electronic & 

Microprocessors | 4 
PHY 161, 162 Physics I, II 8 
ENG 150 Technical Writing 3 
+Social Science Elective em 


AAS Industrial Technology 
(Electrical Emphasis) 
Minimum Credits 64 


Approved Technical Electives: EET 111, EET 
112, EET 268, MAT 124, MAT 181, MAT 182, MAT 
264, MET 243, MET 132, MET 244, MET 246, 
MET 253, MET 263, MET 280, MET 285, MET 
286, CIV 228, CIV 268, CIV 155, CHM 145, CHM 
146, CST 115, CST 126, CST 130, CST 150, CST 
200, CST 201, CST 202, CST 222. 


+Social Science Elective: One must be from SOS 
111 or 120 and one must be chosen from any 
course with the following designators: ANT, ECO, 
GEO, HIS, POL, POS, PSY or SOC. 


Courses in the fast changing engineering tech- 
nologies such as Electronics Computers, and 
Machine & Controls, cannot be used for degree 
requirements if they were taken more than 5 
years prior to graduation date. One exception to 
this rule would be the student who has been in 
the degree program for anumber of years and has 
taken at least one required course every fall and 
spring semester. 


W - Writing Emphasis Course: Two Required. 


57 


MANUFACTURING 
TECHNOLOGY 
EMPHASIS 


SUGGESTED SEQUENCE: Students may select 
courses from any of the categories, but it is sug- 
gested that these sequences be followed to ensure 
that the proper prerequisites have been com- 
pleted. 





Introductory Courses Credits 
*MAT 139 — Algebra 4 
*MAT 140 Trigonometry 4 
MET 121 Manufacturing 
Processes I 2 
MET 141 ~— Mechanical 
Drawing I 2 
ENG 110 Written Expression 3 
Additional Courses for Certificate 
MET 122 Manufacturing 
Processes II 3 
PHY 16] Physics I 4 
MET 142 Mechanical 
Drawing II 
with CAD 2 
MET 263 Engineering 
Statistics and 
Quality Control 2 
MET 112 Metrology 3 
MET 236 Statics and Strength 
of Materials 4 
33 
Remaining Courses for Degree 
EET 125 Circuits I 3 
MET 211 Computer Aided 
Drafting 2 
MET 220 Programming CNC 
Machine Tools 3 
MET 286 Production Control 2 
MET 223 Computer Integrated 
Machining 3 
EET 126 Circuits II 3 
MET 253 Engineering Materials 3 
SQC 111 Acceptance Sampling 3 
be id Social Science 6 
ENG 150 Technical Writing 3 
31 
AAS Industrial Technology 
(Manufacturing Technology) 
Minimum Credits 64 


* Must have a minimum of 4 hours of Mathemat- 
ics as a requirement for the degree if background 
makes it unnecessary to take MAT 139 Algebra 
and MAT 140 Trigonometry. 


tOne must be taken from ECO 110/111, HIS 130/ 
131, POS 201/204, SOC 111, SOS 111/120. 


W - Writing Emphasis Course: Two Required. 
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MECHANICAL 
EMPHASIS 


SUGGESTED SEQUENCE: Students may select 
courses from any of the categories, but it is sug- 
gested that these sequences be followed to ensure 
that the proper prerequisites have been com- 
pleted. 


Introductory Courses Credits 
*MAT 139 ~— Algebra 4 
*MAT 140 __‘ Trigonometry 4 
MET 121 Manufacturing 
Processes I 2 
MET 141 ~— Mechanical 
Drawing I 2 
ENG 110 Written Expression 3 
Additional Courses for Certificate 
MET 122 Manufacturing 
Processes II 3 
PHY 161 Physics I 4 
MET 132 Applied Mechanics 4 
MET 142 Mechanical 
Drawing II 
with CAD 2 
MET 112 Metrology 3 
MET 263 Engineering 
Statistics and 
Quality Control Freya 
33 
Remaining Courses for Degree 
CST 122 FORTRAN 3 
PHY 162 Physics II 4 
MET 253 Engineering 
Materials and 
Industrial 
Processes 3 
ENG 150 Technical Writing 3 
MET 211 Computer Aided 
Drafting 2 
Pee Social Science 6 
MET 235 Strength of 
Materials 3 
MET 220 Programming CNC 
Machine Tools Mes Didc 
27 
4 Crds. Technical Electives 
AAS Industrial Technology 
(Mechanical Emphasis) 
Minimum Credits 64 


Approved Technical Electives: 

MET 118, 125, 221, 222, 223, 224, 238, 244, 246, 
248, 280, 285, 286, 287, EET 111, 112, 125, 126, 
255, 256, 257, CHM 145, 146, MAT 181, 182. 


* Must have a minimum of 4 hours of Mathemat- 
ics as a requirement for the degree if background 
makes it unnecessary to take MAT 139 Algebra 
and MAT 140 Trigonometry. 


tOne must be taken from ECO 110/111, HIS 130/ 
131, POS 201/204, SOC 111, SOS 111/120. 


W - Writing Emphasis Course: Two Required. 


PRODUCTION 
MANAGEMENT 
EMPHASIS 


SUGGESTED SEQUENCE: Students may select 
courses from any of the categories, but it is sug- 
gested that these sequences be followed to ensure 
that the proper prerequisites have been com- 
pleted: 


Introductory Courses Credits 
*MAT 139 _— Algebra 4 
*MAT 140 Trigonometry 4 
MET 121 Manufacturing 
Processes I 2 
MET 141 ~_—— Mechanical 
Drawing I 2 
ENG 110 Written Expression 3 
Additional Courses for Certificate 
MET 122 Manufacturing 
Processes II 3 
PHY 161 Physics I 4 
MET 142 Mechanical 
Drawing II 
with CAD 2 
MET 285 Time, Motion & 
Wage Study 2 
BUS 255 Industrial Labor 
Relations 2 
MET 263 Engineering 
Statistics and 
Quality Control 2 
MET 286 Production Control 2 
32 
Remaining Courses for Degree 
CST 122 FORTRAN 3 
ENG 150 Technical Writing 3 
MET 280 Management 
Decisions 2 
MET 287 Plant Layout and 
Materials Handling 2 
MET 211 Computer Aided 
Drafting 2 
bai ba Social Science 6 
MET 112, Metrology 3 
BUS 252 Supervision of 
Personnel 2 
MET 220 Programming CNC 
Machine Tools 3 
BUS 246 Principles of 
Management 3 
29 
3 Crds. Technical Electives 
AAS Industrial Technology 
(Production Management) 
Minimum Credits 64 


Approved Technical Electives: 

MET 118, 125, 132, 221, 222, 223, 224, 235, 238, 
243, 244, 246, 248, 253, EET 111, 112, 125, 126, 
255, 256, 257, CHM 145, 146, MAT 181, 182. 


* Must have a minimum of 4 hours of Mathemat- 
ics as a requirement for the degree if background 
makes it unnecessary to take MAT 139 Algebra 
and MAT 140 Trigonometry. 


tOne must be taken from ECO 110/111, HIS 130/ 
131, POS 201/204, SOC 111, SOS 111/120. 


W - Writing Emphasis Course: Two Required. 


QUALITY ASSURANCE ee 
EMPHASIS : 


SUGGESTED SEQUENCE: Students may select 
courses from any of the categories, but it is sug- 
gested that these sequences be followed to ensure 
that the proper prerequisites have been com- 
pleted. 





Introductory Courses Credits 
MAT 139 Algebra 4 
MAT 140 Trigonometry 4 
MAT 125 Statistics 1w/Computers 3 
MET 113 Engineering Drawing I 2 
ENG 110 Written Expression I a 
Additional Courses for Certificate 
SQC 100,200 Orientation 0 
CST 105 Understanding Computers 3 
MET 121 Manufacturing 
Processes I 2 
S$Qc 111 Acceptance Sampling 3 
SQC 112 Metrology 3 
SQC 113 Statistical Process Control 3 
SQC 220 Senior Practicum 3 
33 
Remaining Courses for Degree 
MAT 224 Statistics II 3 
PHY 161 _— Physics I 4 
CHM 120 ~=—- Fundamentals of 
Chemistry 4 
MET 122 ~=— Manufacturing 
Processes II 3 
ENG 150 ‘Technical Writing a 
tSocial Science Electives 6 
SQC 244 __ Reliability and Life 
Testing 5 
MAT 245 __sIntro to Design of 
Experiments 3 
EET 183 _— Applied Electricity 3 
32 
AAS Industrial Technology 
Quality Assurance Emphasis 
Minimum Credits 65 


tOne must be taken from ECO 110/111, HIS 130/ 
131, POS 201/204, SOC 111, SOS 111/120. 





W - Writing Emphasis Course: Two Required. 


CURRICULUM ADVISORY COUNCIL 
QUALITY ASSURANCE 


CARY FRYE - Crowley Foods 

JACK E. HOSTETLER - IBM, Retired 
DONALD W. HOGAN - IBM, Retired 

RALPH SIMON - Anitec Imaging Corporation 
ARTHUR E. JAMISON - IBM 

WILLIAM VICK - Universal Instruments Corp. 
KEN HULL - United Health Services 
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BUSINESS 


DEPARTMENT CHAIRPERSON, Richard P. Behr 
Business Building, Room 107 
Telephone 778-5008 


ACADEMIC ADVISOR, Wayne Lockwood 
Business Building, Room 103 
Telephone 778-5008 


CURRICULUM COORDINATOR, John Bunnell 
Business Building, Room 218 
Telephone 778-5143 


CURRICULUM COORDINATOR, Ray Van Ness 


Business Building, Room 003 
Telephone 778-5355 


CURRICULUM COORDINATOR, Reynald Wojdat 
Business Building, Room 106 
Telephone 778-5171 





The Department of Business offers programs in five areas of study — 
Accounting, Business Administration, Hotel/Restaurant Management, Mar- 
keting Management and Travel and Tourism. In addition, the account- 
ing curriculum offers an emphasis in banking, the marketing/manage- 
ment curriculum offers emphases in marketing, management, and 
entrepreneurship, and the Business Administration Program offers empha- 
ses in International Business and Healthcare Services Administration. 

All Business Programs are planned with the assistance of advisory 
committees made up of individuals currently working in the various areas of 
business involved. To assist the incoming student in selecting the proper 
option, all have a common first semester. Thus, the student can delay 
selection of a program until registration for the second semester. During the 
first semester of study, all full-time students will be assigned an advisor to 
assist them in selecting a program and appropriate courses. 

Programs in Accounting, Entrepreneurship, Hotel/Restaurant Manage- 
ment, Management, Marketing, Banking and Travel/Tourism are career 
oriented and designed to prepare the graduate for immediate employment. 
Opportunities exist locally for careers in these fields. The student should note 
that, although these programs are not designed specifically for transfer, they 
do provide good transfer opportunities to many four-year colleges and 
universities. Many four-year schools will accept graduates of these programs 
at full junior status. 

The Business Administration, Healthcare Services Administration and 
International Business Programs are designed to facilitate transfer to four- 
year colleges and universities. If the proper elective sequences are followed, 
these options will allow the student junior status at almost all four-year 
schools. It is of the utmost importance that students confer with their advisor 
before choosing electives. 

In addition to the programs described above, the Department of Business 
offers uniquely constructed programs in Accounting and Marketing/Man- 
agement for part time evening and College-on-the-Weekend students. The 
College-on-the-Weekend program offers students the opportunity to take 
classes which meet only every third weekend for a total of only six weekends 
per semester. 

Cooperative work experience is available to many business students. 
Hotel/Restaurant Management and Travel/Tourism Management students 
are offered internships for credit as part of their curriculum. These opportu- 
nities offer the student first hand practical experience and college credit. 


CURRICULUM ADVISORY COUNCIL 


HOTEL/RESTAURANT MANAGEMENT 
LISA BERNARDO — Vice President & General Manager 
Best Western Kings Inn 
BILL KIESWER — Owner, Kiwis 
STEPHEN J, LUPO — Partner, Lupo's S&S Char Pit 


DAVID MAINES — Owner, Maines Paper & Food Services 
JAMES McCOY — Owner, Hotel DeVille 

PATRICK T. REARDON — Owner, P.T. Reardon's 

ROB SALAMIDA — Owner, Rob Salamida Co. 

MABEL STOLTZ — Owner, McDonald's (STOMAC) 








CURRICULUM ADVISORY COUNCIL 


GENERAL BUSINESS 
RON BARBER — Matco Electric Co. 
FRANK BERRISH — IBM Credit Union 
ROBIN DEBRITA — Simmonds Precision 
STEVE GARDNER — GHS Credit Union 
RUTH GDOVIN — Personnel, Broome County 
JOHN GIANGRIECO — Universal Instruments, Inc. 
VERNON GOAD — CVS Drug Stores, Inc. 
DOREEN GLOWIENKA — IBM Corporation 
CLYDE GRUVER — Century 21 Clyde Gruver Realty 
ED HOGG — Chase Lincoln First Bank 
JANET KANICK — Dover Electronics, Inc. 
TOM KETRICK — Ketrick Insurance, Inc. 
BOB MOPPERT — MAPES Moving and Storage, Inc. 
ROB SALAMIDA — Rob Salamida Co. 
MARK STANLEY — C.P.A. 
DENNIS WALKER — C,P.A. 
BOB WHITE — Jo-Kel Restaurant, Inc. 


CURRICULUM ADVISORY COUNCIL 


TRAVEL AND TOURISM 


DEBBIE BIANCO — Liberty Travel 

TAMI DENARDO — Broome County Convention & 
Visitors Bureau 

SCHELLE'Y A. HOYT-KOLOSNA 

KAREN KERR — Apple Travel 

KIM MITCHELL — All Aboard Travel 

LORI PICCIRILLI — Lormar Travel 

DAN SMITH — Hertz 

MARIAN SMITH — Carlson Travel 

JAMES VAN WOERT — USAir District Sales Office 





ACCOUNTING 


Sequence of Courses: This model is a two year course schedule for students 
meeting all program requirements and deciding to pursue full time study. 
Schedules will be redesigned for those requiring preparatory courses or those 
deciding to pursue part time study. 





Hours Credits 
FIRST YEAR per Week per 
Fall Semester Class Lab Semester 
BUS 100 Accounting I................. 4 0 4 
BUS 107 Freshman Experience... 1 0 1 
BUS 118 Business Law1............. 3 0 3 
BUS 141 Marketing ...............00 3 0 3 
ENG 110 Written Expression!.... 3 0 3 
*BUS 112 Quantitative Business 
DICUIMIGS sonsaedesss Bbiaetesorss 3 0 3 
17 0 17 
Spring Semester 
BUS 101 Accounting II ............... 4 0 4 
BUS 120W Business Law I1............. 3 0 3 
CST 107 _ Business Appl. Micro 
SSOMINDUIUEE wesssus sogsaceasaasc’ 3 0 3 
BUS Elective (Pick one elective 
from group A below) .... 3-4 0-2 3-4 
**MAT117 _—_ Elementary Finite 
Math/Algebra................ Bilbo slne ta Miafe Op oo pide oy 
16-18 0-2 16-18 
SECOND YEAR 
Fall Semester 
#BUS 200 Intermediate AccountingI 4 0 4 
#BUS 205 Cost Accounting 1........ 4 0 4 
oo Math/Science Elective.. 3-4 0-3 3-4 
ECO 110W Micro Economics ......... 3 0 cy 
SPK 102 Effective Speaking ....... 3 0 3 
17-18 0-3 17-18 
Spring Semester 
#BUS 201 Intermediate Accounting 
TE Bk Peace shavae 4 0 4 
#BUS 206 Cost Accounting II 
or 
#BUS 210 Managerial Accounting 4 0 4 
ENG 220 Communicating About 
Walites ter ce-stcerenssssbens esees 3 0 3 
BUS Elective (pick one elective 
from group B below).... 3-4 0-2 3-4 
—— Social Science Elective 3 0 3 
17-18 0-2 17-18 


Total Credits: 67-71 


*Depending on Mathematics entrance testing scores and Math back- 
ground, the student will take: MAT 090 and QBM or QBM or Introduction to 
Business. 


**Students planning to transfer are advised to take MAT 139 or higher. 


Group A Electives: BUS 115, BUS 210, BUS 224, BUS 245, BUS 248, BUS 262, 
or a programming language (CST). 

Group B Electives: BUS 206, BUS 210, BUS 224, BUS 245, BUS 248, 
BUS 262, BUS 270 BUS 295 or a programming language (CST). 


#Take these courses in the semester (spring or fall) indicated. They are not 
offered in all semesters. 


W - Writing Emphasis Course 


Students should check with their advisor during the scheduling process to 
make sure courses are taken in proper sequence and any prerequisites have 
been met. Some flexibility is available as to when courses must be taken, but 
not all courses are offered every semester. ’ 


ACCOUNTING 


Banking/Finance 
Emphasis 


Sequence of Courses: This model is a two year course schedule for 
students meeting all program requirements and deciding to pursue full- 
time study. Schedules will be redesigned for those requiring preparatory 
courses or those deciding to pursue part-time study. 





Hours Credits 
FIRST YEAR per Week per 
Fall Semester Class Lab Semester 
BUS 100 Accounting I................. 4 0 4 
BUS 118 Business Law] ............. 3 0 3 
BUS 141  Marketing.................. S 0 3 
ENG 110 Written Expression ...... 3 0 3 
BUS 107 Freshman Experience.. 1 0 1 
*BUS 112 Quantitative Business 
MetnOdS sesttccrtststerscts 3 0 3 
Total 17 0 17 
Spring Semester 
a Math or Science 
BI CCHIVE ies cedteccvosvesoes sacs 3-4 0-3 3-4 
BUS 101 Accounting II ............... 4 0 4 
BUS 120W Business Law II............ 3 0 3 
#BNK 168 Principles of Banking... 3 0 3 
CST 107 Bus. Appl on 
Microcomputer ............ 3 0 3 
Total 16-17 0-3 16-17 
SECOND YEAR 
Fall Semester 
BNK Banking Elective .......... 3 0 3 
#BUS 131 Personal Finance.......... 3 0 3 
BUS 152 Selling Fundamentals.. 3 0 3 
ECO 110W Micro Economics ......... 3 0 3 
—— Math/Science Elective.. 3-4 0-3 3-4 
SPK 102 Effective Speaking ....... S 0 3 
Total 18-19 0-3 18-19 
Spring Semester 
ENG 220 Communicating About 
Values acGcatuscstitvevacadese 3 0 3 
#BUS* 135. Investments ..:s:c.ss+.cceres 3 0 3 
BNK Banking Elective .......... 3 0 3 
ECO 111 Macro Economics ........ 3 0 3 
BUSH224~) Busi Finance caicccsstesse. 3 0 4) 
Total 15 0 15 


Total Credits: 67-68 

*Depending on Mathematics entrance testing scores and math 
background, student will take: MAT 090 and QBM or QBM or Introduc- 
tion to Business. 


#Take these courses in the semester (spring or fall) indicated. They are 
not offered in all semesters. 


W - Writing Emphasis Course 

Students should check with their advisor during the scheduling process 
to make sure courses are taken in proper sequence and any prerequi- 
sites have been met. Some flexibility is available as to when courses 
must be taken, but not all courses are offered every semester. 


NOTE: BNK courses meet evenings only. 
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BUSINESS 
ADMINISTRATION 


TRANSFER PROGRAM 





Sequence of Courses: This model is a two year course schedule for students 
meeting ali program requirements and deciding to pursue full time study. 
Schedules will be redesigned for those requiring preparatory courses or those 
deciding to pursue part time study. 





Hours Credits 
FIRST YEAR per Week per 
Fall Semester Class Lab Semester 
BUS 100 Accounting I............... 4 0 4 
BUS 107 ~ Freshman Experience... 1 0 1 
BUS 118 Business Law] ............. 3 0 3 
BUS 141 Marketing... 3 0 3 
ENG 110 Written Expression!.... 3 0 3 
*BUS 112 Quantitative Business 
Methods 73) eine io 0 s 
Total 17 0 17 
Spring Semester 
BUS 101 Accounting II ............... 4 0 4 
BUS 120W Business Law II............ 5) 0 3 
BUS 115 Business Statistics ....... 5! 0 3 
§— — Business, Computer 
Studies or Liberal Arts 
and Related Careers 
ElOChIVe wick eccostcessaanohue 3 0-2 3 
SPK 102 Effective Speaking........ 3 0 3 
§— — Select one of the following: 
CST 115 Introduction to PASCAL 2 2 8! 
CST 118  IntroductiontoCOBOL 2 2 3 
CST 107 Business Appl. 
Microcomputer ............ 3 0 3 
Total 18-19 0-4 19 
SECOND YEAR 
Fall Semester 
ECO 110W Micro Economics ......... 3 0 3 
MAT 145 Finite Math or higher # 
MAT course 
(except MAT 161, 162). 3 0 3 
—_— Lab Science Elective .... 3 3 4 
§— — Liberal Arts and Related 
Careers Elective ........... 3 0 3 
PED Physical Education ...... 2 0 1 
§— — Liberal Arts and Related 
Careers or Business or 
Computer Studies 
Elective noni ee ee fat 3-4 0-3 3-4 
Total 17-18 3-6 17-18 
Spring Semester 
ECO 111 Macro Economics ...... 3 0 3 
MAT 146 _ Introduction to Calculus 3 0 3 
oo Lab Science Elective. 3 3 4 
§— — Liberal Arts and Related 
Careers Elective ........... 3 0 3 
ENG 220 Communicating About 
Vales cite h eects 3 0 3 
Total 15-16 0-3 16-17 


Total Credits: 69-71 


*Depending on Mathematics entrance testing scores and Math 
background, the student will take: MAT 090 and QBM or QBM or 
Introduction to Business. 


§To maximize transfer credit, students must see their academic advisor for 
counseling concerning the proper selection of business, Liberal Arts and 
Related Careers, and computer science electives. Generally, Liberal Arts and 
Related Careers electives are recommended for transfer. 
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BUSINESS 
ADMINISTRATION 


International Business 
Emphasis 


TRANSFER PROGRAM (This program will be offered pending State 
Education Department Approval.) 





Hours Credits 
FIRST YEAR per Week per 
Fall Semester Class Lab Semester 
BUS 100 Accounting I............... 4 0 4 
BUS 107 Freshman Experience 1 0 1 
BUS 118 Business Law 1I........... 3 0 3 
*BUS 141 Marketing..........0......... 3 0 3 
ENG110 Written Expression I.. 3 0 3 
*BUS 112 Quant. Bus. Methods or 
Intro to Business ......... 3 0 3 
17 0 17 
Spring Semester 
BUS 101 Accounting II .............. 4 0 4 
BUS 120W Business Law II............ is 0 3 
BUS 115 — Business Statistics ....... 3 0 3 
ANT 111 Cultural Anthropology. 3 0 3 
Foreign Language ........ 4 0 4 
CST 107 Bus. Applic. Micro- 
COMPULE Mires scetsectiaes 3 0 3 
20 0 20 
SECOND YEAR 
Fall Semester 
ECO 110W Microeconomics........... 3 0 3 
MAT 145 _ Finite Math or higher # 
MAT course 
(except MAT 161 
and MAT 162) ............... 3 0 3 
—— Lab Science Elective... 3 3 4 
— Foreign Language ........ 4 0 4 
PED Physical Education ...... 2 0 1 
SOS/BUS 116 Social & Cult. Dim. Int. 
Bus./Bus in a Global 
BNVIGE a seeecret eect 3 0 3 
18 3 18 
Spring Semester 
ECO 111 Macroeconomics .......... 3 0 3 
MAT 146 _ Intro to Calculus.......... 3 0 3 
— Lab Science Elective... 3 3 4 
— Foreign Language or.... 3-4 0 3-4 
an elective from below # 
ENG 220 Communicating About 
Valunes pees etesniis 3 0 3 
15-16 a 16-17 


# HIS 115, HIS 190, GEO 120, ART 102, ART 104, OR HIS 141 
Total Credits: 71-72 
*Depending on Mathematics entrance score and Math background, 


the student will take MAT 090 and QBM or QBM or Introduction to 
Business. 


BUSINESS 
ADMINISTRATION 


Healthcare Services 
Administration Emphasis 


TRANSFER PROGRAM* (This program will be offered pending State 
Education Department Approval.) 





Hours Credits 
FIRST YEAR per Week per 
Fall Semester Class Lab Semester 
BUS 2100 SUACCOUNTING ii cicscssecce 4 0 4 
BUS 118 Business Law] ............. 3 0 3 
BUS MUA Toe Marketing vicnccccge-soncess 3 0 > 
#BUS 112 Quantitative Business 
Methods vatsc.crrectesrsoteress 3 0 3 
BUS 107 Freshman €Experience.. 1 0 1 
ENG 110 Written Expression!I.... 3 0 3 
Total 17 0 17 
Spring Semester 
BUS 101 Accounting I1................ 4 0 4 
BUS 120W Business Law II............ 3 0 3 
**MAT117 —_‘_ Elem. Fin. Math OR..... 4 0 4 
MAT 139 PR rceertiesccrccstecteseseceaeiiees 
CST 107 _ Business Applications 
onthe Microcomputer. 3 0 3 
HCM193 Intro to Health Care 
VSEEMS ecaccsecadseiestuctadess i! 0 3 
Total ily 0 17 
SECOND YEAR 
Fall Semester 
ECO 110W Microeconomics........... 3 0 3 
BIO 131 Human Biology I.......... 3 2 4 
SPK 102 Effective Speaking........ 3 0 3 
HCM 194 _— Healthcare Cost Containment 
BIMANCE es scccstscctettosteess 3 0 3 
BUS 115 Business Statistics ....... 3 0 3 
BUS 245 Management, A 
Behavioral Approach OR 3 0 3 
BUS 248 Human Resource 
Management ...........00068 
Total 18 2 19 
Spring Semester 
Math, Science, Liberal Arts Elective.. 3 0 
BIO 132 Human Biology II ........ 3 2 4 
ENG 220 Communicating About 
Wallies ltstcitertstrversectsssess 0 3 
HCM BICCEIVE Rare ccstesccecesethetens- 3 0 3 
ECO 111 Macroeconomics .......... 3 0 3 
PED Physical Education ...... 2 0 1 
Total 17 2 17 


Total Credits: 70 


#Depending on Mathematics entrance testing scores and Math back- 
ground, the student will take: MAT 090 and QBM or QBM or Introduction to 
Business. 


*This program is recommended for transfer to Healthcare Services Admin- 
istration, Healthcare Management, and similar programs. 


**or higher number four credit math course. 


HOTEL/RESTAURANT 
MANAGEMENT 





Hours Credits 
FIRST YEAR per Week per 
Fall Semester Class Lab Semester 
BUS 100 Accounting I................. 4 0 4 
BUS 107 Freshman Experience.. 1 0 1 
*BUS 112 Quantitative Business 
Methods Rea a ivintesoseves 3 0 3 
BUS 118 Business Law] ............. 3 0 3 
BUS 141 Marketing .......... eee 3 0 3 
ENG 110 Written ExpressionI.... 3 0 3 
17 0 17 
Spring Semester 
**BHM 110 Sanitation and Safety... 2 0 2 
**BHM 125W Hospitality Law............. 3 0 4 
**BHM 150 Hospitality Operations 
SEM Maresescsssscercisstses 4 0 3 
BUS 152 Selling Fundamentals.. 3 0 3 
CST 107 _ Business Applications on 
the Microcomputer...... 3 0 3 
Social Science Elective 3 0 3 
18 0 17 
SECOND YEAR 
Fall Semester 
$ BHM201__Hotel/Restaurant 
Internship Tectciacapassess 3 0 3 
**BHM 215 Culinary Arts Theory 
Development .........000008 1 6 3 
**BHM 235 Hotel & Restaurant Cost 
CORTON Ae tesevccatssssesents 4 0 4 
**BUS 248 Human Resource 
Management ...,.......+60 3 0 3 
MAT113 Math Explorations 
(or higher #MAT course) 3 0 3 
ECO110W Microeconomics .......... 3 0 3 
17 6 19 
Spring Semester 
**BUS 262 Small Business 
Management ............040 3 0 3 
**BUS 229: Advertising .......:s.serces0 4 0 4 
$BHM 297 Hotel/Restaurant 
Internship II ...........0000. 3 0 3 
SPK 102 __ Effective Speaking........ 3 0 3 
ENG220 Communicating About 
Valuesiere een a ee 3 0 3) 
Math/Science Elective. 3 0-2 3 
19 0-2 19 


Total Credits: 72 

*Depending on Mathematics entrance testing scores and Math 
background; student will take: MAT 090 AND QBM OR QBM OR BUS 
110 — Introduction to Business. 


** Take these courses in the semester (fall or spring indicated). They 
are not offered in all semesters. 


$ Internships maybe taken and/or completed during the summer. 

W - Writing Emphasis Course 

Students should check with their advisor during the scheduling process 
to make sure courses are taken in proper sequence and any prerequi- 


sites have been met. Some flexibility is available as to when courses 
must be taken, but not all courses are offered every semester. 
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ENTREPRENEURSHIP 


Degree: AAS Marketing/Management/Sales 





Sequence of Courses: This model is a two year course schedule for 
students meeting all program requirements and deciding to pursue full 
time study. Schedules will be redesigned for those requiring preparatory 
courses or those deciding to pursue part time study. 


Hours Credits 

FIRST YEAR per Week per 
Fall Semester Class Lab Semester 

BUS 100 Accounting I.............. 4 0 4 

BUS 118 Business Law1............. 3 0 3 

BUS 141 Marketing... 3 0 3 
*BUS 112 Quantitative Business 

Methodsisa:cewtestis: 3 0 3 
BUS 107 Freshman Experience... 1 0 1 
ENG 110 Written Expression I.... 3 0 3 


17 0 17 
Spring Semester 
CST 107 Bus. Appl. Micro 
Compoten cone on 3 0 3 
BUS 101 Accounting II ............... 4 0 4 
BUS 120W Business Law II............ 3 0 3 
—— Social Science Elective 3 0 3 
MAT 117 Elem. Finite Math 
(or higher #MAT course) 3-4 0 3-4 
16-17 0 16-17 
SECOND YEAR 
Fall Semester 
BUS 131 Personal Finance.......... 3 0 3 
#BUS 224 Business Finance ......... 3 0 3 
SPK 102 Effective Speaking........ 3 0 3 
tPHS 111 Physical Science Today 3-4 3 3-4 
ECO 110W Micro Economics ....... 3 0 3 a 
15-16 3 15-16 
Spring Semester 
#BUS 266 —— Adv. + Pro. for SB ........ 4 0 4 
#BUS 263. Small Business Seminar 4 0 4 
BUS 245 Management Behavioral 3 0 3 
ENG220 Communicating About 
Values Sut ew ieee et 3 0 3 
(Select one of the following) 
HEBUS 297 © Co-Oniiinsc.-ccvicoleaces 3 0 3 
or 
BUS Business Elective ......... 3-4 0 3-4 
17-18 0 17-18 


Total Credits: 65-68 


*Depending on Mathematics entrance testing scores and Math 
background, the student will take: MAT 090 and QBM or QBM or 
Introduction to Business. 


tStudents who are planning to transfer are advised to take a four credit 
lab science elective. 


## Recommended. 


# Take these courses in the semester (spring or fall) indicated. They are not 
offered in all semesters. 


W - Writing Emphasis Course 


Students should check with their advisor during the scheduling process 
to make sure courses are taken in proper sequence and any prerequi- 
sites have been met. Some flexibility is available as to when courses 
must be taken, but not all courses are offered every semester. 


MANAGEMENT 


Degree: AAS Marketing/Management/Sales 





Sequence of Courses: This model is a two year course schedule for 
students meeting all program requirements and deciding to pursue full 
time study. Schedules will be redesigned for those requiring preparatory 
courses or those deciding to pursue part time study. 


Hours Credits 
FIRST YEAR per Week per 
Fall Semester Class Lab Semester 
BUS 100 Accounting 1............... 4 0 4 
BUS 118 Business Law1............. 3 0 3 
BUS 141 Marketing..............00000 3 0 3 
ENG 110 Written Expression1.... 3 0 3 
*BUS 112 Quantitative Business 
Methoas..s,.0vt tents 3 0 3 
BUS 107 Freshman Experience.. 1 0 1 
17 0 17 
Spring Semester 
BUS 101 Accounting HI ............... 4 0 4 
BUS 120W Business Law II............ 3 0 5! 
BUS 152 Selling Fundamentals.. 3 0 3 
—_—— Lab Scenice ands i, 3 3 4 
MAT 139 Algebra or higher 
numbered math 
COUTSO seth parca attests 3-4 0 3-4 
16-17 3 17-18 
SECOND YEAR 
Fall Semester 
BUS 115 Business Statistics ....... 3 0 3 
#BUS 224 Business Finance ......... 3 0 3 
BUS 245 Management: 
A Behavioral 
ADDIOSC i ieutelatscsusce 3 0 3 
CST 107 Business Appl. Micro 
COMPUter Wi sctescerectoo.ete 3 0 3 
SPK 102 Effective Speaking........ 3 0 3 
ECO 110W Micro-Economics ........ 3 0 3 
18 0 18 
Spring Semester 
ENG 220 Communicating About 
Waltsesy nur teacout tite ccs 3 0 3 
#BUS 270 Management Science... 3 0 3 
BUS 248 Human Resource 
Management ............000 3 0 3 
ECO 111 = Macro-Economics ........ 3: 0 3 
$—— BUS/CST or 
Liberal and 
General Studies 
Elective issiicicticsen...- 2-3 0-2 3 
14-15 0-2 15 


Total Credits: 67-68 


*Depending on Mathematics entrance testing scores and Math 
background, the student will take: MAT 090 and QBM or QBM or 
Introduction to Business ; 


# Take these courses in the semester (spring or fall) indicated. They are 
not offered in all semesters. 


W - Writing Emphasis Course 

Students should check with their advisor during the scheduling process to 
make sure courses are taken in proper sequence and any prerequisites have 
been met. Some flexibility is available as to when courses must be taken, but 
not all courses are offered every semester. 


$ Students should not use BUS 110 Introduction to Business as their elective. 


MARKETING 


Degree: AAS Marketing/Management/Sales 





Sequence of Courses: This model is a two year course schedule for 
students meeting all program requirements and deciding to pursue full 
time study. Schedules will be redesigned for those requiring preparatory 
courses or those deciding to pursue part time study. 


Hours Credits 
FIRST YEAR per Week per 
Fall Semester Class Lab Semester 
BUS 100 a) Accounting eich anes 4 0 4 
BUS 118 — Business Law] ............. 3 0 3 
BUS 141 Marketing.................. 3 0 3 
ENG 110 Written Expression!I.... 3 0 3 
*BUS 112 Quantitative Business 
Methods = .siac tos eee: 3 0 3 
BUS 107 Freshman €Experience.. 1 0 1 
17 0 We 
Spring Semester 
BUS 120W Business Law II ............ 3 0 3 
BUS 248 Human Resource 
Management ...............+ 3 0 3 
ECO 110W Micro Economics ......... 3 0 2 
PSY 110 General Psychology...... 3 0 a 
SPK 102 Effective Speaking ....... 3 0 3 
15 0 15 
SECOND YEAR 
Fall Semester 
#BUS 229 Advertising .............00 4 0 4 
CST 107 Business Appl. Micro 
Computer yiccvccevessttss 3 0 3 
BUS 152 Selling Fundamentals.. 3 0 3 
PHS 111 Physical Science 
fON T Oda oasecccueerctane 2 2 3 
BUS Business Elective ......... 3-4 0 3-4 
ENG 220 Communicating About 
Wallies yesiencecaverstaverteues 3 0 3 
18-19 2 19-20 
Spring Semester 
#BUS 129 Consumer Behavior ..... 3 0 3 
BUS 269 Business Reports & Computer 
Communications ......... 3 0 3 
#BUS 242 Marketing Seminar ...... 3 0 3 
BUS 245 Management: 
A Behavioral 
ANproach iss. tie) cetios 3 0 3 
#BUS 267 Retailing in a Service 
ECONOMY scasesssesseevivensnts 3 0 3 
—— Mathematics or Science 
B@CHIVE ete uttecuvensse 3-4 0-3 3-4 
18-19 0-3 18-19 


Total Credits: 69-71 


*Depending on Mathematics entrance testing scores and Math 
background, the student will take: MAT 090 and QBM or QBM or 
Introduction to Business 


# Take these courses in the semester (spring or fall) indicated. They are 
not offered in all semesters. 


+ Students who are planning to transfer are advised to take a four credit lab 
science elective. 


W - Writing Emphasis Course 


Students should check with their advisor during the scheduling process to 
make sure courses are taken in proper sequence and any prerequisites have 
been met. Some flexibility is available as to when courses must be taken, but 
not all courses are offered every semester. 


TRAVEL AND TOURISM 


COORDINATOR, Joan Bandurchin 
Business Building 
Telephone 778-5008 





Sequence of Courses: This model is a two year course schedule for students 
meeting all program requirements and deciding to pursue full time study. 
Schedules will be redesigned for those requiring preparatory courses or those 
deciding to pursue part time study. 


Hours Credits 
FIRST YEAR per Week per 
Fall Semester Class Lab Semester 
BUS 100 Accounting 1................ 4 0 4 
BUS 107 Freshman Experience.. 1 0 1 
*BUS 112 Quantitative Business 
IMETNOUS cc .aatetctsket: 3 0 3 
BUS 118 Business Law1............. 3 0 3 
BUS 141 Marketing... 3 0 3 
ENG 110 Written Expression...... 3 0 3 
17, 0 17 
Spring Semester 
CST 107 Bus. Applic. on 
Microcomputer ............ 3 0 3 
BUS 229 = Advertising ...........:.00 4 0 4 
DOT100 Keyboarding................. 1 0 1 
**TTM102 Intro to Travel & Tourism 3 0 3 
GEO120 World Geography ......... 3 0 3 
BUS 120W Business Law I]I............ 3 0 3) 
17 0 17 
SECOND YEAR 
Fall Semester 
BUS 152 Selling Fundamentals.. 3 0 3 
ECO110W Microeconomics........... 3 0 3 
**TTM117W Tourism Suppliers & 
Wholesalers ..........sss00 3 0 3 
**TTM217 Airline Ticketing & 
Documentation ............ 3 0 3 
**TTM260 —_ Destination/Convention 
Marketing & Management 3 0 3 
MAT113 = Math Explorations 
(or > #math course)... 3 0 3 
18 0 18 
Spring Semester 
Select one of the following: 
$TTM 298 Travel & Tourism Externship 
OR 
BUS —— Business Elective ......... 3 0 3 
BUS 262 Small BusinessMgmt.. 3 0 3 
ENG 220 Communicating About 
Wallies: fice nsiscsrerves chests 3 0 3 
SPK 102 Effective Speaking........ 3 0 3 
**TTM291 Computerized Reservations 
Systems! Fesceiyesiteveststte a 0 3 
—— Math/Science Elective. 3 0 3 
18 0 18 


Total Credits: 70 

*Depending on Mathematics entrance testing scores and Math 
background, the student will take: MAT 090 and QBM or QBM or 
Introduction to Business 


**Take these courses in the semester (fall or spring) indicated. They 
may not be offered every semester. 


$ Internships may be taken and/or completed during the summer. 
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ASSOCIATE IN APPLIED SCIENCE - BUSINESS 


(FOR PART-TIME EVENING AND WEEKEND STUDENTS ONLY) 


ACCOUNTING 


DEPARTMENT CHAIRPERSON, Richard Behr, 778-5008 
ACADEMIC ADVISOR, Wayne Lockwood, 778-5008 





SUGGESTED SEQUENCE: Students may select courses from any of 
the categories, but it is suggested that these sequences be followed to 
ensure that the proper prerequisites have been completed. 





Introductory Courses Credits 

BUS? 100\8 “Accounting | iihia ccencedas ae ete ee 4 
#BUS 112 Quan. Business Methods ..ccccscccceccccscsscssscoeccescosesosess 3 

BUS .118) \:Business Taw) Tinea ae deme 3 

BUS:')141.\\ Marketing. i siuhis. dereiaes oan ee eee bee 3 

ENG: 110)" Written’ Expression Tie) Ce hee an, 3 
Additional Courses for Certificate 

BUS: 9101 A AccenintingHititnes stems nc nomen ek amen 4 

BUS 200 _ Intermediate Accounting I .....sc..ssssscssssssssssseccsecscossses 4 

BUS Business Bective tee eo Pie Mild Wale die 3-4 

CST); .107..) Bus'Apletn Micro Comp f.aseseun es 3 

—_— Docial Science Electives... ceca ya In ln 3 

33-34 

Remaining Courses for Degree 

BUS | I20W Business Lavy 117i n fe Wee ok nie Sade 3 

BUS 201 Intermediate Accounting Th ye titel ae 4 

BUS, 205 (:); Cosb' Accounting Lostnc ania: net SNOT TRG al 4 

BUS 210 Managerial Accounting 

or 
BUS, °206) i Cost-Accounting My. s cei iicisclcs, cee leet 4 
ENG 220 Communicating About 
VANLeeGi dizi fatty rae ese SURI YL Dh hoi fe wed) lh 3 
t—— Math or Science Elective .......ccccsssscescesssscsscssssssesecees 3-4 
+ _ Math 117 or higher 
numbered, Math Course) oi) eee he 3-4 

SPK 1029 Elfective Speaking aucute ceive heal we Ui 3 

BUS Business lective: ahjccs ny alma Neue fe 82 i) 3-4 

ECO /YICW:Micto: Economics een ek seat a aah 3 

AAS-Business (Accounting) 

Total Credits 66-70 


#Depending on Mathematics entrance test scores and math background, the 
student will take: MAT 090 and QBM, or QBM, or Introduction to Business, 


Students who are planning to transfer are advised to take a four credit lab 
science elective. 


*Students planning to transfer are advised to take MAT 139 or higher. 
Students should check with their advisor during the scheduling process to 
make sure courses are taken in proper sequence and any prerequisites have 


been met. Some flexibility is available as to when courses must be taken, but 
not all courses are offered every semester, 
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MARKETING/ 
MANAGEMENT/SALES 


General Emphasis 


SUGGESTED SEQUENCE: Students may select courses from any of the 
categories, but it is suggested that these sequences be followed to ensure that 
the proper prerequisites have been completed. 


Introductory Courses Credits 
BUS", 100)" ‘Accounting Tisit....atumenuten ami dieeeetaee kar 4 
BUS) 10! Accounting IT i222. ics ois ca hort so ee oe 4 

#BUS 112 Quan. Business Methods .......sc.sessesssssssssecsssessesosessesees 3 
BUS 118 ‘Business Law Tigucu ca oe cee 3 
ENG : )110' 3, Written. Expression. I'i:..cutau aaa ee 3 
BUS.) ).14.35(\: Marketitig '..%...0 sosccitunapoee acl aie eee 3 


Additional Courses for Certificate 


BUS 269 Business Reports and Computer Communications ...3 
—_—— Liberal Arts and Related Careers 
Blectiveni ie aaa cle Since, a is 
BUS Business Electives iii dekh ct 7 
33 
Remaining Courses for Degree 
BUS. 120W. Business Law TP aes 7 ccsscsscsccsscacee cone eels 3 
BUS Business, Biectives 2a .tcts.sss.dces, ite eae a 8 
—_—— Business Related Electives ...........ececssssssssssssssssessoseees 3 
(see below) 
—_— SOcial SCENE MISCHVE 3. csss0isccesscitesaserieee ect eee 3 
ENG 220 Communicating About Values .......cccscssssssssessesssescseess 3 
BUS) ) 115°") ‘Business’ Statistica... ssssxics nus areata eee 3 
TPHS 111 Physical Science for Today .......c..cescsecssssssessovecsescosesces 3 
—— Math or Science Elective .........cccccccscsssssessssssosossesoees 3-4 
ECO. 110W) Micro Economics etce.24. 4.08 cdasscivaun ee 3 
CST) 107). BussAplcts Miero COMP <...:-:.-:sececcecahehud ten te 3 


AAS in Marketing/Management 
Total Credits 





68-69 


Suggested Management Electives: BUS 210, BUS 224, BUS 245, BUS 246, 
BUS 248, BUS 252, BUS 255, BUS 258, BUS 262, BUS 270. 


Suggested Marketing Electives: BUS 110, BUS 129, BUS 131, BUS 135, BUS 
152, BUS 154, BUS 229, BUS 238, BUS 262, BUS 264. 


Business related courses choose from BUS, DOT, CST, TAE, MAT, MET, BNK. 


tStudents who are planning to transfer are advised to take a four credit lab 
science elective. 


NOTE: A number of choices exist in The Business - General Emphasis 
Program. By carefully selecting the proper Business courses, students can 
generate a concentration in a particular field, such as Sales, Retailing or 
Management. To identify these courses, students should discuss their inter- 
ests with their academic advisor. 


#Depending on Mathematics entrance test scores and math background; the 
student will take: MAT 090 and QBM, or QBM, or Introduction to Business. 


OFFICE 
TECHNOLOGIES 


DEPARTMENT CHAIRPERSON, Patricia Franks 
Business Building, Room 107 
Telephone 778-5008 





Broome Community College offers two AAS degree programs of study in 
the Department of Executive Secretary, Administrative Assistantand Records 
Information Management. The department also offers a nine-month Office 
Technologies Certificate, several options for Unit of Concentration Certifi- 
cates in Office Technologies and Records Information Management. 

Executive Secretary students become proficient in a variety of skills 
through study in such courses as keyboarding, shorthand (symbolic or 
alphabetic), office procedures, word processing, and information processing 
applications. Graduates are prepared to handle administrative and word 
processing responsibilities in traditional offices as well as in electronic 
offices. These positions can be found in banking, business, insurance, legal, 
medical, governmental, educational, industrial, and engineering offices. 

Administrative Assistant students concentrate their study in such areas 
as word processing concepts; text editing functions and applications; infor- 
mation processing using the spreadsheet, a data base, and graphics; and the 
administration of electronic offices. These graduates are prepared to handle 
the basic operations and administrative duties of the integrated electronic 
office. 

Office Technologies Certificate students complete a thirty-credit option 
of study in nine months for entry-level employment. This program is 
especially attractive for students with liberal arts background or limited 
office skills training. These students can design their own program as 
outlined on page 68. 

The Unit of Concentration Certificate is available for students who wish 
to obtain knowledge in a particular field without committing to a full-time 
degree program. A student may earn a certificate in Word/Information 
Processing, Shorthand/Speedwriting, Keyboarding, or Business Communi- 
cations by completing from three to five courses as outlined on page 68. 

The Records/Information Management program is designed to train 
students in the proper management of information, whether on paper, 
magnetic tape, parchment, computer disk, film, or optical disk. The program 
encompasses everything from the creation to distribution of records includ- 
ing retention, destruction, maintenance, archival preservation and micro- 
graphics. Graduates are prepared to fill management positions in local and 
state government offices as well as in business and industrial sites. 

Students are encouraged to become members of Collegiate Secretaries 
International. Membership in this organization affords students the oppor- 
tunity to combine an interest in new technology with inter-personal skills, 
develop teamworking abilities, network with peers and professionals, 
gain personal recognition, and meet community leaders. 


CURRICULUM ADVISORY COUNCIL 
EXECUTIVE SECRETARIAL 
WORD/INFORMATION PROCESSING 
OFFICE TECHNOLOGIES CERTIFICATE 


LYNN BARSIGIAN — Columbian Financial Group 


SUSAN BOWERS — Broome County Office of Employment 
and Training 

KATHLEEN BROWN, CPS — IBM Corporation 

CAROL GORENFLO — Universal Instruments 

BENITA SICKLES — NYS Electric and Gas Corporation 

KAREN TREICHLER — CAE Link 

REBECCA ZELASKA — Stafkings Personnel Systems 





EXECUTIVE SECRETARY 


Sequence of Courses: This model is a two year course schedule for 
students meeting all program requirements and deciding to pursue full time 
study. Schedules will be redesigned for those requiring preparatory courses 
or those deciding to pursue part time study. 








Hours Credits 
FIRST YEAR per Week per 
Fall Semester Class Lab Semester 
DOT 103 Keyboarding ............... 2 3 3 
DOT 109 Business English........... 3 0 3 
Pesan d ey) CBM il vncdt achlsesesirosyers 3 0 3 
BUS 118 Business Law................ 3 0 3 
ENG 110 Written Expression... 3 0 3 
14 3 15 
Spring Semester 
DOT 120 Word Processing 
Applications ............+0+ 2 3 3 
DOT 110 Gregg Shorthand ......... 2 3 3 
DOT 151W Business Communications 3 0 3 
RIM 100 Intro to RIM.............0. 3 0 3 
aa Lab Science Elective... 2 2 3 
a Social Science Elective.. 3 0 3 
15 8 18 
SECOND YEAR 
Fall Semester 
DOT 262 Personal & Professional 
Development Seminar. 3 0 3 
DOT 113 Shorthand Transcription 2 3 3 
DO TZ 15 LOWs) 1-2-3 sesceessesy tases 3 0 3 
BUS 100 Accounting I...........000 4 0 4 
SPK 102 Effective Speaking ....... 3 0 3 
15 3 16 
Spring Semester 
DOT 231 Shorthand Transcription 2 3 3 
DOT 242W Administrative Procedures 
& Technologies ............ 3 3 3 
DOT 270 Internship ...........sse000 2 0 2 
ENG 220 Communicating About 
Valtiesisntcctssticnsreeosen: 3 0 3 
—— Math/Science Elective.. 2-3 2-3 34 
oo Social Science Elective 3 0 3 
Total Credits: (66-67) 15-16 5-6 17-18 


W - Writing Emphasis Course 


*Depending on Mathematics entrance testing scores, the student will 
take MAT 090 and/or BUS 112. 


Students should check with their advisor during the scheduling process to 
make sure courses are taken in proper sequence and any prerequisites have 
been met. Some flexibility is available as to when courses must be taken, but 
not all courses are offered every semester. 


§At least one of the social science electives must be from the following 
courses: ECO 111, HIS 130, POS 201/204, SOC 111, SOS 111/120/290. 
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ADMINISTRATIVE ASSISTANT 
(Legal, Medical, 


Information Processing) 


Sequence of Courses: This model is a two year course schedule for students 
meeting all program requirements and deciding to pursue full time study. 
Schedules will be redesigned for those requiring preparatory courses or those 
deciding to pursue part time study. 


Hours Credits 
FIRST YEAR per Week per 
Fall Semester Class Lab Semester 
DOT 103  Keyboarding................. 2 3 3 
DOT 109 Business English........... 3 0 3 
*BUS ‘3123: QBMicoe enna are 3 0 3 
ENG 118 — Business Law.........0.00.. 3 0 3 
ENG 110 Written Expression... 3 0 3 
14 3 15 
Spring Semester 
DOT 120 Word Processing 
Applications ............00 2 3 3 
DOT 104 Document Formatting 
(Medical, Legal or General) 2 3 3 
DOT 151W Business Communications 3 0 3 
RIM 100 Intro to RIM ............00. 3 0 3 
— Lab Science Elective .... 2 2 3 
_—— Social Science Elective 3 0 3 
15 8 18 
SECOND YEAR 
Fall Semester 
DOT 262 Personal & Professional 
Development Seminar. 3 0 3 
DOT 236 Machine Transcription 
(Medical, Legal or General) 2 3 3 
DOT (215. “Totus 1-2-3)7, hie 3 0 3 
BUS 100 Accounting I..............0. 4 0 4 
SPK 102 _ Effective Speaking ....... 3 0 3 
15 3 16 
Spring Semester 
DOT 220  PresentationGraphics. 2 3 3 
DOT 242W Administration Procedures & 
Technologies (Medical, 
Legal or General) ......... 3 3 3 
DOT 270 Internship ............0000 2 0 2 
ENG 220 Communicating About 
Values Jckctea) de 3 0 3 
—— Math/Science Elective.. 2-3 2-3 3-4 
ma Social Science Elective 3 0 3 
Total Credits: (66-67) 15-16 5-6 17-18 


W - Writing Emphasis Course 


*Depending on Mathematics entrance testing scores, the student will 
take MAT 090 and/or BUS 112. 


Students should check with their advisor during the scheduling process to 
make sure courses are taken in proper sequence and any prerequisites have 
been met. Some flexibility is available as to when courses must be taken, but 
not all courses are offered every semester. 


§At least one of the social science electives must be from the following 
courses: ECO 111, HIS 130, POS 201/204, SOC 111, SOS 111/120/290, 
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Office Technologies 
Certificate 


Candidates must complete the following requirements: 

* a minimum of 30 academic credits with a GPA of 2.0 or higher 

¢ 15 credits from the Department of Office Technologies 

¢ 15 credits from any department on campus including Office Technologies 

* meetings with an Office Technologies academic advisor to review course 
prerequisites and to plan the following semester. 





Suggested courses are: 


DOT 103 Keyboarding 

DOT 109 Business English 

DOT 120 Word Processing 

DOT 151W _ Business Communications 

DOT 215 Lotus 1-2-3 

DOT 220 Presentation Graphics 

UNITS OF CONCENTRATION 
Candidates may select one of the following options: 

KEYBOARDING 

DOT 103 Keyboarding 

DOT 104 Document Formatting 

DOT 120 Word Processing 
BUSINESS COMMUNICATIONS 

DOT 103 Keyboarding 

DOT 109 Business English 

DOT 151W Business Communications 
SHORTHAND 

DOT 110 Gregg Shorthand 

DOT 113 Shorthand Transcription 

DOT 231 Shorthand Applications 
INFORMATION PROCESSING 

DOT 215 Lotus 1-2-3 

DOT 220 Presentation Graphics 

RIM_ 100 Introduction to Records & Information Management 


Students should check with their advisor during the scheduling process to 
make sure courses are taken in proper sequence and any prerequisites have 
been met. Some flexibility is available as to when courses must be taken, but 
not all courses are offered every semester. 


RECORDS/INFORMATION 
MANAGEMENT 





Sequence of Courses: This model is a two year course schedule for 
students meeting all program requirements and deciding to pursue full time 
study. Schedules will be redesigned for those requiring preparatory courses 
or those deciding to pursue part time study. 


Hours Credits 
FIRST YEAR per Week per 
Fall Semester Class Lab Semester 
DOT 103 Keyboarding ...........0+ 2 3 3 
RIM 100 Introduction to RIM..... 3 0 3 
ENG 110 Written Expression....... 3 0 3 
BUS 248 Human Resource Mgmt. 3_ 0 3 
PSY 110 Intro. to Psychology... 3° 0 3 
14 3 15 
Spring Semester 
DOT 120 Word Processing .......... 2 x 3 
RIM 101 Systems & Functions of 
PRIMES See R ites. cease cadebects 0 3 
PHS 110 Physical Science for 
Information Mgmt. ...... 2 2 3 
ECO 110W Microeconomics ........... 3 0 3 
BUS el Gre ACCOUNTING ¥, csctcacencseceaes 4 0 4 
14 5 16 
SECOND YEAR 
Fall Semester 
DOT 215 iirc LOUIS: 12-3. conscantenes saree 3 0 3 
RIM 200 Specialized Functions in 
Ny Pee eRe RRR 0 3 
BUS 110 Introduction to Business 3 0 3 
MAT Elec. (MAT 113, 114, 117, 124) 3 0 3 
PASCO eB cssterctrsayeuaarseestcssarsecaaioes 0 3 
15 0 15 
Spring Semester 
DOT 250 Office Administration... 3 0 3 
RIM 297 Work Experience.......... 3 0 3 
BUS 118 Business Law I or 
Approved PLA course... 3 0 3 
ENG 220 Comm. About Values... 3 0 3 
BTEC leCra atc suis cctscesusrascarrapseres 3 0 3 
15 0 15 


Total Credits: 61 


W - Writing Emphasis Course 


Students should check with their advisor during the scheduling process to 
make sure courses are taken in proper sequence and any prerequisites have 
been met. Some flexibility is available as to when courses must be taken, but 
not all courses are offered every semester. 


Records/Information 
Management 
Professional Certificate 


The Professional Certificate program is designed for individuals that have a 
minimum of a two-year degree or two years of experience in a related field. 
Individuals pursuing the Professional Certificate may complete the eight 
required courses by attending classes following the model below: 





Hours Credits 
FIRST YEAR per Week per 
Fall Semester Class Lab Semester 
DOT 103 Keyboarding ...........06 2 3 3 
RIM 100 Introduction to RIM..... 3 0 3 
5 3 6 
Spring Semester 
DOT 120 Word Processing .......... 2 3 3 
RIM 101 Systems & Functions of 
RI Mss Sestecetecaecctepvepisnncicents 3 
5 3 6 
SECOND YEAR 
Fall Semester 
DOT 215.) Lotus 1-2-3... .cccccoenenes 2 0 3 
RIM 200 — Specialized Functions in 
FRU ees ete sclearactve 3 0 3 
6 0 6 
Spring Semester 
DOT 250 Office Administration... 3 0 3 
RIM 297 Work Experience.......... 3 0 3 
6 0 6 


Total Credits: 24 


Students should check with their advisor during the scheduling process to 
make sure courses are taken in proper sequence and any prerequisites have 
been met. Some flexibility is available as to when courses must be taken, but 
not all courses are offered every semester. 


CURRICULUM ADVISORY COUNCIL 


RECORDS/INFORMATION MANAGEMENT 


MARY BUDNICK — Records Management Officer, Elmira 
City School District 

RICHARD J. ELLIOT — Administrative Director, 
Cortland County IDA 

ALAN EWING — Records Management Officer, Union 


Endicott School District 

JAMES L. HACKETT — Clerk, Town of Union 

SHIRLEY B. HESS — Acting Director, Teacher Center 
of Broome County 

RICHARD A. HOGAN — Clerk, Broome County 

SALLY NELSON — Regional Analyst I, Southern Tier East 
Regional Planning 
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DIVISION OF 
LIBERAL ARTS 
AND RELATED 
CAREERS 


DIVISION DEAN, George Higginbottom 
Titchener Hall, Room 210 
Telephone 778-5031 





One of four academic divisions of the college, Liberal Arts and Related 
Careers has several important functions. First, it offers traditional university- 
parallel programs—the Associate in Arts and the Associate in Science—to 
students aspiring to baccalaureate degrees. Graduates transfer to institutions 
throughout the SUNY system and to public and private colleges in New York 
and other states. 

Second, Liberal Arts and Related Careers sponsors a variety of career- 
oriented programs whose curricular requirements and whose knowledge 
bases are closely connected with liberal arts subjects. These include Commu- 
nication and Media Arts, Mental Health (Counseling Psychology and Social 
Work), Criminal Justice, Early Childhood, Paralegal, and Fire Protection 
Technology. Several of these degree programs and concentrations are in 
helping professions commonly referred to as “human services.” Additionally, 
mature students wishing to pursue career goals or academic interests which 
cannot be accommodated in standard programs can opt for an Individual 
Studies (AS) degree program. Examples would be pre-architecture, music 
and music education, interior design and design arts, etc. 

As its third major responsibility, Liberal Arts and Related Careers pro- 
vides leadership in setting the standards for “general” education, the learning 
objectives shared by students in all of the college’s curricula. (see page 25) 

Profiles of each of the division’s sponsored programs, together with 
advisement and career preparation information, follow. 


ACADEMIC ADVISEMENT 


FULL-TIME STUDENTS 

Every full-time student is assigned a faculty advisor, All students are 
required to complete with their advisors a Degree Advisement Contract prior 
to each semester’s registration. Its purpose is to monitor the student’s 
progress toward the degree. 

The divisional office staff is available to deal with special problems 
relating to academic requirements. While the faculty and staff will make 
every reasonable effort to help students with academic planning, students 
must also assume responsibility for their programs, and particularly, in 
familiarizing themselves with degree requirements. 


PART-TIME STUDENTS 

Part-time day students who intend to matriculate in a degree program 
sponsored by the division should come to the office (Room 12] in Titchener 
Hall) to be assigned academic advisors. Students not interested ina degree, 
but merely seeking academic advice, may doso inthe Liberal Arts Office. Part- 
time evening students will be advised by a divisional representative who 
works closely with personnel who staff the Career and Academic Advisement 
Center, Room 115 of the Wales Building. 


COMMUNICATION WITH 


STUDENTS 
TE 

The division maintains bulletin boards in Titchener Hall lobby. Students 
are urged to check the boards regularly for information pertaining to 
academic advisement, career planning, cultural events, transfer opportuni- 
ties, convocations and lectures, concerts, and the like. Important notices and 
messages for students will also be posted. Check the boards! 
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ACADEMIC PROGRAMS 


LIBERAL ARTS AND SCIENCES 
————_— 


The Liberal Arts and Related Careers curriculum is mainly a two-year 
university-parallel program designed for those who wish to continue their 
college education at a four-year school. Graduates of the College in its Liberal 
Arts program receive either the Associate in Arts or Associate in Science 
degrees, depending on which course of study they complete. 

Students completing this curriculum, its science option or its other 
emphases, will have a breadth of education that prepares them for many 
professional careers. The Science Option, for example, is excellent for those 
planning careers in forestry, chemistry, biology or medicine. Those aspiring 
to careers in the various professions will find alternatives in the Liberal Arts 
curriculum designed especially for them. 

Students should be aware that many of these alternative curriculums 
presume a high level of preparation in the secondary school, and they should 
consult with faculty advisors or counselors when there is doubt about the 
adequacy of their pre-college academic background. 

Prospective academic majors in the humanities, social sciences, biologi- 
cal sciences and physical education are also taught and advised by divisional 
faculty and staff. (Refer also to the Career Models on pages 74-76 and General 
Education requirements on page 25.) 


ASSOCIATE IN ARTS DEGREE 


Sequence of Courses: This model is a two year course schedule for students 
meeting all program requirements and deciding to pursue full-time study. 
Schedules will be redesigned for those requiring preparatory courses or those 


_ deciding to pursue part-time study. 


English .......scccscsssssssseccnsesesceneesessessscersnsnsssonsecserenenensnes 
ENG 110 Written Expression I and ENG 220 Communi- 
cating About Values 

HUStOry ........cssscsssssssesessesceerenesecessvensnsssnscssessesseassessonse 
HIS 115 Modern Global History plus one other history 
(HIS) course. 

Mathematics or elective (as advised) ........-ssccesserreeseees 
Students who have completed fewer than 3 units of 
secondary school mathematics (through Intermediate 
Algebra or “Course III”)* are required to take a mini- 
mum of 2 semesters of college level mathematics. Stu- 
dents who have completed 3 units of secondary school 
mathematics (through Intermediate Algebra or “Course 
III”) are required to take one semester of college level 
mathematics. Students who have completed more than 
3 units of secondary school mathematics (including 
Intermediate Algebra or “Course III”) are not required 
to take additional mathematics. They may, however, 
elect an appropriate math course or an elective in 
another field. 

Laboratory Science ......s.ssseccsesersesssssesessncssssersenssnsensenes 
A full-year sequence of Biology, Chemistry, Physics or 
Physical Science. Acceptable sequences: BIO 111-112 
General Biology I and II; BIO 131-132 Human Biology 
Iand II; BIO 150-151 Microbiology and Aquatic Biology; 
CHM 141-142 General Chemistry; CHM 145-146 Chem- 
istry; PHY 161-162 Physics; PHS 113, 114, 115, 116 or 
215 Physical Science (any 2). 

Philosophy or Foreign Language Sequence..........-.++00 
Students are encouraged to take both, but they must 
complete a year (6-8 credits) of either a philosophy or a 
foreign language sequence. 

Physical Education .........scssssssssssssssssssessessserencereecerenens 
No more than 2 credits can be used to fulfill degree 
requirements. At least 1 credit from PED 118, 119, 127, 
135, 137, 143, 144, 146, 147, 148, 173. 

Literature .......cccccccccsssscssccsccccccccencccccssesscesesssescocesssooees 
Two (2) LIT electives. 

Social Science ........ccccsccssscsssssesscccscccnesssescrssesscessoescscoes 
Courses from the following disciplines: anthropology, 
economics, geography, political science, psychology, 
sociology, social sciences. These have ANT, ECO, GEO, 
POS, PSY, SOC, SOS designators. At least 3 credits must 
be from the following courses: ECO 111, SOC 111, SOS 
111/120, POS 201/204. 

Electives ...ciscscscscscoccsssccovcccossostecnesccssceccosessessessovsoosnane 
Selections from approved listing preceding each 
semester’s registration. Exceptions to receive approval 
of Dean of the LA Division. 


Total number of credits .........cccccscesssesssccccoscssssocccscooees 


Credits 
Required 


0-8 


14-24 
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ASSOCIATE IN SCIENCE 
DEGREE: SCIENCE OPTION 


Sequence of Courses: This model is a two year course schedule for students 
meeting all program requirements and deciding to pursue full-time study. 
Schedules will be redesigned for those requiring preparatory courses or those 


deciding to pursue part-time study. 


This program is designed for students planning careers in biology and 
forestry biology, chemistry and forest chemistry, the physical sciences, 


medicine, dentistry and related fields. 


FIRST YEAR 

English .......scssccsccscsssssssesensesccencensenssscsssssssssesensensonses 
ENG 110 Written Expression I 

Literature .....cccccccccscocrsccocccscecsccseccscccccesccescsseceecsosecsose 
Elective 

HIStory .......sccescccccsssossreccsesercesnssenssonsssossssscessscsensseesens 
HIS 115 Modern Global History and any other history 
(HIS) course. 

Mathematics ..........cccccscccscssssssccccccsssscosescccceosssssssssesses 
MAT 181 and 182 Calculus with Analytic Geometry Iand 
II, or ifa student is not prepared for these courses, he or 
she may take MAT 139 Algebra and/or MAT 140 Trigo- 
nometry or MAT 161 Pre-Calculus mathematics first. 

2 Laboratory Science Sequences ..........ssscsessssrsoerseeeeees 
BIO 111 and BIO 112 General Biology I and Il and CHM 
145 and CHM 146 Chemistry for those planning careers 
in medicine, veterinary medicine, dentistry, forest biol- 
ogy, marine biology, pharmacy or forest chemistry. 

Physical Education ..........sssesscsssssssesssesssssssecsenseneneenes 
A minimum of 1 credit must be taken from PED 118, 
119, 127, 135, 137, 143, 144, 146, 147, 148, 173. 


SECOND YEAR 

English .........sccsssscsvessssesscesesssvenasssssssesecsssensenseneneensenes 
ENG 220 Communicating About Values 

Literature ....cssccccccccccsccccsssccsccssscccccecccccccossesseoscscconssce 
LIT elective 

Social Science .........ccccccsssssssssescssscesssrsneccessessnssccssonseoes 
Courses from the following disciplines - anthropology, 
economics, geography, political science, psychology, 
sociology, social science. These have ANT, ECO, GEO, 
POS, PSY, SOC, and SOS designators. At least 3 credits 
must be from among the following courses: ECO 111, 
SOS 111,120, POS 201/204, SOC 111 

2 Laboratory Science Sequences .......sseseerreecseeseersers 
PHY 161 and 162 Physics and CHM 245 and 246 Organic 
Chemistry, for those planning careers in medicine, 
veterinary medicine, dentistry, forest chemistry, forest 
biology, marine biology, or pharmacy. 

Mathematics, Philosophy or 

Foreign Language .......-sccsscsscssessssrsonssensensensensenssenssrens 
A student must fulfill the mathematics requirements 
(above) before taking a philosophy or foreign language 
course. Ifthe student wishes to take amath course more 
advanced than MAT 182 then he or she with the dean’s 
approval may take another mathematics course. If the 
math requirement has been completed and the student 
does not elect to take additional mathematics, then he 
orshe is required to take philosophy or foreign language 
courses. 


Total number of credits .........scccsscsesserecenssssrssosenercenes 


Credits 
Required 
Per Year 


16 


16 


6-7 
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*General Math and Business Math cannot be used in meeting this require- 


ment. 
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TRANSFER 
eases 


Students who have earned A.A. or A.S. degrees at Broome Community 
College and who intend to go on for baccalaureate degrees are guaranteed 
transfer to some four-year college or university of the State University of New 
York (SUNY). While transfer students are usually given full junior standing, 
there is no guarantee that students entering specialized programs can 
complete all degree requirements in four semesters. 

Students are urged to learn as much as they can about program require- 
ments at the institution(s) to which they might transfer. For example, many 
four-year schools require foreign language. The decision to take a language 
at Broome Community College might thus be influenced by whether or not 
it is required at the college to which one intends to transfer. 

The Liberal Arts and Related Careers Division has in force a number of 
guaranteed transfer arrangements with publicand private colleges. Inquiries 
about these arrangements should be made in Titchener Hall, Room 121, or 
the Counseling and Student Development Center, Wales, Room 200. 

(Please see page 20 fora list of colleges with which we have special transfer 
agreements.) 


CAREER PREPARATION 


For a great number of careers a broad background in liberal studies, as is 
presented in the Associate in Arts (AA) and Associate in Science (AS) degree 
programs, is essential. Students are urged to utilize the college’s resources 
thoroughly, and as early as possible, in locating useful information about 
their intended academic majors and their career aspirations. 

The divisional advisement system is one which aims to match students 
with advisors who share their interests. If questions pertaining to career 
preparation, transfer opportunities and job placement cannot be answered by 
the faculty advisors, students will be directed to others who can. These are 
elements of our career guidance support system. 


Career Counselor/ 
Transfer Counselor 


Liberal Arts & Related 
Careers Division Office 
Room T-121 


Faculty Advisor 
(Counseling Ctr.) 
Rm. W-200) 





To start students thinking about a career and the preparation needed, a 
number of fields which suggesta liberal arts backgroundare listed below. The 
college does not offer courses in all these areas, and in some cases the 
professional courses are taught only at the junior/senior level in baccalaure- 
ate programs. 





Acting Medicine 
Architecture Mental Health 
Art Music 
Chiropractic Oceanography 
Commercial Art Optometry 
Communications Paralegal 
Community/Human Service Personnel 
Counseling Pharmacy 
Criminal Justice Physical Therapy 
Dentistry Psychologist 
Design Public Administration 
Energy Research Public Relations 
Environment Public Service 
Foreign Service Publishing 
Forestry Recreation 
Government Service Social Work 
Human Ecology Scientific Research 
Interior Design Sports Writing 
Journalism Teaching 

Labor Relations Technical Writing 
Law Translating 
Library Science Urban Planning 
Media Communications Writing/Critic 
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SPECIAL TRANSFER AGREEMENT PROGRAMS 


These are special Agreement Programs with other Colleges and Univer- 
sities in which students spend either their first year or first two years in BCC’s 
Liberal Arts and Related Careers program and their last year(s) at another 
institution. 


HUMAN DEVELOPMENT 
AND FAMILY STUDIES 
(SUNY College of Human Ecology at 


Cornell) 
FIRST YEAR SECOND YEAR 
Courses (Credits) Courses (Credits) 
ENG 110 (3) LIT elective (3) 
HIS 115 and elective (6) MAT elective (3) 
MAT 124 (3) PSY 211 and 212 (6) 
PSY 110 (3) Social Science electives (6) 
*BIO 131 and 132 (8) FREE electives (9) 
Philosophy or Foreign Language (6-8) Physical Education (1) 
Physical Education (1) ENG 220 , (3) 
LIT elective (3) 

Total 33 Total 31 
FOREST CHEMISTRY 


(SUNY College of Environmental 
Science and Forestry, Syracuse} 


FIRST YEAR SECOND YEAR 
Courses (Credits) Courses (Credits) 
*ENG 110 (3) LIT elective (3) 
*HIS 115 and elective (6) CHM 245, 246 (10) 
BIO 111 and 112 (8) PHY 161, 162 (8) 
CHM 145 and 146 (8) ECO 110 (3) 
MAT 181 (4) Philosophy elective (3) 
Philosophy elective or MAT 182 (3) Physical Education (2) 
LIT elective (3) ENG 220 (3) 
Total 35 Total 32 


RESPIRATORY THERAPY (1+1) 
(Transfer to SUNY Health Science 
Center at Syracuse) 


FIRST YEAR 
Courses (Credits) 
ENG 110 (3) — GPA requirement is 3.0 (B) 
*HIS 115 and elective (6) 
Philosophy or Foreign Language (3) — Requires also observation or 
Laboratory Science (8) volunteer work in a 
*BIO 131 and 132 respiratory therapy setting. 
MAT elective (3-4) 
Physical Education (2) 
LIT elective (3) 

Total 31 
SOCIAL WORK 
(SUNY College of Human Ecology at 
Cornell) 
FIRST YEAR SECOND YEAR 
Courses (Credits) Courses (Credits) 
ENG 110 (3) LIT elective (3) 
*HIS 115 and elective (6) Philosophy or Foreign Language (6-8) 
Laboratory Science sequence (8) CST 105 or 115 (3) 
*BIO 131 and 132 ENG 220 (3) 
MAT elective (MAT 124) (3) PSY 210, 214 (6) 
PSY 110 and SOC 110 (6) SOC 230 (3) 
LIT elective (3) Electives (9) 
Physical Education (2) ECO 110/111, SOS 111/SOC 111 

Total 31 Total 33 


ENVIRONMENT AND 

FOREST BIOLOGY 

(SUNY College of Environmental Science 
and Forestry, Syracuse) 





FIRST YEAR SECOND YEAR 
Courses (Credits) Courses (Credits) 
ENG 110 (3) LIT elective (3) 
*CHM 145 and 146 (8) Philosophy or Foreign Language 
BIO 111 and 112 (8) or Math (6-8) 
MAT 181 (4) CHM 245 and 246 (10) 
HIS 115 and elective (6) Social Science electives (6) 
Physical Ed. elective (2) PHY 161 and 162 (8) 
LIT elective (3) ENG 220 

Total 34 Total 36-38 


CONSUMER ECONOMICS 
AND HOUSING 
(SUNY College of Human Ecology at 





Cornell) 
FIRST YEAR SECOND YEAR 
Courses (Credits) Courses (Credits) 
ENG 110 (3) LIT elective (3) 
*MAT 145 and 146 (6) ECO 110 and 111 (6) 
HIS 115 and elective (6) CST 110 (3) 
Laboratory Science electives (8) PED (1) 
BIO 131/132 or CHM 145/146 or 
PHY 161/162 POS 201 (3) 
Philosophy or Language (6-8) BUS 141 (3) 
Physical Education (1) PSY 110 (3) 
LIT elective (3) ENG 220 (3) 
SOC 110 (3) 
Free Electives (3) 
Total 34 Total 32-34 
Freshman year BCC, Sophomore year at: 
DELHI A&T WANAKENA 
General Agriculture See Forest Technology 
Animal Husbandry — Dairy Model Program 


CANTON A&T 
Mortuary Science 


Details in Titchener Hall, Room 121 


NURSING (Transfer to Binghamton 
University's Decker School of 
Nursing for a B.S. degree) 


FIRST YEAR SECOND YEAR 
Courses (Credits) Courses (Credits) 
ENG 110 (3) ENG 220 (3) 
Social Science elective (6) BIO 150 (4) 
MAT 124 (3) PSY 210 (3) 
CHM 141] and 142 (8) Social Science electives (6) 
BIO 131 and 132 (8) Humanities elective (3) 
Humanities elective (3) Electives (11) 
PSY 110 (3) PED (1) 
Total 34 Total 31 


*These courses are “strongly recommended” 
+These courses are “recommended” 
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Baccalaureate Transfer 
Sequences Within the 


Liberal Arts Program 


By appropriate course selection in consultations with a faculty advisor 
students pursuing the A.A. and AS. Liberal Arts and Science degree may 
prepare for transfer to upper-division study in the subject areas listed below 


and on the following page. 


*All students must meet General Education requirements (see page 25). 











ART & DESIGN 

(Suggested Course Selections) 

FIRST YEAR SECOND YEAR 

Courses (Credits) Courses (Credits) 

ENG 110 (3) Humanities elective (3) 

ART 105 (3) Social Science elective (Civic Ed.) (3) 

ART 102/103/108/109/120 (3) PSY 110 (3) 

ART 115 (3) Emphasis Course (as advised) (6) 

Foreign Language (3-4) PED elective (1 credit in "fitness" mode) (1) 

LIT (W) elective (3) ENG 220 (3) 

ART 106 or INT 105 (as advised) (3) Lab Science/Math elective (3-4) 

Foreign Language (3-4) HIS 115 (3) 

Emphasis Courses (as advised) (6) Emphasis Courses (as advised) (6) 

PED elective (1) 

Total 30-32 Total 32-33 

AMERICAN STUDIES 

(Suggested Course Selections) 

FIRST YEAR SECOND YEAR 

Courses (Credits) Courses (Credits) 

ENG 110 (3) LIT 210/211 (6) 

HIS 115 (3) HIS 131/187 (6) 

HIS 130 (3) ENG 220 (3) 

Philosophy or Foreign Language (6) Social Science elective (6) 

MAT electives (3-6) *SOC 111, SOS 111, POS 204 

POS 201 (3) Humanities electives (9) 

Laboratory Science (8) *LIT 230, 270, 272, 280 

Physical Ed, (1) Physical Ed.. (1) 
Total 30-33 Total 31 

*Recommended 

CIVIL AND PUBLIC SERVICE 

(Suggested Course Selections) 

FIRST YEAR SECOND YEAR 

Courses (Credits) Courses (Credits) 

ENG 110 (3) ENG 220 (3) 

HIS 115 and elective (6) Philosophy elective (3) 

*HIS 131 *PHI 206 

Philosophy or Foreign Language (3-4) Social Science elective (3) 

MAT electives (3-6) *POS 204, SOS 111 

*MAT 124 Related electives (20) 

Laboratory Science sequence (8) ECO 110, 111 

Social Science elective (3) PSY 110 

*POS 201 SOC 110, 111 

Physical Ed. electives (2) BUS 100, 245, 249 

LIT elective (3) LIT elective (3) 
Total 31-35 Total 32 


CRIMINAL JUSTICE (Baccalaureate Transfer Program) 


(Suggested Course Selections) 


FIRST YEAR 

Courses (Credits) 
ENG 110 (3) 
HIS 115 (3) 
MAT electives (6-8) 
*MAT 124 

LIT elective (3) 
POS 201 (3) 
Social Science elective (6) 


*PSY 110 and SOC 110 or 111 
Criminal Justice electives 


*CRJ 101 (6) 
Physical Ed. electives (2) 
Total 32-34 
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SECOND YEAR 
Courses (Credits) 
Laboratory Science sequence (8) 


*CHM 120 and 121 
Philosophy or Foreign Language (6-8) 


LIT elective (3) 
Criminal Justice electives (9) 
ENG 220 (3) 
*SOC 210 (3) 

Total 32-34 


CYTOTECHNOLOGY 





(For transfer to the SUNY Health Science Center at Syracuse 


“B” grades in science courses required) 


(Suggested Course Selections) 
FIRST YEAR 
Courses (Credits) 
ENG 110 (3) 
BIO 111 and 112 (8) 
CHM 145 and 146 (8) 
LIT elective (3) 
BIO 150 (4) 
MAT 124 (3) 
HIS 115 and elective (6) 
Total 35 


EARLY CHILDHOOD (Pre-School and Day Care 


(Suggested Course Selections) 

FIRST YEAR 

Courses (Credits) 

ENG 110 (3) 

MAT electives (6) 

Laboratory Science sequences (8) 

*BIO 131/132 or BIO 111/112 

Social Science (6) 

*PSY 110 

*SOC 111/SOS 111 

Early Childhood electives (6) 

*ECE 100 

Physical Ed. electives (2) 

LIT elective (3) 
Total 34 


ELEMENTARY EDUCATION (Kindergarten to Gr. 6) 


(Suggested Course Selections) 


FIRST YEAR 

Courses (Credits) 

ENG 110 (3) 

HIS 115 (3) 

MAT 119 and 120 (6) 

Laboratory Science sequences (8) 

LIT elective (3) 

Social Science electives (6) 

*PSY 110 

*SOC 111/SOS 111 

PED electives (2) 
Total 31 


FOREST RESOURCES MANAGEMENT 


(Suggested Course Selections) 


SECOND YEAR 
Courses (Credits) 
BIO 131 and 132 (8) 
LIT elective (3) 
Social Science electives (6) 
Physical Ed. electives (2) 
Philosophy or Foreign Language (6-8) 
ENG 220 (3) 
Elective (3) 
Total 31-33 





SECOND YEAR 

Courses (Credits) 

HIS 115 and elective (6) 

Philosophy or Foreign Language (6-8) 

LIT elective (3) 

*LIT 263 

Early Childhood electives (9) 

Free electives (3-6) 

TPSY electives 

+THR or MUS electives 

ENG 220 (3) 
Total 30-32 





SECOND YEAR 
Courses (Credits) 
LIT elective (3) 
ENG 220 (3) 
Foreign Language (6-8) 
HIS elective (3) 
Electives (18) 
*PHI 203 

*PSY 210, 211 
*ART electives 
*MUS electives 
*THR electives 

Total 33-35 











FIRST YEAR SECOND YEAR 
Courses (Credits) Courses (Credits) 
*ENG 110 (3) Philosophy or Foreign Language (6-8) 
HIS 115 and elective (6) ENG 220 (3) 
MAT 181 (4) LIT elective (3) 
Social Science electives (6) 
*ECO 110 POS 201 
Laboratory Science sequences (8) Laboratory Science (8) 
*BIO 111 and 112 *PHY 161/162 
Physical Ed. electives (2) CST 105 (3) 
LIT elective (3) Free electives (3) 
*CHM 145 and 146 (8) TPSY 110, SOC 110, 111 
*POS 204, MAT 182 or 124 
Total 34 Total 32-34 
FOREST TECHNOLOGY 
(Suggested Course Selections) 
FIRST YEAR SECOND YEAR 
Courses (Credits) (Wanakena) 
ENG 110 (3) 
LIT elective (3) 
MAT 139 and 140 (8) 
ECO 110 or 111 (3) 
BIO 111 and 112 (8) 
Electives (6) 
*BIO electives 
Total 31 
GLOBAL STUDIES 
(Suggested Course Selections) 
FIRST YEAR SECOND YEAR 
Courses (Credits) Courses (Credits) 
ENG 110 (3) ENG 220 (3) 
HIS 115 (3) LIT elective (3) 
HIS 190 (3) PHI 104 (3) 
Foreign Language (6) HIS 141 _ (3) 
LIT 233 (3) SOS 116 (3) 
MAT elective (3-6) ECO 111 (3) 
Laboratory Science (8) Foreign Language (6) 
Physical Education (1) Electives (6) 
Physical Education (1) 
Total 31-33 Total 31 


INTERIOR DESIGN 

















(Suggested Course Selections) 
FIRST YEAR SECOND YEAR 
Courses (Credits) Courses (Credits) 
ENG 110 (3) INT 210 (4) 
ART 102/109 (3) INT 122 (3) 
ART 105 (3) INT 141 (2) 
Math/Science electives (8) INT 211 (4) 
INT 105 (3) ART 108/103 (3) 
Liberal Arts elective (3) Social Science elective (3) 
Social Science elective (3) Electives Art and Design (6) 
INT 205 (3) ENG 220 (3) 
INT 142 (2) Physical Education (1) 
Physical Education (1) ART 150 (3) 
Total vearingt + Total Pe Tey 
INTERNATIONAL RELATIONS 
(Suggested Course Selections) 
FIRST YEAR SECOND YEAR 
Courses (Credits) Courses (Credits) 
ENG 110 (3) Foreign Language (6) 
Foreign Language (6) POS 203/SOS 111 (3) 
MAT electives (3-6) LIT elective (3) 
HIS 115 and elective (6) Electives (18) 
Laboratory Science sequence (8) Language 
LIT elective (3) Business in the Global Environment 
ANT 111 (3) Oriental Art 
PED electives (2) History, Social Science 
ENG 220 ; (3) 
Total 34-36 Total 33 
LANDSCAPE ARCHITECTURE 
(Suggested Course Selections) 
FIRST YEAR SECOND YEAR 
Courses (Credits) Courses (Credits) 
ENG 110 (3) LIT electives (6) 
CIV 115, CIV 119, or 159 (4) 
HIS 115 and elective (6) Social Science electives (6) 
MAT electives (0-8) ENG 220 (3) 
*MAT 139, 140 Philosophy or Foreign Language (6) 
+MAT 181, 182 Related courses (6) 
Laboratory Science sequence (8) *ART 106, 109 
*BIO 111, 112 *CIV 111, 115 
Physical Ed. elective (1) *CST 110 
INT 205 
ART elective: 103, 105, 108 (6) *PHS 116 
*PHY 161 
Physical Ed. elective (1) 
Total 32 Total p 32 
MATH AND MATH EDUCATION 
(Suggested Course Selections) 
FIRST YEAR SECOND YEAR 
Courses (Credits) Courses (Credits) 
ENG 110 (3) MAT 281 . (4) 
HIS 115 and elective (6) MAT 264 (4) 
MAT 181/182 (8) Laboratory Science (8) 
MAT 124/224 (6) +PHY 161, 162 
LIT electives (6) Philosophy elective (3) 
PHI 202 (3) MAT 266 (3) 
PED electives (2) MAT 250 or 282 (4) 
Social Science electives (6) 
ENG 220 (3) 
Total 34 Total 32-35 
MEDICAL TECHNOLOGY 
(Suggested Course Selections) 
FIRST YEAR SECOND YEAR 
Courses (Credits) Courses (Credits) 
ENG 110 (3) BIO 131 (4) 
BIO 111 and 112 (8) BIO 150 (4) 
CHM 145 and 146 (8) CHM 245 (5) 
MAT 161 or equivalent (4) PSY 110 (3) 
HIS 115 (3) HIS elective (3) 
LIT elective (3) ENG 220 (3) 
Philosophy or Foreign Language (6) Social Science elective (3) 
CHM 224 (4) 
LIT elective (3) 
Physical Ed. electives (2) 
Total 35 Total 34 


MENTAL HEALTH/HUMAN SERVICES 


(Suggested Course Selections) 


FIRST YEAR 

Courses (Credits) 
ENG 110 (3) 
HIS 115 (3) 
PSY 110 (3) 
SOC 110 or 111 (3) 
LIT elective (3) 
MAT (as advised) (3-4) 


Laboratory Science Sequence 
(BIO 131 and 132 recommended (8) 


PHI elective (3) 
Physical Ed electives (2) 
Total 31-32 


MUSIC EDUCATION AND MUSIC PERFORMANCE 


(Suggested Course Selections) 


FIRST YEAR 
Courses (Credits) 
ENG 110 (3) 
Social Science elective (3) 
Liberal Arts electives (6) 
Laboratory Science or Math (4) 
Physical Ed. elective (1) 
MUS 101 (3) 
MUS 105, 106 (6) 
MUS 115, 116 (2) 
MUS 120, 121 (2) 
MUS 197, 198 (2) 
Ensemble (2) 
Total 34 


PHYSICAL EDUCATION/RECREATION 


(Suggested Course Selections) 


FIRST YEAR 
Courses (Credits) 
ENG 110 (3) 
HIS 115 and elective (6) 
MAT electives (0-6) 
Philosophy or Foreign Language (6) 
PHI 203 and elective 
PED 118 or 119/electives (2) 
Related electives (9) 
*PSY 110 
*ART, MUS, THR, SPK 

Total 32 
PHYSICAL THERAPY 





SECOND YEAR 

Courses (Credits) 
ENG 220 (3) 
PSY 214 (3) 
PSY 217 (3) 
PSY 223 (3) 
PSY 227 (3) 
SOC 111 or POS 201 (3) 
SOC 250 (3) 
SOS 290 (3) 
Liberal Arts elective (3) 
Approved electives (3) 
MAT 124 (3) 
Total 33 





SECOND YEAR 
Courses (Credits) 
ENG 220 (3) 
Social Science elective (3) 
Liberal Arts electives (6) 
Laboratory Science or Math (4) 
Physical Ed. elective (1) 
MUS 112 (3) 
MUS 107 (3) 
MUS 117 (1), 
MUS 297, 298 (2) 
MUS electives (2) 
Ensemble (2) 
Total 30 





SECOND YEAR 

Courses (Credits) 

LIT elective (6) 

Social Science electives (6) 

*SOC 111/SOS 111/SOS 130 

*PSY 210 or 214 

Laboratory Science sequence (8) 

+BIO 111, 112, or 131, 132 

Related electives (9) 

ENG 220 (3) 
Total 32 





(For Transfer to SUNY Health Science Center at Syracuse “B” grades in all required courses) 


(Suggested Course Selections) 





FIRST YEAR SECOND YEAR 
Courses (Credits) Courses (Credits) 
ENG 110 (3) PHY 161 and 162 (8) 
MAT 161 PSY 110 and 211 (6) 
(181 recommended) (4) SOC 110 (3) 
BIO 111 and 112 (8) ENG 220 (3) 
CHM 145 and 146 (8) Philosophy or Foreign Language (6-8) 
HIS 115 and elective (6) LIT elective (3) 
LIT elective (3) Physical Ed. electives (2) 
Total 32 Total 32-33 
PRE-ARCHITECTURE 
(Suggested Course Selections) 
FIRST YEAR SECOND YEAR 
Courses (Credits) Courses (Credits) 
ENG 110 (3) LIT Elective (3) 
PSY 110 (3) ART 105/106 (6) 
PHY 161/162 (8) Social Science elective (3) 
CIV 115 (2) CAD 150 (2) 
MAT 181 (4) CAD 205 (3) 
ECO 110 (3) CIV 238 (3) 
CIV 119 (2) Electives (12) 
ART 108/109 (6) PHI 111/112 
Physical Education (1) CIV, CST, ART, INT 
Physical Education (1) 
Total 32 Total 33 
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PRE-LAW 


(Suggested Coutse Selections) 
FIRST YEAR 
Courses (Credits) 
ENG 110 (3) 
HIS 115 (3) 
MAT electives (0-6) 
Laboratory Science sequence (8) 
Foreign Language or Philosophy (6) 
PHI 206, 201, 202 
LIT elective (3) 
PED elective (1) 
ART, MUS, THR (3) 
Total 33 
PRE-PHARMACY 





SECOND YEAR 

Courses (Credits) 
LIT elective (3) 
Social Science electives (6) 
Electives (18) 
BUS 118 

POS 201, 204 


ECO 110, 111, 104 
SOC 110, 111, SOS 111 


HIS 130, 131 

PSY 110 

BUS 100 

ENG 220 (3) 

HIS elective (3) 
Total 33 





(Compatible with Pharmacy at University at Buffalo) 


(Suggested Course Selections) 


FIRST YEAR 
Courses (Credits) 
ENG 110 (3) 
LIT elective (3) 
HIS 115 (3) 
BIO 111/112 (8) 
MAT 181/182 (8) 
CHM 145/146 (8) 
PED (1) 
Total 34 


SPECIAL EDUCATION (Elementary and Secondary) 


(Suggested Course Selections) 


SECOND YEAR 
Courses (Credits) 
LIT elective (3) 
ENG 220 (3) 
Social Sciences (6) 
CHM 245/246 (10) 
PHY 161/162 (8) 
PHI elective (3) 
PED (1) 
Total 34 








FIRST YEAR SECOND YEAR 
Courses (Credits) Courses (Credits) 
ENG 110 (3) LIT elective (3) 
HIS 115 (3) ENG 220 (3) 
MAT electives (6) HIS elective (3) 
*MAT 119, 120, 113, 114 Social Science elective (3) 
Laboratory Science sequence (8) SOC 111/SOS 111 
*BIO 131, 132 Physical Ed. electives (2) 
Social Science elective (3) Related electives (18) 
*PSY 110 *PSY electives 
Philosophy or Foreign Language (6) *MUS, THR, ART 
*PHI 203 *HUS 120 
LIT elective (3) 
Total 32 Total 32 
WOMEN’S STUDIES 
(Suggested Course Selections) 
FIRST YEAR SECOND YEAR 
Courses (Credits) Courses (Credits) 
ENG 110 (3) ENG 220 (3) 
HIS 115 (3) LIT electives (3) 
LIT 250 (3) PSY 110 (3) 
Laboratory Science sequence (8) PSY 213 (3) 
HIS 183 (3) SOS 145 (3) 
MAT elective (6) Civic Ed. electives (3) 
Philosophy or Foreign Language (6) BIO 120 (3) 
PED elective (2) Electives (9) 
Total 34 Total 30 
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CAREER-ORIENTED PROGRAMS 
LIBERAL ARTS AND RELATED CAREERS 





COMMUNICATION 
AND MEDIA ARTS 


DEPARTMENT CHAIRPERSON, Michael Kinney 
Alms House, Room 004 
Telephone 778-5323 





PROGRAM COORDINATOR, John Butchko 
Titchener Hall, Room 103 Telephone 778-5101 

The Program of instruction in Communication and Media Arts comprises 
theoretical and practically-oriented course offerings in audio and video 
production, photography, acting, and various types of written communica- 
tion. Communications courses emphasize acquisition of both technical 
proficiency and theoretical knowledge. 

The program aims, on the one hand, to prepare graduates for immediate 
employment ina variety of communications-related occupations, and on the 
other hand, for transfer to Baccalaureate programs. 

Graduates entering the job market after earning the associate degree will 
seek employment as production assistants, educational media technicians, 
media sales representatives, writers, on-air talent and photographers. 

Those transferring to upper division colleges will major in audio-visual 
technology, film and photography, technical communications, radio and TV 
broadcasting, journalism, graphic reproduction, acting and advertising. 
Subsequently, they will seek employment as photographers, filmmaker/ 
cinematographers, scriptwriters, media producers, broadcasters, newspaper 
reporters, studio technicians, instructional media specialists, video and 
audio engineers, copy writers, media directors, actors and actresses produc- 
tion media specialists, and sales or marketing managers. 





Sequence of Courses: This model is a two year course schedule (leading to an 
AS. degree) for students meeting all program requirements and deciding to 
pursue full time study. Schedules will be redesigned for those requiring 
preparatory courses or those deciding to pursue part time study. 


Hours Credits 
FIRST YEAR per Week per 
Fall Semester Class Lab Semester 
ENG 110 Written ExpressionI.... 3 0 3 
PHI or Foreign Language... 3 (4) 0 3 (4) 
COM 100 Intro to Mass Media..... 3 0 ' 
COM Elective (choose one).. 3 0 3 
*ART 112 - 
*COM 125 - 
*COM 130 - 
*COM 205 
*THR 140 - Presentation 
for Radio/TV 
MAT Mathematics Elective... 3 0 3 
*PED Phys. Ed. Elective 
PTR AGS 2, wiyscsteseatete 0 2 1 
15 (16) 2 16 (17) 
Spring Semester 
SOS 155W Media and Society........ 3 0 3 
HIS 115 ModernGlobal History 3 0 3 
—— Elective (choose one).. 3 0 cs 
*COM 125 
*COM 130 
*COM 210 
*THR 266/276 
—_—— Science Elective ........... 3 (4) 0-1 4 
ae Elective in Art/Music 
Theater or Foreign 
LANGUAGE isscessvctersances 3 (4) 0 3 (4) 
TPED Phys. Ed. Elective 
bat Wolsed Was ky stay einn 0 2 1 
16 (17) Zz 17 (18) 
SECOND YEAR 
Hours Credits 
per Week per 
Fall Semester Class Lab Semester 
COM 200W Image Theory.............. 3 0 3 
CST 105 Understanding Computers 3 0 3 
COM electives) Aiccc.vcestievvcstcivsovaceace 9 0 9 
15 0 15 
Spring Semester 
COM115 ~=-~Writing for Media ........ 3 0 3 
ENG 220 Communicating About 
Walti@s). cscoutevetetrcattiesces 0 3 
—_— Social Science Elective 3 0 3 
** COM CLECEIVES iearctisthosceoctevus oostacttcesces 6 0 6 
15 (16) 0 15 


* May be taken in place of PED offerings. 


+A minimum of 1 credit must be taken from PED 118, 119, 
127, 135, 137, 143, 144, 146, 147, 148, 173. 


**COM electives ART 112, 212, COM 125, 130, 135, 145, 205, 210, (250 


and 299 by advisement only), THR 140, 266, 276 or advisor approved 
elective. 
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CRIMINAL JUSTICE 





DEPARTMENT CHAIRPERSON, Francis J. Short 
Special Career Programs 

Titchener Hall, Room 210F 

Telephone 778-5087 


COORDINATOR, Richard Fitzpatrick 
Titchener Hal!, Room 211D 
Telephone 778-5029 


This program is designed for full-time students desiring employment 
after two years of study. Careful planning and selection of courses is 
necessary to complete the program in two years. Consult the Criminal 
Justice Coordinator for specific details on selection of proper electives. 
Criminal Justice electives are described on page 94 and some Criminal 
Justice courses are given in the evening only. (Students entering in the 
spring semester may require more than four semesters to complete the 
degree.) Not for prospective law school students. 


CURRICULUM ADVISORY COUNCIL 
CRIMINAL JUSTICE 


GENO DEANGELO — Sheriff, Broome County 

CARL FENESCY — Broome County Security Director 
ROBERT KENT — NYS Office of Parole 

ALEX MINOR — Binghamton Police Department 


DAVID NEMEC — Broome County Probation 

ROGER SHALLER — Binghamton Police Department 
HON. MARTIN SMITH — Broome County Judge 
KENNETH STICA — Vestal Police Chief 

STEPHEN VIZVARY — Security Consultant 
RICHARD WAFFLE — NYS Park Police 

J. BRADLEY WAHL — Broome County Probation 
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Sequence of Courses: This model is a two year course schedule for students 
meeting all program requirements and deciding to pursue full time study. 
Schedules will be redesigned for those requiring preparatory courses or 
those deciding to pursue part time study. 


Hours Credits 
FIRST YEAR per Week per 
Fall Semester Class Lab Semester 
ENG 110/ 
110S_ Written Expression I.... 3 0 3 
SOC 110 Introduction to Sociology 3 0 3 
CRJ 101 Introduction to 
Criminal Justice........... 3 0 3 
CRJ 115 Juvenile Justice............ 41 0 3 
PHI Elective in Philosophy. 3 0 3 
PED 118 Personal Fitness........... 0 2 1 
15 a 16 
Spring Semester 
PSY 110 General Psychology ..... 3 0 3 
SPK 102 Effective Speaking ....... 3 0 3 
POS 204/ State and Local 
201 Govt. or American Govt. 3 0 3 
CRI" LOS WN Corrections ec aieecsces 3 0 3 
CRJ 215/ Police Administration/ 
CRJ 230 Criminal Investigation 3 0 3 
#PED Physical Education 
Elective cee 0 2 ] 
15 2 16 
SECOND YEAR 
Fall Semester 
CRJ 212W Criminal Procedure and 
Constitutional Law ...... 3 0 3 
CRJ Elective: cekeusccates 3 0 3 
**__ __ Math or Science Elective 3-4 0-3 3-4 
aa Psychology or 
Sociology Elective ....... 3 0 3 
Human Development elective 
SAC 101/295/PSY 100 
(one of three) ..........+6++ 3 0 3 
15-16 0-3 15-16 
Spring Semester 
CRJ. 125." Penaliaw canteens is 3 0 S 
CRJ Blectiven isis scctarceee 3 0 3 
mae Free Elective .......0s00s00 s 0 3 
**__ __ Math or Science Elective 3-4 0-3 3-4 
ENG 220 Communicating About 
Values ceca raat dovicsoves 3 0 3 
15-16 0-3 15-16 


Recommendations for Electives 

CRJ - 130, 225, 255, 260, 295 

MATH-SCI - CHM 120, 121, PHS 111, BIO 111-112, 
MAT 113-114, 117 

PSY - 217, 227, 210 

SOC - 210, 234, 111, 230 

PHI - 102, 206, 201 

SOS - 111 


Two W emphasis courses are required after ENG 110 and before ENG 220. 


W - Writing Emphasis Course 


**Recommended science courses are BIO 111, 112, 131, 132. Mathematics 
courses are by Placement Test; students usually take MAT 113, 114, 117, 124. 
(Developmental math may be necessary but is not creditable toward degree.) 


#Two credits of Physical Education are required. One credit must be chosen 
from among: PED 118, 119, 127, 135, 143, 144, 146, 147, 148, 173. 


General Education Requirements: See page 25. 





EARLY CHILDHOOD 





DEPARTMENT CHAIRPERSON, Francis J. Short 
Department of Special Career Programs 
Titchener Hall, Room 210F 

Telephone 778-5087 


COORDINATOR, Barbara Nilsen, Ed.D. 
Titchener Hall, Room 210G, Telephone 778-5029 


The Early Childhood program leads to an Associate in Applied Science 
and is designed to prepare graduates for immediate employment or, in the 
case of those students who are already working in the Early Childhood field 
when they enroll, to improve their capabilities and increase their opportu- 
nities for advancement. 

This program is not for Elementary Education majors. 

Students who know upon entrance to BCC that they want to transfer in 
Elementary Education should enroll in the Liberal Arts-AA Program. 

The starting salary for graduates of the AAS degree program in Early 
Childhood who go to work immediately after graduation as aides or assistant 
teachers varies between $5 and $6 per hour. Director’s positions usually 
require a baccalaureate degree with an average salary of $14,000 to $17,000 
a year. Two year college graduates sometimes become directors with an 
additional salary which will vary with teachers’ salaries. 

A professional portfolio of materials pertaining to the education of 
young children is required of all students in the program. Assistance is 
provided in all classes for development of this material. 

A Red Cross Safety and First Aid Certificate is recommended. Arrange- 
ments for this training are made each semester by the department. Added 
fee required. 

PLEASE NOTE 

The curriculum display shown here is for full-time students, and they 
should be aware that careful advisement is necessary to enable them to be 
properly scheduled in this program to complete the work in two years. 
Anyone interested in enrolling as a full-time student should therefore, 
consult with the coordinator or department chairman first. 


CURRICULUM ADVISORY COUNCIL 


EARLY CHILDHOOD 
MARILYN SCHAFER — Former Coordinator, Early 
Childhood, Broome Community College 
ELLEN BOESENBERG — School Age Child Care 
HELEN BUEMI — Education Coordinator Broome County 
Head Start 


ANNE CAMPBELL — Handicapped Children’s Assoc. ‘ 
PAT MACUMBER — Broome County Dept. of Social Services 
PAT NASH — Endwell Nursery School 
NANCY SELIGA — B.C. Center 
RENEE HATTICH — Broome County Child 

Development Council 
JOAN VALLET — Family Day Care Giver 





Sequence of Courses: This model is a two year course schedule for students 
meeting all program requirements and deciding to pursue full time study. 
Schedules will be redesigned for those requiring preparatory courses or 
those deciding to pursue part time study. 


Hours Credits 
FIRST YEAR per Week per 
Fall Semester Class Lab Semester 
ENG 110 Written ExpressionI.... 3 0 3 
PSY 110 General Psychology ..... 3 0 3 
ECE 100 Introduction to Education 
of Young Children ....... 3 0 3 
SPK 102 Effective Speaking ....... 3 0 3 
ECE 175 Techniques of 
Observation and 
Evaluation .......c.ssesesee 3 0 3 
#PED Physical Ed. Elective... 0 Hy 1 
15 0-2 16 
Spring Semester 
SOC 110 Introduction to Sociology 3 0 3 
PSY 211W Child Development...... 3 0 3 
ECE 120 Curriculum Development 3 0 3 
*ECE BIOCEIVE vetventeacnetee 3 0 3 
**__ Math/Science Elective. 3-4 0-3 3-4 
#PED Physical Ed. Elective... 0 2 1 
15-16 0-5 16-17 
SECOND YEAR 
Fall Semester 
BCE 200W) Practicum) Iinivatcee: 2 4 4 
Civic Ed. Elective ......... 3 0 3 
**__ __ Math/Science Elective. 3-4 0 3-4 
*ECE Early Childhood Elective 2 2 2S 
aa .... Humanities Elective 3 0 3 
13-14 0-6 16-17 
Spring Semester 
ENG 220 Communicating About 
Valnesisete ten capetiess 3 0 3 
PCHIZOT Practicum lige iwas ies 2 4 4 
*ECE Early Childhood Elective 3 0 3 
Perm mere Ih iepaeesgege Related Electives 3 0 6 
11 4 16 


* ECE electives may be taken from among ECE 115 Music for Young 
Children, ECE 140 Art for Young Children, ECE 150 Motor Development, 
ECE 160 Nutrition for Young Children, ECE Child Health and Safety, ECE 
210 Special Needs Children in ECE, ECE 220 Issues and Innovations in Early 
Childhood, ECE 245 Social Development of Young Children, ECE 250 
Language in Early Childhood, ECE 230 Working with Parents, ECE 260 
Management and Administration. 


+ Related electives may be taken from among ECE electives, HUS 120 Basic 
Sign Communication, PSY 217 Counseling and Interviewing, PSY 227 
Behavior Modification, SOC 230 Marriage, Family and Divorce, SAC 101 The 
Individual in a Changing Environment, SAC 295 Seminar in Human Poten- 
tial or from other disciplines with permission of the coordinator or depart- 
ment chairperson. One must be from ECO 111, HIS 130, POS 201, 204, SOS 
111, SOC 111, or SOS 120. 


+ Humanities electives include LIT 263 Children’s Literature, THR 117 
Creative Dramatics, THR 201 Children’s Theatre, PHI 203 Philosophical 
Issues in Education. Others by permission. 


W - Students must take two Writing Emphasis (“W”) Courses after ENG 110 
and before ENG 220 


#Two credits of Physical Education are required. One credit must be chosen 
from among: PED 118, 119, 127, 135, 143, 144, 146, 147, 148, 173. 


**Recommended science courses are BIO 111, 112, 131, 132. Mathematics 
courses are by Placement Test; students usually take MAT 113, 114, 117, 124. 
(Developmental math may be necessary but is not creditable toward degree.) 


ECE Courses may meet DSS Requirements for Training and Child Develop- 
ment Associate (CDA) credentials. 


General Education Requirements: See page 25. 
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FIRE PROTECTION 
TECHNOLOGY 


FOR PART-TIME STUDENTS 


DEPARTMENT CHAIRPERSON: Francis J. Short 
Special Careers Programs 

Titchener Hall, Room 210F 

Telephone: 778-5087 





COORDINATOR: Stephen Andrew 
Titchener Hall, Room 210 
Telephone: 778-5087 


The Fire Protection Technology Program is designed to provide fire 
fighters and related fire service personnel with specialized training. The 
curriculum has been developed by a local advisory committee to meet the 
needs of the area, and specialized courses as well as general education courses 
constitute the degree program. Specialized courses include Fire Fighter 
Tactics and Strategy, Arson Investigation, Hydraulics, Hazardous Materials, 
Fire Prevention, and Building Construction. 

This program is open to both paid and volunteer fire fighters of the 
community, as well as those persons in related firematic areas. 





Introductory Courses Credits 
ENG 110 Written Expression 1 3 
Fire Protection Courses 9 
Additional Courses for Certificate 
Mathematics Elective 

(see list, next column) 3-4 
Chemistry (see list, next column) ‘3! 
Social Sciences (see list, next column) 6 
Fire Protection Courses 6 

30-31 


Remaining Courses for Degree 

Fire Protection Courses 9 

Management (see list, next column) 6 

Electives (see list, next column) 12 

ENG 220 Communicating About Values 3 

AAS Fire Protection Technology 
Minimum Credits 


CURRICULUM ADVISORY COUNCIL 
FIRE PROTECTION TECHNOLOGY 


STEPHEN ANDREW — BCC Coordinator 

THOMAS GEISENHOF — Codes Officer - Owego/Student 
Representative 

DAVID RICKARD — Chief - Five Mile Point Fire Company 

MICHAEL HEIDE — Endicott Fire Department 

MICHAEL ASWAD — County Fire Coordinator and 
Director of Emergency Services 

GEORGE MANEY — Fire Chief - Johnson City 

GEORGE SELTZER — President - Broome County Chiefs 
Assoc. 

RICHARD WASHINGTON — Binghamton Fire Department 

MICHAEL WASHINGTON — Binghamton Fire Department 

THOMAS VROMAN — Broome County Arson Task Force 
and Endicott Fire Department 

JAMES RYAN — NYS Fire Academy, Montour Falls 

JOHN KRATCHOVIL — IBM Endicott Fire Officer 

STEPHEN HRUSTICH — Endicott Fire Department 

HARRY SMITH — Binghamton Fire Department 

DONALD COLLINS — Endicott Fire Department 


80 





SUGGESTED SEQUENCE FOR FULL TIME STUDENTS: Students may 
select courses from any of the categories, but it is suggested that these 
sequences be followed to ensure that the proper prerequisites have been 
completed. 


Introductory Courses 
Hours Credits 
FIRST YEAR per Week per 
Fall Semester Class Lab Semester 
ENG 110 Written Expression I... 3 0 3 
FRS HICCEIVE secre seeteececcscuteys 3 0 3 
FRS BLE CEIVE®., ccccecvesctate eure 3 0 3 
Chem or Math Elective 3 0 3-4 
Business Management 
Blective seeteenicctcscsees 3 0 3 
15 0 15-16 
Spring Semester 
Free Elective .........000+ iy 0 3 
FRS BIC CUVE Lerosiisatecrhetsctcite 3 0 3 
FRS BAECLIVE Wire te eotecauait 3 0 3 
Chem or Math Elective 3 0 3-4 
Business Management 
Electives cruciate 3 0 os 
15 0 15-16 
SECOND YEAR 
Fall Semester 
Free Elective ........:00+ 3 0 3 
FRS Elective jk. tise \ecedeicase 3 0 3 
FRS BleCtivericcscess cctesstereeaves 3 0 3 
Social Science Elective 3 0 3 
Free Elective .........:.00 3 0 3 
15 0 15 
Spring Semester 
ENG 220 Communicating 
About Values .............4+ 3 0 3 
FRS Electiveisicc.nceerehen 3 0 3 
FRS Electivesicchieceinie. 3 0 3 
Social Science Elective 3 0 3 
Free Elective ........0000 3 0 3 
15 0 15 


NOTE: Students must fulfill General Education Requirements. See page 
25. [Courses taken at the New York State Fire Academy at Montour Falls 
will be reviewed for credit on an individual basis using the credit by exam 
policy.] 

Recommended Electives 

Chemistry: Suggest CHM 120 or CHM 121 

Mathematics: Suggest MAT 139 (4 Credits) 124, 117 or as dictated by 
placement test. 


Social Sciences: Choose from History, Anthropology, Sociology, Psychology, 
Political Science, Economics. One course must be from the following: SOC 
111, HIS 130/131, HIS 187, POS 201, 204, SOS 111/120, 130, ECO 110/111. 


Fire Protection Courses: Select from FRS 101, FRS 103, FRS 105, FRS 107, 
FRS 108, FRS 110, FRS 200, FRS 201, FRS 204, FRS 205*, FRS 250, FRS 299. 


W - Writing Emphasis Course: Two are required after ENG 110 and before 
ENG 220 


Management: Suggest BUS 245, 246, 248, 110, 118, 141, 249, 150. 


Electives: Courses with FRS, MAT designators, CHM 121, or other courses 
with permission. 


Fire Protection courses are offered on a rotation system. Each course is 
usually offered once every three semesters. 


General Education Requirements: See page 25. 


INDIVIDUAL STUDIES 


DEPARTMENT CHAIR, Francis J. Short 
Department of Special Career Programs 
Titchener Hall 

Telephone 778-5087 





To provide opportunities for students with unusual needs or interests, 
Broome Community College allows selected students to structure individu- 
alized degree programs. The program requires the student to develop, with 
an advisor, an “area of concentration.” This area of concentration must be 
a cohesive program of study which the student can justify as having both 
educational and personal relevance. 

Completion of the Individual Studies Program can lead to an Associate in 
Science (AS) or Associate in Applied Science (AAS) degree, depending on the 
student’s area of concentration. The AS degree program is designed for 
maximum transfer possibilities, and the AAS degree for immediate employ- 
ment opportunities. Admission into the program requires development of 
a Plan of Studies which is approved by the department chairman. This plan 
is developed by the student with a specific educational or career goal in 
mind. 

This is not a program for students unsure of their goals or exploring 
several areas of study. 

Some requirements under review may change for students entering in 
the fall of 1994. 


Associate in Science Degree* 
(60 credits) 


¢ 30 Credits in student’s Area of Concentration. 
¢ 30 Credits in English, Humanities, Natural Sciences, Mathematics 
and Social Sciences distributed as follows. 
6 Credits in Humanities (ENG 110 and 220 required) 
6 Credits in Social Science (3 must be designated Civic Education courses)* 
¢ Mathematics (as advised) 0-6 or 8 credits 
8 Credits in Laboratory Science 
Liberal Arts Electives to make 62 credit total 
2 Credits in Physical Education one Credit minimum from PED 118, 119, 
127, 135, 137, 143, 144, 146, 147, 148, 173. 


Associate in Applied Science 
Degree* (60 credits) 


¢ Minimum of 20 semester credits in Liberal Arts and Sciences to include: 
6 Credits in Humanities (ENG 110 and ENG 220 required) 
6 Credits in Social Science (3 must be in designated Civic Education 
courses) 
8 Credits in Natural and Physical Science, including Mathematics 

¢ 10 Credits of Technical Electives 

¢ 30 Credits in student’s Area of Concentration 


For additional information contact the Department Chair. 


*Students in both AS and AAS programs must also satisfy General Education 
requirements: (see page 25). 


NOTE: Two Writing Emphasis Courses are required after ENG 110 and before 
ENG 220 


Interior Design 
Certificate 


MORE INFORMATION: COORDINATOR, Anne Boyer Cotten 
(Telephone 778-5315) ALMS 106 


This is a credit program for individuals interested in a career in interior 
design or those currently employed in home furnishings or design related 
fields who would like to obtain greater knowledge and expertise. Those whose 
interests in design are not job-related are also encouraged to enroll. 

Full-time Liberal Arts students are referred to the Art and Design Model 
for the A.A. degree above. 





Credits 

ENG 110 Written EXpressi0ni .2.ssss.cssscctssepuaeesceeeen 3 
ART 102 or __ History of 

103 Western Art I or TDs cath eeiretesnntiliwsc itt 3 

ART 105 Introduction to) Designiy-; sccscsecercstcscehs atv tascute 3 
ART 108 or History of 

109 Architecture:L or. Ih acchthaacs tte hot ates eaten 3! 

*INT 210 Interior Desi gnl a aiictectseeclstos cage ccesae ate 4 

*INT 211 InteriormDesign IL ice sste-ce ccc nesses 4 

*INT 122 Professional Practice: <.is.:c:c...eccoatosssteebanabeonars 3 

*ART 150 Graphic. Rendering .i.c20)) isstcsns cca voreacarcaneee ants 5 

INT 105 Basic'Dratting. 25 a0. eat se eee tee 3 

*CIV 205 Introduction to Computer 

GraphicsnArchitectuy es sa -sacssctitesscnesetecr ota notes 3 

INT 141 History OF PADIic «.:iihvsrgdenncApinuntclieicaedank 2 

INT 142 FabriciAnalysisussity.cectsscuccceseteeets ene atenreetiee 2 

TM Otal ict cceccsontochcatressaceosensseabea ate helt, tiene 36 


* These courses have prerequisites 


CURRICULUM ADVISORY COUNCIL 


INTERIOR DESIGN 
JAMES BRYDEN, Architect 
MICHAEL CUCCI, Architect, Bearsch Compeau Associates 
BEVERLY FROST, Frost Interiors 
ROSEANNE GROFF, AIA; Partner, Bearsch, 


Compeau Associates 
ROBERT KELLER, Professor Emeritus, Art and Design, 
Broome Community College 
PATRICIA MURPHY, Graduate Assistant, 
Design Environment Analysis - Cornell University 
LILLIAN NEZELEK, Guidance Coordinator, Binghamton 
High School 
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PARALEGAL 


Sequence of Courses: This model is a two year course schedule for students 
meeting all program requirements and deciding to pursue full time study. 
Schedules will be redesigned for those requiring preparatory courses or those 
deciding to pursue part time study. 





Hours Credits 
FIRST YEAR per Week per 
Fall Semester Class Lab Semester 
PSY/ General Psych or Intro to 
SOC, 110: “Sociology sxe ek 3 0 3 
ENG 110 Written ExpressionI.... 3 0 3 
PLA 110 Survey ofParalegalism 3 0 3 
BUS 100 Accounting] ................ 4 0 4 
BUS 118 Business Law! (Rec.).. 3 0 3 
+PED Physical Education ...... 2 2 1 
18 2 17 
Spring Semester 
_— Arts and Sciences Elective 3 0 3 
BUS 120W Business Law II (Rec.). 3 0 3 
PLA 120 Advanced Paralegalism 3 0 3 
—_—— Arts/Science Elective... 3 0 3 
PLA 200 Real Property Law........ 3 0 3 
+PED Physical Education ...... 2 2 1 
17 2 16 
SECOND YEAR 
Fall Semester 
_— Math/Science Elective. 3-4 3 3-4 
PLA 207W Writing/Research......... 3 0 3 
+ Social Science Elective 3 0 3 
**PLA Elective, 225 
recommended .............. 31 0 3 
—— Free Elective pntiuizecces 3 0 3 
15-16 3 15-16 
Spring Semester 
j—— Math/Science Elective. 3-4 3 3-4 
PLA 215 _ Estates, Probates.......... 3 0 3 
—— Free Elective ..........0000 3 0 3 
*PLA Hlectiveliercnri:.civeonc ta 3 0 3 
ENG 220 Communicating About 
Valuiesircsimerscss tresses 3 0 3 
15-16 3 15-16 


*Choose one from the following: SOC 111, POS 201, SOS 111/120/130, ECO 
111. 


+Recommended Math/Sciences: MAT 113/114/124, PHS 111. 


**Some Criminal Justice courses can be used as PLA electives. Consult with 
the coordinator or chairperson. 


$Choose at least one credit from PED 118, 119, 127, 135, 137, 143, 144, 146, 
147, 148, 173 


Two Writing Emphasis (“W”) courses are required. 


Arts/Science electives recommended: PHI 201, 206, SOC 111, SOS 111, POS 
201, 204. 


General Education requirements: See page 25. 


CURRICULUM ADVISORY COUNCIL 


PARALEGAL 


LYNN FORESMAN — Southern Tier Association of 
Paralegals 
IDA GIALANELLA — Surrogate Court 
HON. JOHN HILLIS — Binghamton City Court Judge 
MARTIN J. KANE — Attorney - Chernin and Gold 
BEVERLY LEGOS — Court of Claims 
DEBORAH MCGUIRE — CLA - O’Connor, Gacioch & Pope 
MADELINE NEMCEK — Falcon Abstract 
EUGENE PECKHAM — Attorney - Hinman, 
Howard & Kattell 
TANYA SCHMELLER — Columbian Mutual Life Insurance 
PATRICIA SEXTON — Legal Assistant - Pearis, Ressequie, 
Kline & Barb 
MATTHEW VITANZA — Attorney, Vitanza, Brown, Ciarvinno 
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Suggested Sequence For Part-Time Students: Students may select courses 
from any of the categories, but it is suggested that these sequences be 
followed to ensure that the proper prerequisites have been completed. 


DEPARTMENT CHAIRPERSON: Francis J. Short 
Special Career Programs 
Titchener Hall., Room 210F 








Phone (607) 778-5087 

Coordinator: Gerald Loy 

Business Bldg. 

Phone (607) 778-5300 

Introductory Courses Credits 

ENG 110 Written Expressions y risecicss cescsscsstdecs otoscuseestereemnanee 3 

PLA 110 Survey of Paralegalism .)i.oi i 3 

PSY 110 General Psyohiology cerscsccicsstocseschsenscatbannccseceecseteaeactornet 3 

SOC 110 Introduction to SOcIOlO PY. ........1s.c.sesebeovesscvnevececepeuedeceees 3 

Additional Courses for Certificate 

oe Liberal Arts Electives ci viier gecccsccssvicctant eethettateeriens a 

PLA 215 Estates: Probates G:/Trusts tis, ssssievserseotttsescsoaterseceraveeses 3 

PLA 120 Advanced '‘Paralegalismn 02.3)05.5.inct Citanctlstats Meccaaalecs 3 

PLA 270W Legal Writing and Research .............csccsssesssseseseseseseseees 3 

PLA 200 Real Property Lawes Giites oisetss.dtccudaceduchenes dieuiboscheerpatainuteg 3 

PLA (Paralegal) Elective 

Business Law I Recommendeg ..........cesescesesseeeerereseee 3 

30 

Remaining Courses for Degree 

BUS 100 ACCOUNTING Ds sais del otvccnctvesensirhsiqecs shines take eadellaeeeee heen 4 

PLA Paralegal FE MctIves siete see cateoss cseceniotessas toss enue tecicoaeint 6 

—_—— Math /Science Hiectivesi ins ctsetescessiclelcccualieceempboletdie des 6 

ad Social Science BIG e yiiii50./ sp caulasleets Recuebaag es taseiaae 2 

ENG 220 Communicating About Values .........ssccessesssesssessrsesesesees 3 

BUS PU ESUSITMIESS: RSNA ie chek cons ose sorcdvocseciiieseecesten ces earned 3 

eS FreG BlOCEIVES i ctseecitetiees ¢seseesqscensokesaeeatoucsenatecee eel 6 

PED F scchaveinsiaiato riot Melgresetadasrcsttxavasccedc cet tenecan meet 

Physical Education? sssstisutadeeiipnstovceuntestieciedoresachticet Racine 2 
33 

AAS Paralegal Minimum Credits 63 


**BUS 245, 248, 249 recommended 


Suggested Math/Science Courses: MAT 113, MAT 114, MAT 124, MAT 145, 
BIO 111 or 112, CHM 120, PHS 111, , BIO 120. 


This is not a pre-law program. Students wishing to transfer to four- 
year schools as pre-law majors should consult the department. 


There are no bachelor’s degree programs in Paralegal Studies locally, 
but programs in related areas may be of interest to Paralegal students. 





W - Writing Emphasis Course 


Most Paralegal courses are scheduled in the evening. Many courses are not 


-offered every semester. 


General Education Requirements: See page 25. 
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COURSE DESCRIPTIONS 


The offering of any course is subject to sufficient enrollment. 


e Courses numbered from 100-199 are generally first level courses; 
those numbered 200-299 are usually second level. 


e The number of credits is listed in parenthesis after the course title. 


e The number of lecture and/or laboratory hours per week and any 
prerequisites are listed after the course descriptions. 


¢ COURSES ARE LISTED IN ALPHABETICAL ORDER BY CALL 


LETTERS. 


Anthropology - ANT 

Art - ART 

Banking - BNK 

Biology - BIO 

Business - BUS 
Cardiopulmonary Resuscitation - HSV 
Chemistry - CHM 

Civil - CIV 

Communications - COM 
Community Intership - CPT 
Computer Graphics - CAD 
Computer Studies - CST 
Criminal Justice - CRJ 

Dental Hygiene - DEN 

Dietary Manager - DIA 

Early Childhood - ECE 
Economics - ECO 

Electrical - EET 

Engineering - EGR 

English - ENG, ESL 

Fire Protection - FRS 

French - FRE 

Geography - GEO 

German - GER 

Health Care Management - HCM 
Health Information - HIT 
History - HIS 

Hotel/Restaurant Management - BHM 
Human Development - SAC 
Humanities - HUM 


Interior Design - INT 
Italian - ITA 

Learning Skills - LRS 
Literature - LIT 
Mathematics - MAT 
Mechanical - MET 
Medical Assistant - MDA 
Medical Laboratory - MLT 
Music - MUS 

Nursing - ADN 

Office Technologies - DOT 
Paralegal - PLA 
Philosophy - PHI 

Physical Education - PED 
Physical Science - PHS 
Physical Therapist - PTA 
Physics - PHY 

Political Science - POS 
Psychology - PSY 

Quality Assurance - SQC 
Radiologic - RAD 

Reading Skills - RDG 
Russian - RUS 

Sign Language - HUS 
Social Science - SOS 
Sociology - SOC 

Spanish - SPA 

Speech - SPK 

Theater - THR 

Travel and Tourism - TAE/TTM 


e All asterisked (*) courses are taught evenings only and when 


enrollment permits. 


e All (+) courses carry separate grades for lecture and laboratory. 


e All (+) courses are combined lecture-laboratory courses and 
final grade depends on successful completion of both parts. 


ADN 105 Meeting Human NeedsI (6) 
The focus of this course is identifying and integrating 
the principles of Basic Human needs into the nursing 
care of persons across the life cycle. 

The philosophy of the program, guided by Watson’s 
Caring Model, is introduced. Gordon’s Eleven Func- 
tions of Man which provides the organizing structure of 
the nursing program is also introduced. 

Persons are viewed holistically in their “Health Heal- 
ing Environment” (Watson) using Maslow’s Hierarchy 
of Human Needs to guide nursing care. Emphasis is 
placed on health assessment, health promotion, and 
health maintenance related to self and others. 

The nursing process is introduced as the modality 
through which critical thinking skills are applied in the 
delivery of care. 

The student provides care in a variety of settings with 
close supervision. The nursing roles of provider of care, 
manager of care, and member of the discipline of nurs- 
ing are introduced. 

4 Class Hours, 6 Clinical Hours 


ADN 106 Meeting Human Needs II (6) 
The focus of this course is on the nursing care of persons 
who have actual/potential health problems related to 
the health patterns of Health Perception/Heaith Man- 
agement, and Nutrition/Metabolic. Classroom theory 
and clinical practice integrate all 11 of Gordon’s Func- 
tional Health Patterns. 

Integrated in the course are our beliefs about 
transpersonal caring, the nature of human beings, health 
and nursing. The concepts of hierarchy of human needs 
and life cycle are applied to the nursing care of persons 
with common health problems. 

The nursing process is utilized as the modality through 
which critical thinking skills are applied in the delivery 
of care. 

Emphasis is placed on health assessment, health 
promotion, health restoration and health maintenance. 

The student provides nursing care with supervision 
in a variety of settings.The nursing roles of provider of 
care, manager of care and member of the discipline of 
nursing are further developed. 

4 Class Hours, 6 Clinical Hours 


ADN 111 Cultural Aspects of 
Health Care (2) 


The focus of this course is to help expand students’ 
awareness and knowledge of cultural views of health. 
The course will explore and identify religious practices 
that influence the individual’s belief and health prac- 
tices. 

Additionally, the course will identify socio-cultural 
barriers to health care. The importance of recognizing 
one’s own ethnocentric health attitudes and the impact 
on the health care delivery system will be examined. 

Current literature on diverse socio-cultural groups 
within the community will be reviewed. 

2 Class Hours 


ADN 112 Holistic Nursing (2) 
The course focuses on techniques that can be used in the 
clinical setting. We begin with an introduction to holis- 
tic health and holistic nursing. Then, caring as a com- 
ponent of the healing process will be explored. Thereaf- 
ter, content is organized in terms of the spirit, mind and 
body components of man. Awareness of our own quali- 
ties that facilitate holistic nursing will be addressed. The 
body-mind connection in healing and disease will be 
discussed. Psychosomatic connections to illness and 
self healings will be discussed. The tools of meditation 
and creative visualization as a means of augmenting 
client’s awareness and self care will be reviewed. Wellness 
assessment tools will be presented and utilized to assess 
the students’ own level of health. The role of nutrition, 
exercise and relaxation in relation to wellness will be 
covered. Stress and its relationship to disease will be 
discussed. 

2 Class Hours 


ADN 113 The Art of Caring (1) 
In our computerized, technological era, the humanness 
in society is often overlooked. The result can be detach- 
ment and fragmentation. This course proposes that a 
shift in emphasis from technology to caring be adapted 
to improve worker satisfaction and quality assurance. 
Students will explore the meaning and importance of 
caring based on history, theory and research with impli- 
cations for health professionals as well as students 
preparing for careers involving interpersonal relation- 
ships. Through classroom activities, the student will be 
encouraged to develop a personal meaning of caring and 
design strategies for implementation of this concept. 
Content will also include evaluation of applications of 
caring methodology in various situations. 

1 Class Hour, 1 Clinical Hour 


ADN 114 Nutrition for Health 

Promotion (2) 
This course is an introductory course in nutrition. It 
builds from basic principles of anatomy and physiology. 
Students will analyze their own nutritional status and 
modifications across the lifespan. Cultural dietary prac- 
tices and vegetarian diets and food choices will be 
explored. Learning will focus on elements such as vita- 
mins, minerals, water balance, diet, exercise and the 
stress response as it affects general nutritional status. 
2 Class Hours, 2 Clinical Hours 


ADN 211 Meeting Human Needs III (13) 
The focus of this course is on the nursing care of persons 
who have actual/potential health problems related to 
health patterns of: Nutritional/Metabolic, Elimination, 
Activity/Exercise, Self-Perception, Sexuality/Reproduc- 
tive, and Sleep/Rest. Classroom theory and clinical prac- 
tice integrate all 11 of Gordon’s Functional Health 
Patterns. 

Integrated in this course are our beliefs about 
transpersonal caring, the nature of human beings, health 
and nursing, The concepts of hierarchy of human needs 
and life cycle are applied to the nursing care of persons 
with common health problems. 

The nursing process is utilized as the modality through 
which critical thinking skills are applied in the delivery 
of care. 

Emphasis is placed on health assessment, health 
promotion, health restoration and health maintenance. 
The student provides nursing care to persons in both 
specialty and general medical/surgical units. With in- 
creasing autonomy students assume the role of: pro- 
vider of care, manager of care, and member of the 
discipline of nursing. 

9 Class Hours, 12 Clinical Hours 


ADN 213 Meeting Human Needs IV(13) 
The focus of this course is on the nursing care of persons 
who have actual/potential health problems related to 
the health patterns of: Cognitive/Perceptual, Role/Rela- 
tionship, Values and Beliefs, and Coping/Stress. 

Integrated in this course are our beliefs about 
transpersonal caring, the nature of human beings, health 
and nursing. The concepts of hierarchy of human needs 
and life cycle are applied to the nursing care of persons 
with common health problems. 

The nursing process is utilized as the modality through 
which critical thinking skills are applied in the delivery 
of care. 

The nursing process is utilized as the modality through 
which critical thinking skills are applied in the delivery 
of care. 

Emphasis is placed on health assessment, health 
promotion, health restoration and health maintenance. 
The student provides nursing care to persons in both 
specialty and general medical/surgical units. With in- 
creased autonomy students assume the role of: provider 
of care, manager of care, and member of the discipline 
of nursing. 

9 Class Hours, 12 Clinical Hours 


ADN 298 Nursing Seminar III (1) 


The purpose of this course is to facilitate transition of 
returning, transfer and advanced placement students 
into the nursing program. The course focuses on the 
nursing department philosophy, the conceptual frame- 
work, the nursing process and use of the course syllabi. 
Students are required to practice and demonstrate se- 
lected nursing skills. 

1 Class Hour, 1 Clinical Hour 


Prerequisites: Students in this course must have met 
requirements for transfer or have passed the required 
challenge examination for advance placement 


ADN 299 Independent Study (1-3) 


An individual student project in the nursing field which 
is beyond the scope of requirements of the courses 
offered by the department conducted under the direc- 
tion of a nursing faculty member and approved by the 
department chairperson. Independent study is available 
to students who have completed one semester of Profes- 
sional Nursing Courses. 


ANT 110 Physical Anthropology 
and Archaeology (3) 


Introduction to human evolution, variation and prehis- 
tory. The Darwinian Revolution, mechanisms of evolu- 
tion, the fossil record, domestication of plants and 
animals, the origin of human civilization. Prehistory 
topics may include the Americas, Africa, the Middle 
East, Asia. 

3 Class Hours 


ANT 111 Cultural Anthropology (3) 
Introduction to the study of culture as the behavioral 
adaptation unique to human societies. Cultural charac- 
teristics shared by all humans and major variations 
found among specific groups. Explanations for rules of 
social interaction in common activities, the social func- 
tions of institutions, language is a culturally defined 
system of communication, modernization in our own 
and third world societies, 

3 Class Hours 


ANT 299 Independent Study (1-3) 
An individual student project in anthropology which is 
beyond the scope of requirements of the course offered 
by the department, conducted under the direction of a 
faculty member and approved by the department chair- 
person. 

Prerequisite: 3 Semester Hours in Anthropology 


ART 102 History of Western 

Art I (3) 
An overview of Western Art from 25,000 BC to about 
1550 AD. Study of man’s made objects, paintings, sculp- 
ture, drawings, graphics, ceramics and some architec- 
ture to reveal the relationships between these objects 
and the history of civilizations. Slide lecture format. 
3 Class Hours 


ART 103 History of Western 

Art II (3) 
Survey of the visual arts in Western culture from the 
late Renaissance until the 1990s to reveal how art 
mirrors life and reflects its ideals. Special emphasis on 
American painting and sculpture. Slide lecture format 
and field trips. 
3 Class Hours 


ART 104 Oriental Art (3) 
This course is intended to be a general survey of Oriental 
Art in the Far East: the art and architecture of India, 
Japan and China with supplementary study of the cul- 
tural traditions of Tibet and Indonesia, Burma and 
Thailand. An introduction to both monuments and 
cultural traditions, especially Buddhism, the course is 
intended for the beginning student with a limited back- 
ground in Art History. 

3 Class Hours 


ART 105 Introduction to Two- 
Dimensional Design (3) 
Introduction to design involves the student with inves- 
tigation of visual perception and organization. The 
student is expected to become more fully equipped to 
understand and work with design concepts through 
heightened physical and sensory awareness, experimen- 
tation with a variety of media and intellectual compre- 
hension of text, lecture and visual examples. Line space, 
illusion, texture, color and form are explored. 
2 Class Hours, 2 Studio Hours. 


ART 106 Introduction to Three- 
Dimensional Design (3) 
Developing sensitivity and awareness of our spatial 
environment is the object of this course. Aesthetic and 
functional elements of three-dimensional design are 
explored. Through reading, projects, lectures and field 
trips, techniques are explored to assist in heightening 
awareness. This enables the student to understand the 
functional and aesthetic examples of the three-dimen- 
sional environment. Emphasis is placed on studio 
projects. 
2 Class Hours, 2 Studio Hours 


ART 108 History of Western 
Architecture I (3) 


Overview of 40 centuries of building, beginning in 
Ancient Egypt. The student follows the political, tech- 
nological, religious and social movements that have 
influenced the major design styles, outstanding archi- 
tects and designer of each era until the end of the 
Renaissance (1650s). Slide-lecture format with site vis- 
its. 

3 Class Hours 


ART 109 History of Western 


Architecture II (3) 
Overview of the history of buildings from the Baroque 
period (1650s) to the present. Students achieve an 
historical perspective on and understanding of the de- 
velopment and evolution of architectural design. Spe- 
cial emphasis is given to local buildings and their rela- 
tionships to national styles. 
3 Class Hours 


ART 110 Modern Art (3) 


Art of the late 19th century. Impressionism (circa 1870) 
to Cubism and other forms of abstract art. Panorama of 
20th century visual movements including Futurism, 
Surrealism, Abstract Expressionism, Pop Art, and Post- 
Modernism. Slide/lecture format and field trips. 

3 Class Hours 


ART 112 Beginning Photography (3) 
Basics of camera design and operation, plus the funda- 
mentals of photographic visualization and composition: 
line, form, color, light shadow. Darkroom procedures, 
film processing, basic printmaking, selecting printing 
techniques. (Students must have their own 35mm single 
lens reflex cameraand should expect to pay for their own 
photographic materials — about $60.) 

2 Class Hours, 2 Laboratory Hours 


ART 115 Beginning Drawing (3) 
Intensive drawing instruction in charcoal, pencil, pen 
and ink, and mixed media. Still-life composition, use of 
formal art elements and some figure drawing. 

6 Studio Hours 


ART 116 Painting I (3) 
Beginning painting instruction and practice of oil paint- 
ing, still-life, landscapes. 

6 Studio Hours; Prerequisite: ART 115 Drawing or 
portfolio review 


ART 140 Printmaking (3) 
This three-part course will begin with an introduction 
to printmaking through the methods of collograph and 
monotype printing. Then linecuts and woodcuts will be 
developed, and there will be a concentration on the 
silkscreen process. The third part will be an historical 
survey of printmaking and its techniques. This will be 
accomplished through visits to local print collections. 
6 Studio Hours; Prerequisite: ART 115 or ART 105 or 
portfolio review 


ART 150 Graphic Rendering (3) 
Graphic techniques developed for visual presentation of 
architectural, industrial and aesthetic forms. Studio 
projects stress creation of the representational image 
using perspective, color, texture and light. Applicable to 
advertising and illustration of ideas and products. 

2 Lecture Hours, 2 Lab Hours; Prerequisite: INT 105 
Basic Drafting for Interior Design 
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ART 212 Intermediate 

Photography (3) 
Systems of precise exposure and processing control. 
Advanced black and white darkroom techniques. Intro- 
duction to color theory, processes and printing. Func- 
tional portfolio development. Introduction to digital 
electronic imaging. (Students must have. their own 
35mm single lens reflexcameraand should expect to pay 
for their own photographic materials — about $60.) 
2 Class Hours, 2 Laboratory Hours; Prerequisite: COM 
110 or by portfolio acceptance and permission of 
instructor. 


ART 215 Painting II (3) 
Continuation of painting instruction and practice done 
in ART 116 Painting I. 

6 Studio Hours; Prerequisite: ART 116 Painting I or 
portfolio review 


ART 217 Advanced Drawing (3) 


Advanced course presenting new media techniques and 
concepts; life drawing emphasized. 

6 Studio Hours; Prerequisite: ART 115 Drawing or 
portfolio review 


Independent Study: Art (1-3) 
ART 296 Printmaking 
ART 297 Three-Dimensional Design 
ART 298 Studio Art 
ART 299 Art History 


An individual student project concerned with advanced 
work in a specific area of art. Conducted under the 
direction of a faculty member, independent study is 
concerned with material beyond the scope and depth of 
the ordinary course. 

Prerequisite: 3 semester hours of college level work in 
Art 


BIO 102 Preparatory Biology (0) 


A preparatory course for students with no previous 
biology or laboratory science experience and for stu- 
dents needing additional background. Especially for 
prospective health science students. Register with ad- 
visement only. 

3 Lecture Hours, 3 Laboratory Hours 


BIO 111 General Biology I (4) 


Principles of evolution and ecology as unifying themes 
in biology. Evolutionary processes and ecological adap- 
tations illustrated by plant and animal diversity. Cellu- 
lar life processes. Current environmental problems. The 
laboratory includes physically demanding field trips. 
Accommodations can be made for students with dis- 
abilities. 

3 Class Hours, 3 Laboratory Hours 


BIO 112 General Biology II (4) 


Principles of evolution and ecology as unifying themes 
in biology. The human animal and its systems. Concepts 
of animal behavior. Classical genetics, current concepts 
of gene functionand human genetics. Organismal growth 
and development. Current environmental problems. 
The laboratory includes physically demanding field trips. 
Accommodations can be made for students with dis- 
abilities. 

3 Class Hours, 3 Laboratory Hours 


BIO 120 Human Sexuality (3) 


Explores information about sexual attitudes, relation- 
ships, sexual anatomy, contraception, sexually trans- 
mitted disease, sexual physiology and dysfunction. 
Course aims to make students fee! more comfortable 
thinking and talking about sex and to prepare them to 
make rational decisions about this important aspect of 
their lives. 

3 Class Hours 


BIO 131 Human Biology I (4) 


Normal structure (gross and microscopic) and function 
of the skeletal, muscular and nervous systems. Empha- 
sis on physiology in lectures and on anatomy in labora- 
tory, stressing those aspects which have greatest rel- 
evance to the student’s curriculum. 
; ae Hours, 2 Laboratory Hours 


BIO 132 Human Biology II (4) 
A continuation of BIO 131 Human Biology I covering 
the circulatory, respiratory, digestive, urinary, repro- 
ductive and endocrine systems. Emphasis on physiology 
in lectures and on anatomy in laboratory, stressing 
those aspects which have greatest relevance to the 
student’s curriculum. 

3 Class Hours, 2 Laboratory Hours; Prerequisite: BIO 
131 Human Biology I or permission of chairperson. 


BIO 140 Pathophysiology (3) 
Symptoms, syndrome and etiology of pathogenic pro- 
cesses affecting the function and structure of the body. 
3 Class Hours; Prerequisite: BIO 132 Human Biology 
or permission of chairperson 


BIO 150 Microbiology (4) 
The biology of the common bacteria and related mi- 
croorganisms. General microbiology including asepsis, 
disinfection, sterilization, cultivation, pathogenicity, 
resistance, identification. 

3 Class Hours, 3 Laboratory Hours 


BIO 151 Aquatic Biology (4) 
Astudy of how light, temperatures and water chemistry 
influence the plants and animals which live in ponds, 
lakes, rivers and estuaries. Current and future ecology. 
Local, regional and national weather-related problems 
including pollution, waste water treatment, ground 
water contamination, acid rain, water recycling, salt 
water encroachment, wetland destruction. 

3 Class Hours, 2 Laboratory Hours 


BIO 160 Microbiology (3) 
Position of microorganisms in the biological world, as 
well as their cultivation and identification. Asepsis, 
disinfection and sterilization. Disease transmission and 
the human elements in defense. For Dental Hygiene 
Students. 

2 Class Hours, 3 Laboratory Hours 


BIO 170-199 Special Topics 

in Biology (1-2) 
Special courses covering particular topics in the bio- 
logical sciences beyond the scope of the normal course 
offerings. 


BIO 171 Physiology of 

Exercise (1) 
Designed to develop an understanding and appreciation 
for the role of consistent exercise in maintaining good 
health, the interrelationship of the muscular, cardio- 
vascular, respiratory and digestive systems and the net 
effect of training on these systems. 
1 Class Hour 


BIO 200 Ecology: 
The Everglades (4) 


A scientific yet sensitive look at one of the world’s rare 
and endangered wilderness areas. Everglades ecology is 
studied through an extensive wilderness camping expe- 
rience in Everglades National Park, involving a mini- 
mum of 90 hours of classroom and field instruction. 
Offered during the January Intermission. 

3 Class Hours, 3 Laboratory Hours; Prerequisite: BIO 
111 or equivalent 


BIO 202 Biology Seminar (1) 
The course is designed specifically for students inter- 
ested in pursuing careers in the biological sciences. 
Students will be asked to critically analyze both current 
and historical readings, experiments and controversial 
topics within the field. An emphasis will be placed on 
showing the special niche of the biological sciences 
within the context of both the physical and social sci- 
ences. A weekend field trip is required. 

1 Class Hour; Prerequisites: BIO 111 and 112 or 
equivalent; permission of instructor 


BIO 299 Independent Study (1-3) 
An individual student project in a biological field which 
is beyond the scope of requirements of the courses 
offered by the department. Conducted under the direc- 
tion of a Biology faculty member. Only one independent 
study course allowed per semester. 

1-3 Class Hours; Prerequisites: 3 semester hours of 
college level work in biology and approval of Depart- 
ment Chairperson 


BHM 110 Sanitation and Safety (2) 


A course in the fundamentals of restaurant and hotel 
organization and sanitation. In this certification course 
the student will learn the control points in food service, 
the importance of sanitation, and safety procedures. 

2 Class Hours 


BHM 111 The Challenges of Food 


Safety (1) 
Covers the challenges of providing healthy food. More 
specifically, the biological hazards presented by disease- 
causing micro-organisms such as bacteria, viruses, para- 
sites and fungi will be discussed. Included is discussion 
on news-making foodborne illnesses such as e-Coli, 
hepatitis A, salmonellosis and botulinum. 
1 Class Hour 


BHM 112 Establishing a Foodservice 
Safety System (1) 
Covers the flow of food through various stages of prepa- 
ration from purchasing to consumption., Cleaning and 
sanitizing, organizing a cleaning program, HACCP, 
integrated pest management, crisis management and 
dealing with government imposed sanitation regula- 
tions and standards will be discussed. Those individuals 
who have completed BHM 111 will, upon completion of 
this course, be eligible to sit for the Applied Foodservice 
Sanitation certification exam offered by the Educational 
Foundation of the National Restaurant Association. 
1 Class Hour 


BHM 125W Hospitality Law (3) 
A study of the legal principles governing hospitality 
operations including: common law, contracts, laws of 
tort and negligence, hotel-guest relationship, laws re- 
garding food, food service and alcoholic beverages and 
employment laws. 

3 Class Hours; Prerequisite: BUS 118 


BHM 150 Hospitality Operations 
Seminar (3) 
This course 'covers a broad range of topics affecting the 
Hospitality industry. Included will be units on front 
office procedures, property management, conventions, 
sales, marketing, and destinations: tourism generators. 
Guest lectures and field trips will be an integral part of 
this course. 
4 Class Hours 


BHM 165 Hotel and Restaurant 
Purchasing (3) 
This course will focus on the concept of selection and 
procurement, distribution systems and forces affecting 
the purchasing function. Some of the topics to be 
covered include: the organization and administration of 
purchasing, purchasing specifications, receiving proce- 
dures, typical storage management procedures, secu- 
rity, services, and purchasing of furniture, fixtures and 
equipment. 
3 Class Hours 


BHM 201 Hotel/Restaurant 

Internship I (3) 
Career-related employment in the hospitality industry 
focusing on an area of interest in a hotel or restaurant. 
The intern will experience the opportunity to apply the 
theory learned in the program within a hospitality 
business setting. First year course work must be com- 
pleted. 
3 Class Hours; Prerequisite: BHM 150 





BHM 215 Culinary Arts Theory and 
Development (3) 
This course focuses on the theory and practice of cook- 
ing methods such as frying, roasting, broiling, griddle 
work, poaching and sauteing, with a basic understand- 
ing of use and care of kitchen equipment. Some items to 
be prepared by the student include: stocks, sauces, 
soups, vegetables, appetizers, sandwiches, salads, dairy 
products, meat, poultry, seafood, international dishes 
and basic bakery products. 
1 Class Hour, 6 Lab Hours; Prerequisite: BHM 110 


BHM 235 Hotel and Restaurant 
Cost Control (4) 


This course presents practical techniques for protecting 
hospitality establishments profits. Covering a broad 
area of controls over food, beverage and labor areas, this 
course builds a sound foundation of concepts and appli- 
cations of management cost control procedures. 

4 Class Hours; Prerequisites: BUS 100, BUS 112 


BHM 270 Hospitality Managerial 
Accounting (3) 


This course provides students with a basis for planning 
and protecting a hospitality operation’s financial suc- 
cess. Covers methods of financial analysis, forecasting, 
and budget and cost management. 

3 Class Hours; Prerequisite: BHM 235 


BHM 297 Hotel/Restaurant 


Internship II (3) 
Career-related employment in the hospitality industry 
focusing on an area of interest in a hotel or restaurant. 
The intern will experience the opportunity to apply the 
theory learned in the program within a hospitality 
business setting. Senior status. 


BNK 120 Sales Management (1) 
Designed for new and prospective retail managers. Ex- 
amines the responsibilities of the sales manager. Selling 
techniques, establishing market goals and increasing 
sales results. 

1 Class Hour 


BNK 123 Product Knowledge: 

Key to Successful 

Selling (1) 
Gives an understanding of the range of financial services 
a bank can offer. Also explains the needs these products 
meet. The course integrates the concept of cross-selling 
with the product knowledge required to successfully 


cross-sell. 
1 Class Hour 


BNK 124 Managing Sales 

in the Branch (1) 
Helps sharpen skills in sales management and apply 
practical sales techniques. Designed to enable students 
to motivate and equip sales staff to become an effective 
sales team. 
1 Class Hour 


BNK 130 Written Communication 
for Bankers (1) 


An overview of the steps involved in creating successful 
written communications. Emphasis on letters and writ- 
ten reports. 


BNK 140 Statement Analysis (3) 


Basic concepts and skills of statement analysis, Exami- 
nation of ratio analysis, trend analysis, fund and cash 
flow analysis. Pro forma statements, peak debt position, 
cash forecasting and working capital analysis are also 
covered. 

3 Class Hours 


BNK 150 Customer Service for 


Bank Personnel (1) 


For customer contact personnel, this practically based 
course provides an opportunity to improve communica- 
tion skills as they relate to banking needs. Included are 
elements of professionalism, handling difficult situa- 
tions and interpersonal communication. 

1 Class Hour 


BNK 160 Personal Banker (1/2) 


Designed for customer contact personnel. Examines 
customer needs at various stages of life and develops 
strategies designed to meet those needs. 

1/2 Class Hour 


BNK 161 Financial Planning 
for Bankers (3) 


Designed for all levels of bank personnel, this course 
provides a general overview of the financial planning 
process and its applications. Application of financial 
planning concepts to personal financial decisions. 

3 Class Hours 


BNK 162 Deposit Operations (2) 


Examines the U.S. payment system of today and tomor- 
row. Bank deposit-taking activities, management of 
deposited funds, trends in EFT. 

2 Class Hours 


BNK 163 Essentials of Banking (1/2) 


Orientation to the essential principles, concepts and 
operations of banking. Economic and organizational 
aspects of banking, the asset/liability management pro- 
cess, bank products and service 

1/2 Class Hour 


BNK 164 Personnel and 


the Law (1/2) 
An introduction to laws pertaining to banking’s person- 
nel policies & procedures. Civil Rights Act, Equal Pay 
Act, EEO, Vietnam Era veterans’ legislation. 
1/2 Class Hour 


BNK 165 Bank Security (1/2) 


Designed for experienced customer contact personnel. 
Examines bank security issues — bank card fraud, bomb 
threats, extortion, embezzlement. 

1/2 Class Hour 


BNK 168 Principles of Banking (3) 


A core course that examines all aspects of banking. A 
comprehensive introduction to today’s diversified bank 
services. Bank accounting, pricing, profitability, per- 
sonnel and security functions. 

3 Class Hours 


BNK 171 Bank Cards (3) 


Athorough overview and update of the bank card indus- 
try. History and development of the card, operational 
aspects, legal and regulatory issues, and implications for 
the future of the card are discussed in depth. 

3 Class Hours 


BNK 172 Real Estate Finance 

for Bankers (3) 
An introductory course highlighting sources of mort- 
gage credit. Analysis of mortgage credit and real estate 
investment. Appraisal of residential and income-pro- 
ducing property, construction loan administration and 
federal assistance in the mortgage market. 
3 Class Hours 


BNK 173 Marketing for Bankers (3) 


A thorough examination of basic marketing principles 
and practices and their application to the banking in- 
dustry. Designed for entry level through mid-manage- 
ment level employees. 

3 Class Hours 


BNK 174 Money & Banking (3) 


Basic economic principles as they relate to banking. 
This course, designed for bank personnel in customer 
contact positions, management trainees and mid-man- 
agement entry personnel, provides the foundation for 
further banking study. 

3 Class Hours 


BNK 176 Law and Banking 

Principles (3) 
Sources and applications of banking law. Torts and 
crimes, contracts, real and personal property, bank- 


ruptcy, legal implications of consumer lending. 
3 Class Hours 


BNK 179 Management 
Fundamentals/Banking (3) 


The art and science of management centered around the 
basic management function of planning, organizing, 
lending and controlling. A student-oriented format uti- 
lizing case studies and discussion. 

3 Class Hours 


BNK 180 Economics for Bankers (3) 


This course introduces you to the fundamentals of 
economics. Special emphasis is placed on macro-eco- 
nomics and topics important to bankers. The course 
covers the basics of economic theory and includes ex- 
amples of the application of economics to banking. 


BNK 181 Investment Basics 

and Beyond (3) 
Introductory course for trust department and retail 
bank personnel. The securities market, investment al- 
ternatives and trust department investment operations 
are examined in detail. Also covered are investment 
techniques, portfolio management and practical appli- 
cations, 
3 Class Hours 


BNK 182 Consumer Lending (3) 


Designed for entry level and consumer credit personnel. 
An overview of consumer credit. Evaluating credit risks, 
consumer credit policy, servicing and collecting loans, 
consumer compliance, documentation, portfolio man- 
agement and marketing. 

3 Class Hours 


BNK 183 Supervision (3) 


Helps new or potential supervisors become better man- 
agers. Emphasis is placed on the broad perspective of 
supervision, Combines new insights with the interper- 
sonal skills required of today’s supervisors. 

3 Class Hours 


BNK 185 Corporate Banking (3) 


A pragmatic approach to understanding the lending 
environment within a bank. The course provides the less 
experienced commercial lender with a firm grasp of the 
sequential nature of the lending process. Emphasis ison 
a practical technical approach. 

3 Class Hours 


BNK 186 Preparing for 

Supervision (1) 
For the bank employee considering the move to a 
supervisory role, knowledge and practice in areas such 
as leadership, motivation, productivity and communi- 


cation. 
1 Class Hour 


BNK 188 Knowing the Market (1) 


For new and prospective retail managers, a look at 
changing bank culture in an era of high technology. 
Identifying bank and non-bank competition, market 
segmentation and target market. 

1 Class Hour 


BNK 190 Problem Loans (3) 


Problem loan prevention is stressed by examining com- 
mon mistakes which cause problem loans. Effectively 
dealing with problem loans and minimizing losses ex- 
amined through the use of case studies. 

3 Class Hours 


BNK 191 Selling Skills 
for Bankers (1) 


An examination of the skills necessary for customer 
contact personnel to sell bank services and meet cus- 
tomer needs. Developmentof specific selling techniques 
and positive attitude. 


1 Class Hour 87 


BNK 192 Bank Management (3) 


For all levels of bank management this course presents 
adiscussion of bank financial statements, an overview of 
asset liability managementanda thorough discussion of 
deposit functions, lending short-term funds manage- 
ment and capital management. 

3 Class Hours 


BNK 198 Law and Banking: 
Applications (3) 

An introduction to laws pertaining to secured transac- 

tions, letters of credit and the bank collection process. 


Check losses, collateral, perfection and default. 
3 Class Hours 


BNK 199 Analyzing Financial 
Statements (3) 

For the bank lender/credit analyst. How financial data is 

generated and its limitations. Flow of business funds, 

selecting and interpreting financial ratios. 

3 Class Hours; Prerequisite: BUS 100 Accounting I 

and BUS 101 Accounting II 


BUS 090 Language of Business (0) 


An introduction to business terminology. Students will 
learn terms and phraseology used in the day to day 
operations of business. Areas of concentration will in- 
clude but not be limited to: Accounting, Marketing, 
Management, Law, Business Organization, and Eco- 
nomic Systems. Becoming familiar with the language of 
business will better prepare students for required busi- 
ness courses. This course is especially designed to meet 
the needs of international students. 

3 Class Hours 


BUS 100 Accounting I (4) 


Introduction to accounting principles and procedures 
necessary to complete the accounting cycle. Using soft- 
ware modules with Lotus 1-2-3 and/or general ledger 
software package on a personal computer. Emphasis on 
journals, ledgers and financial statements. Accounting 
for merchandising transactions, valuation of invento- 
ries and payroll. 

4 Class Hours 


BUS 101 Accounting II (4) 


Expansion of the fundamental concepts and procedures 
of accounting. Using software modules with Lotus 1-2- 
3 and/or general ledger software package on a personal 
computer. Emphasis on internal control, voucher sys- 
tems and cash transactions, receivables and payables. 
The acquisition, depreciation and disposal of plant as- 
sets. Accounting methods and procedures relating to 
partnerships and the corporate form of business organi- 
zations. Manufacturing with emphasis on the special 
problems and additional accounting procedures to mea- 
sure, control and report factory production costs. 

4 Class Hours; Prerequisite: BUS 100 Accounting I 


BUS 102 Payroll Accounting (2) 
A comprehensive study of federal and state laws and 
regulations affecting payrolls and payroll taxes, practi- 
cal report preparation and reporting. Requirements 
including use of a computerized payroll system and 
proper accounting practices to record payroll and pay- 
roll taxes. 

2 Class Hours; Prerequisite: BUS 100 or equivalent 


BUS 107 The Freshman 

Experience (1) 
An introduction to college life for the beginning student 
in the Business Department. College and Departmental 
policies and procedures, academic advisement and reg- 
istration, study skills, learning styles, transfer and em- 
ployment opportunities, college resources (including 
the library,) and topics in health and fitness. 
1 Class Hour 


BUS 108 Accounting fora 

Service Business (2) 
Introduction to basic accounting procedures. Topics to 
include journals and ledgers, cash and credit transac- 
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tions, internal control over cash and the voucher sys- 
tem. Emphasis on how the cash basis system works for 
a service based business. (May not be taken for degree 
credit by Business Division students. See BUS 100.) 

2 Class Hours 


BUS 110 Introduction to 

Business (3) 
General background of modern business practices 
through the study of organization and management, 
production, human resources, accounting and finance, 
marketing, and the information needed for control and 
management decisions in business and society. 
3 Class Hours 


BUS 112 Quantitative Business 


Methods (3) 


Quantitative analysis of contemporary business prob- 
lems. Emphasis on percentages, ratios, markup/mark- 
down, cash discounts, trade discounts. Simple interest, 
compound interest, consumer credit, and insurance. 
Present value, future value, annuities. Basic statistics 
and graphical analysis. 

3 Class Hours; Prerequisite: MAT 090 Arithmetic and 
the Language of Algebra or passing grade on Math 
Placement Test 


BUS 115 Business Statistics (3) 
Concepts and mechanics of measures of central ten- 
dency, measures of dispersion, probability, sampling 
theory, estimation, hypothesis testing and correlation 
as they relate to general problems in business and 
economics. 

3 Class Hours; Prerequisite: MAT 092 Introduction to 
the Concepts of Algebra or equivalent (course one high 
school math) 


BUS 116 Business In a Global 

Environment (3) 
An overview of the social, cultural, political, and eco- 
nomic factors that influence the trade related interac- 
tion of nations and the operations of global business 
enterprises. Trade theory, economic integration, global 
sourcing, export-import basics, cultural awareness, and 
other current topics relating to international business 
will be covered. 


*BUS 117 Business and Society (3) 


The role of business in the contemporary world. In- 
creasingly difficult parameter for business despite the 
growing demands of accountability from government 
and of social responsibility from consumers. Business 
values and ethics, the role of business and government, 
environmental issues and energy policy, business and 
labor, business and consumer, the influence of multi- 
national corporations. 

3 Class Hours 


BUS 118 Business Law I (3) 
Law as an evolutionary and democratic process. Topics 
include torts and criminal law, court structure, ethical 
issues in business, administrative law, law-of-contracts, 
legal principles of agency, employment rights and an 
introduction to business organizations including part- 
nerships. 

3 Class Hours 


BUS 120 Business Law II (3) 
The law governing the negotiation or transfer of com- 
mercial paper, law of sales, law of personal and real 
property, bailments, insurance, landlord-tenant rela- 
tionships and an introduction to corporate law. This 
course is included in the campus general education 
requirements as a writing emphasis course. 

3 Class Hours; Prerequisite: BUS 118 Business LawI 


BUS 121 Business Law III: Special 
Topics; Environmental, and 
International Law (3) 

Topics of study in this course include: close corpora- 

tions and limited partnerships; securities regulation, 

accountants' legal liability; estates and trusts; credit 
transactions, including secured transactions, adminis- 
trative agencies, antitrust law, consumer protection, 


bankruptcy, environmental regulation and international 
law. 

3 Class Hours; Prerequisite: Bus Law I & II; or consent 
of instructor 


BUS 127 Business History (3) 
Astudy of business history will familiarize students with 
the American business system and the economic setting 
from which this unique model of capitalism evolved. 
The history of the firm and its patterns of development 
will incorporate types of entrepreneurship, the kinds of 
capital involvement, and the various social, ethical and 
legal ramifications of change over two hundred years. 
Rather than presenting a digest of historical facts the 
course is designed to reveal the evolutionary nature of 
change in business, from the early stages of merchant 
capital to the current period of information capital. 

3 Class Hours 


BUS 129 Consumer Behavior (3) 


Emphasizes the development of how people make pur- 
chase decisions in the marketplace. Consumer decision 
making, learning, brand loyalty and market segmenta- 
tion. 

3 Class Hours 


BUS 130 Retail Management (3) 
Techniques involved in planning, organization, control 
and operation of diverse retail establishments. Trading 
areaanalysis, warehousing, inventory control, customer 
relations. Case studies, field trips. 

3 Class Hours; Prerequisite: BUS 264 Retailing 


BUS 131 Personal Finance (3) 


Guidelines for financial planning regarding long-term 
and short-term installments buying, i.e., homes, autos, 
etc., credit, insurances, taxes, savings, budgeting, and 
investments in real estate, stocks, bonds, IRA’s, mutual 
funds, money market accounts, etc. 

3 Class Hours 


BUS 135 Investments (3) 
Evaluation of retirement/pension choice (IRA, SEP/IRA, 
Keogh, 403b, 401k, etc.), Selection, analysis and valua- 
tion of Limited Partnerships, Investment Companies 
(Closed-End vs. Open End Mutual Funds), REIT’s, Unit 
Investment Trusts, Fixed Income Securities, Govern- 
ment Securities, Common Stock, Options, Annuities 
and various insurance company hybrids. Non-financial 
assets, i.e., collectibles and precious metals as tools of 
investing 


BUS 141 Marketing (3) 


Introductory study of Marketing as an art and a science. 
Analysis of the basic principles and practices necessary 
to complete the marketing cycle effectively. Marketing 
of goods and services, from conception of the original 
product idea to delivery to the ultimate consumer. 
Marketing mix, marketing concept, environmental and 
societal constraints. Lecture, discussion, cases. 

3 Class Hours 


BUS 145 Seminar in Total Quality 

Management (3) 
Total Quality, as a management model and philosophy 
will introduce the student to a framework for thinking 
about the customer, the product, the market and the 
organization. While emphasis will be on the service 
sector — this course stresses that the customer is an 
asset of the business and there is a need to understand, 
respect, and satisfy hinvher at every level of an organi- 
zation regardless of specific industry. Included are such 
topics as why quality is so important now, the standards 
of quality, how principles and values drive a company, 
the customer's impact on business and their impact on 
teamwork, continuous improvement, measurement, and 
leadership. 

This course will define quality philosophies and show 
real-world examples of successes as well as failures and 
suggest ways to implementa Total Quality program, etc. 

3 Class Hours 


* All asterisked (*) courses are taught evenings only and’ 
when enrollment permits. 


BUS 152 Selling Fundamentals (3) 


Principles of sales with practical application. Steps lead- 
ing to a successful sale — prospecting, planning and 
delivering, dramatizing, handling objections, closing, 
building good will. Development and presentation of a 
complete procedure for a product or service. Closed- 
circuit television used to critique sales presentations. 
3 Class Hours 


*BUS 154 Purchasing (3) 


An overview of the procurement and materials manage- 
ment activities that occur in an industrial environment. 
Discussion topics include supplier selection, pricing, 
negotiation, contracts, inventory, management and 
quality. Case studies are used to emphasize purchasing’s 
role in the organization. 

3 Class Hours 


*BUS 159 Management 
Institute I (1) 


From the “hands on” point of view, an overview of what 
it takes to be a manager. Self-evaluation, management 
functions, data management, legal regulations and 
unions, organizational overview, the people factor in 
management and role playing. A team-teaching ap- 
proach is used when possible. 

1 Class Hour 


BUS 161 Real Estate Appraisal (3) 
Designed to acquaint participants with the appraisal 
process of real property. Market approach, income ap- 
proach and cost approach to value. Activities designed to 
build appraisal skills through case study, prepare ap- 
praisal reports and analyses. 

3 Class Hours 


*BUS 163 Real Estate 
for Salespersons « (4) 


Designed to meet New York state requirements for 
licensure as a real estate salesperson. Land use regula- 
tion, law of contracts, real estate instruments, real 
estate mathematics, real estate finance, closing and 
closing costs, brokerage and the law of agency, valuation 
and listing procedures, license law and ethics, human 
rights and fair housing. 

4 Class Hours 


*BUS 164 Real Estate 
for Brokers (4) 


Designed to meet New York state requirements for 
licensure as a real estate broker. Land use regulation, 
operation of a real estate broker’s office, general busi- 
ness law construction, subdivision and development, 
leases and agreements, liens and easements, taxes and 
assessments, investment property, property manage- 
ment, condominiums and cooperatives, appraisal, ad- 
vertising, rent regulations. 

4 Class Hours; Prerequisite: BUS 163 Real Estate for 
Salespersons 


*BUS 170 Insurance for Agents 
and Brokers (7) 


Comprehensive survey of insurance. Fire, marine, auto- 
mobile, owner liability, burglary, boiler, machinery, 
accident and health, fidelity and surety insurance, in- 
surance law and duties of the agent. Designed to meet 
requirements for the N.Y.S. property and casualty insur- 
ance license. 

7 Class Hours 


BUS 172 NYS Life/Health Insruance 
Licensing (2) 
Prepares students to complete New York State licensing 
exams in life, accident, and health insurance. Life Insur- 
ance Principles, Uses, Insurance Contracts, Group In- 
surance, Annuities, Social Security Programming, Laws 
on Insurance, Accident & Health Necessity, Accident & 
Health Insurance Terminology, Accident & Health Risk 
Selection, Types of Accident & Health Policies, Statu- 
tory Plans, Types of Accident & Health Carriers, Types of 
Accident & Health Coverage, Statutory Policy Provi- 
sion, Agency Duties & Responsibilities. 
2 Class Hours 


*BUS 176 Real Estate Finance (3) 


Analysis of theories, practices and policies of real estate 
financing. Mortgage theory and lending practices in 
addition to alternative means of financing real property 
in the contemporary market. Case practices to build 
analytical skills in selecting different financing ap- 
proaches. 

3 Class Hours 


*BUS 188 Income Tax I (2) 
Fundamental federal and New York state income tax 
rules and regulations for filing personal income tax 
forms. Gross income inclusions and exclusions, adjust- 
ments to income, tax credits, estimated taxes, itemized 
deductions, penalties and avoidance, amended tax re- 
turns, 

2 Class Hours 


*BUS 189 Income Tax II (2) 


Preparation of supplementary tax form, such as capital 
gains, rentals, income averaging, sole proprietorship, 
self-employment taxes, investment credit, corporation 
tax returns, sub-chapter S corporations, gift and inher- 
itance taxes, 

2 Class Hours 


BUS 200 Intermediate 

Accounting I (4) 
An intensive study of accounting theory and procedures. 
Emphasis on balance sheet accounts and their interre- 
lationships with income statement accounts. The ac- 
counting process and correction of errors. Advanced 
treatment of cash, receivables, inventories. 
4 Class Hours; Prerequisite: BUS 101 Accounting II 


BUS 201 Intermediate 

Accounting II (4) 
A more advanced treatment of accounting for fixed 
assets, intangible assets, current and long-term liabili- 
ties. Corporation accounting, funds flow reporting, fi- 
nancial statement analysis. 
4 Class Hours; Prerequisite: BUS 200 Intermediate 
Accounting I 


BUS 205 Cost Accounting I (4) 
Nature and purpose of cost accounting. Job order and 
process costing. Accounting for factory overhead and 
analysis of variances, Accounting for labor and material. 
4 Class Hours; Prerequisite: BUS 101 Accounting II 


BUS 206 Cost Accounting II (4) 
Further consideration of cost accounting principles, 
standard costs and variances. The construction of bud- 
gets, profit planning. Flexible budgets. Direct costing. 
Break-even analysis. Accounting for by-products and 
joint products. Non-manufacturing costs. 

4 Class Hours; Prerequisite: BUS 205 Cost Account- 


ing I 


BUS 209 Operations 

Management (3) 
A study of the overall production-related activities of a 
manufacturing firm. Topics include: project planning, 
capacity planning, scheduling, inventory management, 
MRP, JIT, CIM and TQM. 
3 Class Hours 


BUS 210 Managerial 

Accounting (4) 
Accounting for managerial analysis and decision mak- 
ing, providing an analysis of accounting data useful in 
the planning and control functions of a firm. Study of 
cost concepts, break-even, differential accounting and 


responsibility accounting. 
4 Class Hours; Prerequisite: BUS 100 Accounting I 
BUS 224 Business Finance (3) 


Financial principles and procedures of capital manage- 
ment. Analysis of the relationship of finance to micro 
and macro economics factors such as inflation business 
cycle, competition, regulation. Emphasis on corporate 
goals and objectives as a determining factor in the 


choice of financial management policy. Application of 
financial ratios, cash budgeting, forecasting, leverage, 
working capital policy, capital markets, stocks and bonds, 
valuation and other basic areas of finance, Problem 
solving using computer applications is required. 

3 Class Hours; Prerequisite: BUS 101 Accounting II, 
MAT 092 or equivalent (equivalent is Course I High 
School Math), CST 107 or equivalent 


BUS 229 Advertising (4) 
Development, economics, functions of advertising. Cost 
application, media, testing and research methods. De- 
velopment of advertisements, copy and layout, methods 
and problems of reproduction. Planning the advertising 
campaigns with step-by-step developments. Lectures, 
discussions, demonstrations. Students are required to 
use the computer to generate graphics. BUS 141 Mar- 
keting is recommended as preparation for this course. 
4 Class Hours 


BUS 238 Marketing Research (3) 


Methods of collecting and interpreting marketing infor- 
mation which affects marketing management. Specific 
applications to problem identification in market devel- 
opment, gauging market potential and implementation 
of research designs in the marketplace. 

3 Class Hours 


BUS 242 Marketing Seminar (3) 


Senior capstone course which integrates various busi- 
ness subjects previously studied. Individual and team 
approach are utilized to analyze comprehensive mar- 
keting and management cases. A marketing-simulation 
computer game (competition-based) is employed to 
give students a more realistic feel for the decision- 
making process. 

3 Class Hours; Prerequisite: BUS 141 Marketing, Non- 
marketing majors must have instructor's permission 


BUS 245 Management: 

A Behavioral Approach (3) 
Acomprehensive analysis of managerial theories as they 
relate to a changing social and economic environment. 
An integration of social sciences will be used to investi- 
gate functions. Different cultural management styles 
will also be analyzed. 

3 Class Hours 


BUS 246 Principles of 

Management (3) 
Principles of managerial practices. Planning, organiz- 
ing, directing and controlling. Exposes students to proper 
methods and techniques to achieve employee and job 
satisfaction. Topics covered include scientific manage- 
ment, behavioral theory and introduction to manage- 
ment science. 


BUS 248 Human Resource 


Management (3) 
Human Resource Managementis the acquisition, devel- 
opment, maintenance, and utilization of a workforce 
within an organization. Topics examined include em- 
ployee recruitment and selection, training, manage- 
ment development, and salary/benefits administration. 
The importance and impact of the Federal and State 
Regulatory environment is heavily stressed. The Equal 
Employment Opportunity Commission, Americans with 
Disabilities Act, Age Discrimination, Sexual Harass- 
ment, and other timely regulatory concerns are exam- 
ined in detail. A case study approach is used to familiar- 
ize the student with Federal Case Law and Regulatory 
language. 
3 Class Hours 


*BUS 252 Supervision of 

Personnel (2) 
Concepts and psychology of personnel supervision, in- 
cluding legal and social aspects of First, Line Manage- 
mentas related to the overall management team. Train- 
ing techniques, discipline problems and appraisal analy- 


*All asterisked (*) courses are taught evenings only and 
when enrollment permits. 
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sis are studied to better understand the issues facing a 
First Line Manager. Classroom case studies will supple- 
ment the class discussion. Emphasis is placed on the 
supervisor as the first level of management, with com- 
mon bonds to, yet tangible differences from the remain- 
der of the management team. 

2 Class Hours 


*BUS 254 Management 

Institute II (3) 
From the “hands on” point of view, an in-depth study of 
what it takes to be a manager. Coaching, counseling, 
performance, appraisal, interviewing, conflict resolu- 
tion, risk, communications, data management and deal- 
ing with stress. A team-teaching approach is used when 
possible. 
3 Class Hours 


*BUS 255 Industrial Labor 

Relations (2) 
Processes of bargaining and contract administration 
between industrial employers and union representing 
employees, as a system of compromising opposing ob- 
jectives and settling differences. Origins of unions, how 
they organize and gain recognition and how the labor 
agreement is negotiated and administered. Interaction 
among employees, stewards and supervisors. Labor laws. 
Institutions such as the National Labor Relations Board, 
mediation, services, arbitration boards and courts. 
2 Class Hours 


*BUS 258 Human Relations 

in Business (2) 
Basic psychological principles applied to the problems 
of employee selection, training, evaluation, merit rating 
and advancement. Social interaction and human rela- 
tions in industries including discussion of internal atti- 
tudes, self-awareness, role identification, role model- 
ing, and analysis of employee values. Emphasis is placed 
upon communication, as it affects the human relations 
process, conflict resolution, team building analysis, and 
organizational stress. All topics are viewed with respect 
to job satisfaction, morale, and employee-management 
interaction. 
2 Class Hours 


BUS 259 Business Report 

Writing (3) 
Training in logical analysis of business case problems, 
applied to the preparation of accurate written reports. 
Methods and skills in formal and informal business 
writing. Preparation of tables, charts, reference cita- 
tions and bibliographies. Improvement of basic busi- 
ness writing skill involved in interoffice memos, letters 
of adjustment, bids, quotations, public relations. 
3 Class Hours 


BUS 262 Small Business 

Management (3) 
An overview designed for those interested in small 
business as owner-managers. Development of modern 
management techniques covering forms of organiza- 
tion, site acquisition and location, insurance, market- 
ing, financing, pricing, break-even, permits, license and 
franchising. 
3 Class Hours 


BUS 263 Small Business 

Seminar (4) 
An intensive study of the various facets involved in 
organizing and operating a small business venture. 
Researching and evaluating business opportunities, es- 
tablishing a buying/selling price for the business, small 
business taxation, analyzing and solving business prob- 
lems, using information to manage marketing ideas. 
Heavy emphasis on development of the business plan 
and preparation of the loan proposal. 
4 Class Hours; Prerequisite: BUS 101 Accounting II 


BUS 265 Retail Merchandising (3) 
Principles of effective display: interior, window, point- 
of-purchase. Analysis of consumer buying habits, mar- 
ket evaluation, trend forecasting. Evaluation of vari- 
ables of decor, lighting, impulse arrangements. Tech- 
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niques of advertising and sales promotion. Case studies, 
field trips. 
3 Class Hours; Prerequisite: BUS 264 Retailing 


BUS 266 Advertising and 
Promotion for 
Small Business (4) 


A comprehensive study emphasizing “hands on” ap- 
proach to small business advertising and promotion. 
Functions of advertising and promotion, budgeting, 
media selection, cost consideration, development of 
copy and layout. Students will use various media, in- 
cluding television, in the preparation of an advertising 
campaign. Current information on public relations and 
merchandising. Store layout and design, sales promo- 
tion, dealer programs and co-op advertising. 

4 Class Hours 


BUS 267 Retailing in a 

Service Economy (3) 
The history and overview of Retailing and the growth of 
the Service Sector economy. Covers the changes occur- 
ring in the distribution of goods and services including 
the growth of franchises, direct marketing and service 
businesses. The changes in retail structures, i.e., the 
demise of urban centers and traditional department 
stores and the growth of shopping centers, malls, and 
specialty retailers, are central to this course. 
3 Class Hours 


BUS 269 Business Reports 

and Computer 

Communications (3) 
Methods and skills for formal and informal business 
writing through the logical analysis of business case 
problems. Emphasis on utilizing the computer in the 
preparation, transmittal, and retrieval of business infor- 
mation and reports. Proper construction of business 
charts, graphs, tables, and graphics, using various com- 
puter software. Students learn to properly construct 
business letters, memos, bids, quotes, and other busi- 
ness reports and documents. Transmitting business 
reports using E-mail. Accessing and transmitting busi- 
ness information using the computer. 
3 Class Hours 


BUS 270 Management Science (3) 
An introduction to managerial problems relating to the 
planning and controlling functions, which provide guide- 
lines to making rational decisions. A realistic approach 
utilizing cases and simulation is taken to expose the 
student to quantitative as well as subjective analysis to 
point out the constraints placed upon management. 
Managerial problem solving using the computer is re- 
quired. 

3 Class Hours; Prerequisite: BUS 115 Business Statis- 
tics or MAT 124 Statistics I 


BUS 275 Accounting 

Information Systems (4) 
Computer based accounting systems with emphasis on 
development and implementation. Topics will include; 
creation of a general ledger, establishment of accounts 
receivable and billing procedures, management of cash 
and current liabilities, and payroll accounting. Also to 
be addressed is the development of a variety of custom 
management reports. The course will be divided into 
two parts, during part one, students will learn the tools 
necessary to implement an accounting system. During 
part two, students will work in teams which will develop 
a system for a local company or in some instances a 
mock business set up by the instructor. Instructor 
approval required for admission. 
Prerequisite: BUS 200 Intermediate Accounting I, 
CST 107 Bus. Appl. Microcomputer 


BUS 295 Accounting Seminar (4) 
In-depth treatment of accounting for payroll taxes fol- 
lowed by actual completion of required state and federal 
tax forms. Thorough coverage of the Individual Tax 
Form 1040, schedules A, B, C, D, EandG, small business 
taxes schedule SE and investment credit. Corporate tax 
form 1120. Accounting concepts and current trends in 
accounting as reflected through financial statement 
analysis. 

4 Class Hours 


BUS 297 Cooperative Work 

Experience (1-3) 
Cooperative education is available to students in the 
marketing management, marketing sales and account- 
ing curricula. On-the-job experience may be obtained in 
such areas as retailing, banking, fast foods, government 
services and hotel management, as well as CPA firms, 
public accounting offices, industrial, business and gov- 
ernment offices where accounting is performed. Coop- 
erative work students will meet with the coordinator 
one hour each week. 
Prerequisite: Full-time student (minimum of 12 
credit hours) maintaining an overall grade-point aver- 
age of 2.5, with 3.00 in Business courses and no F’s 


BUS 299 Independent Study (1-4) 


The student, under the guidance of a faculty member, 
undertakes an investigation, study and research in an 
advanced concept or problem concerning his/her major 
field of study. Only one independent study course is 
allowed per semester. 

Prerequisite: Approval of faculty member and depart- 
ment chairperson 


CHM 090 Preparatory Chemistry (0) 
Introductory course in chemistry emphasizing prob- 
lem-solving techniques related to chemical concepts. 
Atomic structure, stoichiometry, metric units, chemi- 
cal bonding, chemical nomenclature, solution chemis- 


try. 
4 Class Hours; Prerequisite: MAT 099 Elementary 
Algebra 


CHM 120 Fundamental Chemistry (4) 
First course for Fire Protection Technology, Health 
Sciences and Criminal Justice students. Composition of 
substances, atomic structure, periodicity, bonding, 
chemical equations, state of matter, aqueous solutions, 
chemical equilibria and introduction to organic chem- 
istry. 

3 Class Hours, 3 Laboratory Hours; Prerequisite: MAT 
090 Arithmetic and the Language of Algebra 


CHM 121 Forensic Sciences (4) 


Introduction to forensic science for Criminal Justice 
students. The science behind the examination of fire- 
arms, cartridges, explosives, drugs and other types of 
physical evidence by the crime lab is presented. Empha- 
sis on proper handling of substances found in crime 
scene investigations. Laboratory techniques include 
many modern instrumental methods, such as gas chro- 
matography, infrared and mass spectroscopy as used in 
today’s modern crime labs. 

3 Class Hours, 3 Laboratory Hours 


*CHM 125 Chemistry (3) 
Fundamental concepts of inorganic chemistry. Compo- 
sition of substances, kinetic and molecular theories, 
atomic structure and bonding, solutions and colloids, 
ions in solution and introduction to organic chemistry. 
For Fire Protection Technology students. 

2 Class Hours, 3 Laboratory Hours 


CHM 133 Survey of Organic 
Chemistry (3) 


Fundamental treatment of organic chemistry, nomen- 
clature, properties of selected functional groups, mecha- 
nisms, stereochemistry and synthetic methods. Special 
emphasis on biomolecules suchas lipids, carbohydrates, 
nucleic acids, vitamins and medicinally active com- 
pounds. 

3 Class Hours; Prerequisite: CHM 145 Chemistry I and 
CHM 145 Chemistry Laboratory I; Corequisite: CHM 
146 Chemistry II and CHM 146 Chemistry Laboratory 
II and CHM 133L Survey of Organic Chemistry Labo- 
ratory 


*All asterisked (*) courses are taught evenings only and 
when enrollment permits. 


CHM 133L Survey of Organic 
Chemistry Laboratory (1) 
Emphasis on techniques on separation, identification 
and purification by classical and instrumental methods 
such as gas chromatography and spectroscopy, and 
selected experiments with biomolecules. 
4 Laboratory Hours; Prerequisite: CHM 145 Chemistry 
Laboratory; Corequisite: CHM 133 Survey of Organic 
Chemistry 


CHM 141 General Organic and 
Biochemistry I (3) 
Introductory treatment of general chemistry for the 
non-science student emphasizing applications of chem- 
istry in everyday life. Measurements, atoms and bond- 
ing, the states of matter, nuclear processes, oxidation 
and reduction solutions, acids and bases. Applications 
include energy sources, effects of radiation, the environ- 
ment, life processes, testing of advertising claims. For 
Liberal Arts non-science students. 
3 Class Hours; Prerequisite: MAT 090 Arithmetic and 
the Language of Algebra; Prerequisite or Corequisite: 
CHM 141L General Chemistry Laboratory I 


CHM 141L General Organic and 

Biochemistry 

Laboratory I (1) 
Experiments to introduce chemical laboratory tech- 
niques while increasing awareness of the chemical world 
and to attain some insight into how a chemist attacks a 
problem. Qualitative and quantitative measurements. 
3 Laboratory Hours; Corequisite: CHM 141 General 
Organic and Biochemistry I 


CHM 142 General, Organic and 
Biochemistry II (3) 
Continuation of CHM 141 General Chemistry. Basic 
concepts of organic and biochemistry. Petroleum, halo- 
genated hydrocarbons, plastics, drugs, consumer prod- 
ucts, living systems, food and metabolism. For Liberal 
Arts non-science students. 
3 Class Hours; Prerequisite: CHM 141 General Or- 
ganic and Biochemistry I; or Prerequisite: CHM 142L 
General Chemistry Laboratory II 


CHM 142L General Organic and 
Biochemistry 
Laboratory II (1) 
Acontinuation of CHM 141L General Chemistry Labo- 
ratory emphasizing organic and biochemical experi- 
ments which substantiate classroom lectures. 
3 Laboratory Hours; Corequisite: CHM 142 General 
Organic and Biochemistry II 


CHM 145 Chemistry (3) 


Comprehensive treatment of general chemistry for the 
science-oriented student. Builds on their prior chemis- 
try, with emphasis on the basic laws and theories of 
chemistry and their derivation from experimental evi- 
dence. Presents the qualitative and quantitative aspects 
of matter’s composition and changes and their unifying 
principles. Includes physical and chemical properties, 
periodicity of elements, stoichiometry, current atomic 
and bonding theories, laws and theories of physical 
states and changes of state, solution chemistry, and 
thermochemistry. 

3 Class Hours; Prerequisite: Regents Chemistry (75 
minimum final grade) or CHM 090 Preparatory Chem- 
istry and Regents Level III Math or MAT 139; 
Corequisite: CHM 145L Chemistry Laboratory 


CHM 145L Chemistry Laboratory (1) 
Laboratory experiments to emphasize the empirical 
basis for the principles discussed in lecture and the 
proper gathering and interpretation of experimental 
data. 

3 Laboratory Hours; Corequisite: CHM 145 Chemistry 


CHM 146 Chemistry (3) 
Continuation of CHM 145 Chemistry including thermo- 
dynamics, kinetics, equilibrium, equilibrium in aque- 
ous solution, acids and bases, coordination chemistry 


and electrochemistry. 

3 Class Hours; Prerequisite: CHM 145 Chemistry, 
CHM 145L Chemistry Laboratory; Corequisite: CHM 
146 Chemistry Laboratory 


CHM 146L Chemistry Laboratory (1) 
Continuation of CHM 145 Laboratory with experiments 
designed to illustrate thermodynamics, kinetics, equi- 
librium, qualitative analysis, and electrochemistry. 

3 Laboratory Hours; Corequisite CHM 146 Chemistry 


CHM 161 Chemistry (3) 
Basic concepts underlying chemical action emphasiz- 
ing measurement, basic chemical calculations, atomic 
structure and periodic law. Chemical bonding, states of 
matter, solutions, kinetic/molecular theories, chemical 
equilibrium and energy changes in chemical reactions. 
3 Class Hours; Prerequisite: Regents Chemistry or 
CHM 090 Preparatory Chemistry; Corequisite: CHM 
161L Chemistry Laboratory 


CHM 161L Chemistry Laboratory (1) 


Experiments illustrating concepts from lecture. Em- 
phasis on keeping a laboratory notebook and on labora- 
tory skills required for the chemical laboratory. Exer- 
cises mostly quantitative in nature. 

3 Laboratory Hours, 1 Recitation Hour; Corequisite: 
CHM 161 Chemistry 


CHM 162 Chemistry (3) 
A continuation of CHM 161 Chemistry. Oxidation-re- 
duction and electrochemistry, acids, bases and salts. 
Solubility product principle, acid/base equilibrium, ther- 
modynamics. Principles of qualitative analysis. 

3 Class Hours; Prerequisite: CHM 161 Chemistry and 
CHM 161L Chemistry Laboratory; Corequisite: CHM 
162L Chemistry 


CHM 162L Chemistry Laboratory (1) 


Experiments illustrating concepts from lecture, includ- 
ing seven weeks of semimicro qualitative analysis. Em- 
phasis on laboratory skills and notebook keeping 

3 Laboratory Hours, 1 Recitation Hour; Prerequisite: 
CHM 161 Chemistry and CHM 161L Chemistry Labo- 
ratory; Corequisite: CHM 162 Chemistry 


CHM 220 Introduction to 

Instrumental Analysis (2) 
An introduction to the theory and laboratory instruc- 
tion in electrochemical, nuclear, optical and chromato- 
graphic methods of analytical chemistry. Laboratory 
techniques include potentiometry, conductimetry, cou- 
lometry, polarography, liquid scintillation counting, 
gamma spectrometry, ultraviolet-visible, infrared, 
atomic absorption spectrophotometry, gas, ion, high 
performance liquid chromatography, and gas chroma- 
tography, mass spectrometry. For Medical Laboratory 
Technology students. 5 
1 Class Hour, 3 Laboratory Hours; Prerequisite: CHM 
146 Chemistry 


CHM 245 Organic Chemistry (3) 


Afundamental treatment of organic chemistry. Organic 
nomenclature, chemical properties of selected func- 
tional groups, mechanisms, stereochemistry and syn- 
thetic methods. For Liberal Arts science majors and 
Engineering Science students with departmental ap- 
proval. 

3 Class Hours; Prerequisite: CHM 146 Chemistry; 
Corequisite: CHM 245L Organic Chemistry Laboratory 


CHM 245L Organic Chemistry 
Laboratory (2) 


Basic techniques of separation and purification such as 
recrystallization, distillation, extraction, chromatogra- 
phy, modern instrumental techniques. Introduction to 
modern organic synthesis with emphasis on microscale 
techniques and methods of separation and purification. 
4 Laboratory Hours; Corequisite: CHM 245 Organic 
Chemistry 


CHM 246 Organic Chemistry (3) 
Acontinuation of CHM 245 Organic Chemistry includ- 
ing spectroscopy and introduction to molecules of bio- 
logical importance. 

3 Class Hours; Prerequisite: CHM 245 Organic Chem- 
istry; Corequisite: CHM 246L Organic Chemistry 


CHM 246L Organic Chemistry 


Laboratory (2) 
A continuation of CHM 245L Organic Chemistry Labo- 
ratory including an introduction to complex multistep 
synthesis and qualitative organic analysis by classical 
and modern instrumental techniques with emphasis on 
microscale techniques. 
4 Laboratory Hours; Prerequisites: CHM 245 Organic 
Chemistry and CHM 245L Organic Chemistry Labora- 
tory; Corequisite: CHM 246 Organic Chemistry 


CHM 251 Chemical Engineering 


Technology Seminar (1/2) 
Topics in the field of Chemical Engineering Technology 
will be presented by guest lecturers from industry and 
academics. For Chemical Engineering Technology stu- 
dents. 
1 Class Hour 


CHM 261 Organic Chemistry (3) 


A systematic study of the families of organic chemistry, 
including concepts of bonding, equilibria, reaction, 
kinetics, energy profiles, isomerism and synthesis. Fami- 
lies viewed with emphasis on nomenclature, structural 
features, preparations, reaction products and uses. 

3 Class Hours; Prerequisite: CHM 162 Chemistry; 
Corequisite: CHM 261L Organic Chemistry Laboratory 


CHM 261L Organic Chemistry 
Laboratory (2) 


Experiments include separation techniques using in- 
strumentation (infrared spectroscopy, gas chromatog- 
raphy) and synthesis. 

6 Laboratory Hours; Corequisite: CHM 261 Organic 
Chemistry 


CHM 262 Organic Chemistry (3) 
Continuation of CHM 261 Organic Chemistry. Mass 
spectroscopy and nuclear magnetic resonance. Special 
topics including heterocyclic compounds, polymers, 
biomolecules. 

3 Class Hours; Prerequisite: CHM 261 Organic Chem- 
istry; Corequisite: CHM 262L Organic Chemistry Labo- 
ratory 


CHM 262L Organic Chemistry 
Laboratory (2) 


Emphasis on qualitative organic chemistry. Identifica- 
tion of unknowns. 

6 Laboratory Hours; Prerequisite: CHM 251L Organic 
Chemistry Laboratory; Corequisite: CHM 262 Organic 
Chemistry 


CHM 265 Instrumental Methods 

of Chemical Analysis (3) 
Principles and techniques of modern quantitative analy- 
sis including treatment of analytical data, sampling, 
solution adjustment, chelatometry, redoximetry, aque- 
ous and non-aqueous acid-base titrations, electrophore- 
sis and isoelectric focusing, ion-exchange, ion chroma- 
tography, conductimetry, coulometry, electrogravim- 
etry, polarography, amperometry, potentiometry, ra- 
dioisotope methodology. For Chemical Engineering 
Technology and Liberal Arts “chemical model” stu- 
dents. 
3 Class Hours; Prerequisites: 1 full year of college 
general chemistry, MAT 162 Applied Calculus, PHY 
162 Physics Il and CST 140 Computer for Chemists or 
equivalent; Corequisite: CHM 265L Instrumental Meth- 
ods of Chemical Analysis Laboratory 


CHM 265L Instrumental Methods 
of Chemical Analysis 
Laboratory (2) 


Application of chelometric, redoc, precipitimetric, aque- 
ous and non-aqueous acid-base methods for chemical 
analysis or organic and inorganic compounds. Opera- 
tion of polarographs, conductimeters, potentiometers, 


*All asterisked (*) courses are taught evenings only and 
when enrollment permits. 
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coulometers, and electroanalyzers for applications in 
electrochemical methods of analysis. Operation of a 
microprocessor controlled liquid scintillation counter, 
gamma spectrometer, and Geiger-Muller counter for 
applications in radioisotope methodology. Statistical 
evaluation of data obtained by the various analytical 
methods. For Chemical Engineering Technology and 
Liberal Arts “chemical model” students. 

6 Laboratory Hours; Prerequisites: 1 full year of gen- 
eral chemistry, MAT 162 Applied Calculus I. PHY 162 
Physics II and CST 140 Computer for Chemists or 
equivalent; Corequisite: CHM 265 Instrumental Meth- 
ods of Chemical Analysis 


CHM 266 Instrumental Methods 

of Chemical Analysis (3) 
Principles and techniques of modern instrumental meth- 
ods of chemical analysis, including ultraviolet visible, 
infrared, nuclear magnetic resonance, atomic absorp- 
tion, emission and mass spectroscope. Ion, gas and 
liquid chromatography. Chemical and scanning elec- 
tron microscopy and differential thermal analysis. For 
Chemical Engineering Technology students. 
3 Class Hours; Prerequisite: CHM 265 Instrumental 
Methods of Chemical Analysis; Corequisite: CHM 266L 
Instrumental Methods of Chemical Analysis Labora- 


tory 
CHM 266L Instrumental Methods 
of Chemical Analysis 


Laboratory (2) 
Analysis by optical, chromatographic, thermal tech- 
niques, and trace methods applied to contemporary, 
industrial and environmental problems. 
6 Laboratory Hours; Prerequisite: CHM 265 Instru- 
mental Methods of Chemical Analysis; Corequisite: 
CHM 266 Instrumental Methods of Chemical Analysis 


CHM 271 Chemical Processes (3) 


Material and energy balances along with applied and 
physical principles as they apply to chemical engineer- 
ing. Emphasis on chemical problem solving. 

3 Class Hours; Prerequisites: CHM 162 Chemistry, 
MAT 162 Applied Calculus I, PHY 162 Physics II and 
CST 140 Computers for Chemists or equivalent; 
Corequisite: CHM 271L Chemical Processes Labora- 
tory 


CHM 271L Chemical Processes 
Laboratory (2) 


Application of lecture topics to industrial situations. 
Emphasis on written and oral reports. 

4 Laboratory Hours; Corequisite: CHM 271 Chemical 
Processes 


CHM 272 Chemical Processes (3) 
Staged operations dealing with phase equilibrium. 
Graphical, analytical and computer methods are used to 
solve unit operations problems. 

3 Class Hours; Prerequisite: CHM 271 Chemical Pro- 
cesses; Corequisite: CHM 272L Chemical Processes 


CHM 272L Chemical Processes 
Laboratory (2) 


Measurement of phase equilibrium. Graphical, analyti- 
cal and computer methods are used to solve unit opera- 
tions problems. 

4 Laboratory Hours; Corequisite: CHM 272 Chemical 
Processes 


CHM 290 Forensic Toxicology (3) 


Application of the principles of forensic toxicology and 
the related forensic sciences within the scope of medi- 
cal-legal investigation. Drug and poison analysis, ex- 
amination of physical evidence and death investigation. 
Laboratory sessions will provide basic knowledge of 
forensic analysis utilizing microscopy, gas chromatog- 
raphy, thin layer chromatography and spectroscopy. 

2 Class Hours, 2 Laboratory Hours; Prerequisite: CHM 
120 Fundamental Chemistry or a semester of General 
Chemistry or permission of instructor 
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*CHM 291 Organic Chemistry I (3) 
*CHM 292 Organic Chemistry II (3) 
Nomenclature, properties of selected functional groups, 
mechanisms, stereochemistry, synthetic methods and 
spectroscopy. The laboratory stresses basic techniques 
of reactions, separations and isolations by classical meth- 
ods as well as modern instrumental techniques. 

2 Class Hours, 3 Laboratory Hours each; Prerequi- 
sites: CHM 146 Chemistry for CHM 291, CHM 292 
Organic Chemistry* for CHM 292 


*CHM 293 Analytical-Instrumental 
Chemistry I (3) 

Classical analytical chemistry — sampling, statistics, 

gravimetric and volumetric analysis. Introduction to 

electrochemistry. 

2 Class Hours, 3 Laboratory Hours; Prerequisite: CHM 

146 Chemistry 


*CHM 294 Analytical-Instrumental 
Chemistry II (3) 
Continuation of CHM 293 Analytical-Instrumental 
Chemistry I. Additional electrochemistry and electro- 
chemical techniques. Emphasis on spectroscopic and 
chromatographic methods. Visible, infrared and nuclear 
magnetic resonance spectroscopy. Gas, liquid, column 
and thin layer chromatography. 
2 Class Hours, 3 Laboratory Hours; Prerequisite: CHM 
293 Analytical-Instrumental Chemistry I 


CHM 299 Independent Study (1-4) 
The student undertakes an independent project in his/ 
her specialty under the guidance of a faculty member. 
Only one independent study course allowed per semes- 
ter. Consideration may be given a project involving a 
work assignment. 

Prerequisite: Departmental approval 


CIV110 Introduction to 


Civil Engineering 

Technology (1/2) 
Introduction to the College and its policies and proce- 
dures including the library, placement, academic ad- 
visement and study skills, Reasonable skill in the hand- 
held calculator to be developed. Introduction to Per- 
sonal Computers and Word Processing. Program course 
advisement including mathematics sequences. Outside 
speakers representing the various sectors of employ- 


ment. 
1 Class Hour 


CIV111 Surveying I (4) 


Fundamentals of plane surveying. Angle and distance 
measurement, leveling, stadia, note keeping, operation 
and care of instruments, traversing and topographic 
surveys. Use of the level, transit, theodolite and Elec- 
tronic Distance-Measuring (EDM) instruments. Exten- 
sive laboratory application of theory. 

2 Class Hours, 6 Laboratory Hours; Prerequisite: MAT 
140 or equivalent 


CIV112 Surveying II (2) 
A continuation of CIV 111 Surveying I. Topographic 
surveying and mapping, boundary surveys, astronomic 
direction, control surveys, satellite surveying systems, 
construction surveys, state plane coordinates, use of 
total stations and data collector, computer applications 
using wild Surveying software. 

1 Class Hour, 3 Laboratory Hours; Prerequisite: CIV 
111 Surveying I 


CIV115 Engineering Drawing (2) 
Fundamentals of Engineering Drawing includes care 
and use of instruments, linework, lettering, geometric 
constructions, orthographic projection, sections, auxil- 
iary views, pictorial drawings, isometric and oblique 
drawings, and dimensioning. Introduction to CAD. 

1 Class Hour, 3 Laboratory Hours 


CIV119 Architectural Drafting (2) 
Fundamentals of architectural drafting including floor 
plans, elevations, sections, details, schedules, plot plans, 
plumbing layouts, electrical layouts. Emphasis on resi- 
dential drawings. 

4 Laboratory Hours; Prerequisite: CIV 115 Engineer- 
ing Drawing 


CIV 124 Mechanics (Statics) (3) 
Static force systems and equilibrium. Free body dia- 
grams, trusses, graphic statics, spatial force systems, 
friction, centroids, moments of inertia. 

3 Class Hours; Prerequisite: PHY 161 Physics I 


*CIV 155 Surveying (3) 
Plane surveying including distance measurement, note 
keeping, compass surveying, leveling, angle measure- 
ment, care and use of instruments, stadia, traversing, 
coordinates, area computation, mapping and records. 

2 Class Hours, 3 Laboratory Hours; Prerequisite: MAT 
139 Algebra and MAT 140 Trigonometry or equivalent 


*CIV 156 Route Surveying (4) 
Horizontal and vertical curves, spirals, sight distances 
and earthwork. Introduction to computer applications. 
Laboratory includes problem sessions using the college’s 
computer to solve coordinate geometry problems. 

3 Class Hours, 2 Laboratory Hours; Prerequisite: CIV 
155 Surveying 


*CIV 159 Architectural Drafting I (3) 
Development of working drawing for use in residential 
type construction. Plot plans, floor plan, elevations, 
details, schedules, electrical layouts. Lectures to in- 
clude construction materials, specifications and meth- 


2 Class Hours, 3 Laboratory Hours 


*CIV 160 Architectural 

Drafting II (3) 
A continuation of CIV 159 Architectural Drafting I. 
Development of working drawings from two-story and 
split-level residences. 
2 Class Hours, 3 Laboratory Hours; Prerequisite: CIV 
159 Architectural Drafting I 


*CIV 161 Architectural 

Drafting III (3) 
Development of a set of working drawings for a small 
two-story commercial building including floor plans, 
elevations, sections, details, mechanical and electrical 


layouts, window and door schedules. Term project. 
2 Class Hours, 3 Laboratory Hours; Prerequisite: CIV 


160 Architectural Drafting II 

CIV 205 Introduction to 
Computer Graphics 
with Architectural 
Applications (3) 


Introduction to the operation of the College’s Architec- 
tural CAD system — ARRIS. Construction, manipula- 
tion, and editing of basic drawing elements. Architec- 
tural applications using the Building Design and Draft- 
ing package and the Architectural Drafting and Docu- 
mentation package - floor plans, sections, elevations, 
details. Use of symbol libraries; “smart walls”; automatic 
generation of materials lists, cost estimates, window 
and door schedules, elevation views. Introduction to 
modeling and rendering. a 

2 Class Hours, 3 Laboratory Hours; Prerequisite: 
Cartesian/Polar Coordinate Systems and an acceptable 
background in engineering or architectural drawing 


CIV216 Route Surveying (3) 
Simple and compound curves, vertical curves, spirals 
and earthwork. Selected topics in route design, and 
curve problems in highway design. Computer applica- 
tions (COGO). 

2 Class Hours, 3 Laboratory Hours; Prerequisite: CIV 
111 Surveying I 


*All asterisked (*) courses are taught evenings only and 
when enrollment permits. 





CIV217W Materials Testing (3) 


Composition, properties and testing of construction 
materials. Major emphasis on plain concrete. Aggre- 
gates, cements, admixtures, design and proportioning 
of concrete mixes, curing and inspection, Bituminous 
materials, ferrous metals and structural timber — load 
and deformation measurements, behavior of materials 
under load, strain gages. Writing Emphasis Course. 

2 Class Hours, 3 Laboratory Hours; Corequisite: CIV 
219 Strength of Materials 


CIV219 Strength of Materials (4) 


Concept of stress and strain. Behavior of materials due 
to axial force, shear, torsion and moment. Stresses in 
beams and columns, shear and moment diagrams, de- 
flections, determinate and indeterminate members, 
composite members, combined stresses. Stresses for 
structural timber, bolted timber joints, timber connec- 
tors and combined stresses. 

4 Class Hours; Prerequisite: CIV 124 Mechanics (Stat- 
ics) 


CIV 224 Reinforced Concrete 

Design (3) 
Fundamental theory and principles for design of rein- 
forced concrete by the strength method. Design, analy- 
sis and detailing of rectangular beams, T-beams, beams 
reinforced for compression, columns and footings. 
Theory of prestressed concrete. An integrated design 
and detailing project. 
2 Class Hours, 3 Laboratory Hours; Prerequisite: CIV 
219 Strength of Materials 


CIV 226 Structural Steel Design (3) 
Fundamental theory and principles for design of simple 
steel structures using LRFD Method. Design, investiga- 
tion and detailing of beams, columns, tension and com- 
pression members and their connections. Composite 
beams. An integrated design and detailing project. In- 
troduction to use of structural analysis/design compouter 
program. 

2 Class Hours, 3 Laboratory Hours; Prerequisite: CIV 
219 Strength of Materials 


*CIV 228 Estimating and 

Construction Planning (3) 
A systematic approach to estimating building project 
costs combined with a study of construction scheduling 
techniques. Use of spreadsheet as an estimating tool. 
Term project in estimating. 
2 Class Hours, 2 Laboratory Hours 


CIV231 Estimating and 
Construction Planning (3) 


A systematic approach to estimate building project 
costs. Term project building cost estimate. Use of spread- 
sheet as an estimating tool. 
2 Class Hours, 3 Laboratory Hours; Prerequisite: CIV 
119 Architectural Drafting 


CIV 236 Construction 

Management (3) 
Principles of construction management, specification 
writing, with emphasis on planning, building, schedul- 
ing and controlling a project. Use of critical path meth- 
ods. 
3 Class Hours; Prerequisite: CIV 119 Architectural 
Drafting or equivalent 


CIV 237 Hydraulics (3) 


Hydraulics including properties of fluids, hydrostatics, 
fluid motion in or through orifices, nozzles, pipes, 
wires, open channels, pipe branches and networks. 

2 Class Hours, 3 Laboratory Hours; Prerequisite: CIV 
124 Mechanics (Statics) 


CIV 238 Architectural Design 

and Building Materials (3) 
Design and detailing of commercial building including 
site considerations, space requirements, layout plan- 
ning, building materials, construction methods, con- 
struction details, working drawings. Emphasis on indi- 
vidual creativity. Semester project. Technical oral pre- 
sentation. 
2 Class Hours, 3 Laboratory Hours; Prerequisite: CIV 
119 Architectural Drafting 


CIV 240 _ Soil Mechanics (3) 
Soil origin and nature, soil density, test borings, grada- 
tion, compaction, soil water, frost in soil, classification, 
permeability, shear strength, stress distribution, bear- 
ing capacity, piles. The laboratory covers ASTM and 
AASHTO specifications used in classifying and predict- 
ing behavior of soils. 

2 Class Hours, 3 Laboratory Hours; Prerequisite: CIV 
219 Strength of Materials 


*CIV 255 Reinforced Concrete 

Design (3) 
Fundamental behavior of reinforced concrete. Design 
and analysis of rectangular beams, T-beams, beams 
reinforced for compression, columns and footings. Ma- 
jor emphasis on strength design methods. 
3 Class Hours; Prerequisite: MET 235 or CIV 219 
Strength of Materials 


*CIV 257 Structural Steel Design (3) 


Fundamental theory and principles necessary for design 
of simple steel structures. Design and analysis of beams, 
columns, tension members, compression members and 
their connections. Composite beams, framing systems, 
loads and forces, 

3 Class Hours; Prerequisite: MET 235 or CIV 219 
Strength of Materials 


*CIV 266 Hydraulics (3) 


A basic course in theory and practical applications of 
hydraulics. Properties of fluids, measurements, hydro- 
statics, dynamic problems of both pipe and open chan- 
nel flow. Application and limitations of some of the 
design aids in common use. 

3 Class Hours; Prerequisite: MET 132 Applied Me- 
chanics or equivalent 


*CIV 268 Engineering Economics (2) 


Use of compound interest in financing and in determin- 
ing engineering cost comparisons. Introduction of de- 
preciation methods. Illustrative cases and problems 
(personal and engineering) including New York State 
Professional Engineering Examination problems. 

2 Class Hours; Prerequisite: MAT 139 Algebra or 
equivalent 


CIV 299 Independent Study (1-4) 


The student undertakes an independent project in his/ 
her specialty under the guidance of a faculty member. 
Only one independent course allowed per semester. 
Consideration may be given toa project involving a work 
assignment. 

Prerequisite: Departmental approval 


COM 100 Introduction to 
Mass Media (3) 


Overview of the components of American mass media, 
including history, structure, economics, regulation, 
verbal and visual imagery, and dynamics. Radio, televi- 
sion, newspapers, magazines, film, and the closely re- 
lated advertising and public relations field are surveyed. 
3 Class Hours 


COM 115 Writing for the Media (3) 
An introductory study of the elements necessary for 
media writing. Students will be exposed to writing 
formats commonly used in media production. Writing 
formats covered may include news reporting, TV/radio 
advertising, drama, documentaries and sports. Stu- 
dents will have the opportunity to utilize their writing 
skills in many of the aforementioned areas. 

3 Class Hours; Prerequisite: ENG 110 Written Expres- 
sion I 


COM 125 Introduction to Audio 
Theory and Production (3) 


Students will be exposed to audio terminology and 
production techniques. Equipment discussed and used 
by students include mics, speaker, mixers, tape record- 
ing devices, and a variety of signal processing equip- 
ment. Production areas discussed will include radio 
production and studio production, as well as personal 
home and automotive systems. Both analog and digital 
system formats will be introduced. 

3 Class Hours 


COM 130 Introduction to Video 


Theory and Production (3) 
Introduction to the basic aspects of technical and pro- 
duction techniques of television. Emphasis will be placed 
on theory and use of television equipment, staging, 
lighting, television graphics, scripting, basic engineer- 
ing, distribution systems and studio personnel. In addi- 
tion to the student produced and directed assignments, 
members of the class will participate in production 
crews for final video projects. 
3 Class Hours 


COM 135 Selection, Evaluation and 
Utilization of Media (3) 
Introductory course to help the student choose the most 
practical mode of media for communicating an idea or 
objective. Hardware and software will be made available 
for hands on utilization by students. Media studied will 
include newspapers, radio, TV, magazines and film. 
Students will prepare some media materials for the 
course. 
3 Class Hours 


COM 145 Contemporary 

Film Analysis (3) 
Issues pertaining to film analysis and critique: cinema- 
tography, narrative vs. non-narrative structure, sym- 
bolism, genre, realism vs. expressionism, composition, 
editing style. Analysis of contemporary issues through 
screening and discussion of film/cinema work of all 
historical periods. 
3 Class Hours 


COM 200 Image Theory for Film 

Photography and 

Television (3) 
Study of important theories of image production and 
effectiveness. Survey of several significant photogra- 
phers, filmmakers, and television artists and their work. 
Emphasis on the formal elements of the still and moving 
image and their psychological and aesthetic effects. 

History and development of visual image production 

from the pre-technological era to present, with a view 
toward understanding the universal nature of the need 
for visual and conceptual expression among all medi- 
ums. Role of technology in the creative and aesthetic 
process, as well as the interplay of artistic and societal 
goals. 
3 Class Hours 


COM 205 Introduction to 

Filmmaking (3) 
Introduction to the craft of filmmaking and motion 
picture production. A hands-on approach to the prin- 
ciples of cinematography, including formats, film stocks, 
lighting, and camera operation. Students will learn the 
production techniques involved in silent, single-system 
and double-system filmmaking, as well as sound record- 
ing, editing, and shooting film for video transfer and 
postproduction. Script writing, crew positions and re- 
sponsibilities, and working with on-camera talent will 
also be covered. Students will be expected to complete a 
brief film project either individually or as a group, and 
must pay their own film and lab fees. 
2 Class Hours, 2 Laboratory Hours 


COM 210 Advanced Video 

Production (3) 
This course stresses the application of basic video pro- 
duction theory and techniques as they apply to a variety 
of productions such as Advertisements, News, Drama, 
Sports or other such events. Students will be respon- 
sible for ideas, scripting, design, production, editing and 
evaluation of final projects. Both studio and portable 
systems will be available for student use. 
2 Class Hours, 2 Studio Hours; Prerequisite: COM 130 
Introduction to Video Theory and Production 


*All asterisked (*) courses are taught evenings only and 
when enrollment permits. 
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COM 250 Internship (3) 
Placement in acommunications related job. Involves in 
addition to job requirements, directed reading, meet- 
ings with the intern supervisor, and written assign- 
ments. Internships are not paid positions. 


COM 266 Acting for TV, Film 

and Commercials (3) 
Proficiency in performing before the camera. Character 
analysis, quick-study, retakes, voice-overs, studio pro- 
jection, facial nuances, and subtlety of mannerism. 
2 Class Hours, 2 Studio Hours 


COM 299 Independent Study (1-3) 
An individual student project concerned with advanced 
work in a special area of communication. Conducted 
under the direction of a faculty member, independent 
study is concerned with material beyond the scope and 
depth of the ordinary course. (Requires application and 
approval.) 

Prerequisite: 3 semester hours of college level work in 
communications 


CRJ 101 Introduction to 


Criminal Justice (3) 
Overview of the major components of the criminal 
justice system: law enforcement, prosecution, trial courts 
and corrections. A systems approach is utilized with an 
emphasis on the structure, functions and independence 
of these and other criminal justice system components. 
3 Class Hours 


CRJ 105 Introduction to 


Corrections (3) 
Overview of the corrections components of the criminal 
justice system, tracing the history of corrections in the 
United States. Relationships and interdependencies of 
corrections with the court and law enforcement compo- 
nents of the criminal justice system and a discussion of 
the theoretical basis for the four major types of correc- 
tional models. 
3 Class Hours 


CRJ 115 Juvenile Justice System (3) 


Overview of the juvenile system, including the history, 
process, status and philosophy of the juvenile court. 
Law enforcement handling of juveniles, various theo- 
ries of delinquency causation, correctional programs 
and alternative methods of dealing with juvenile offend- 
ers. 

3 Class Hours 


CRJ 125 Penal Law (3) 
Essential elements of the various crimes under the New 
York State Penal Law. The concepts of culpability and 
criminal defenses recognized under the New York State 
Penal Law as they relate to murder, rape, robbery, 
burglary, arson, assault, drug offenses, disorderly con- 
duct and harassment. 

3 Class Hours 


*CRJ 130 Introduction to Security (3) 


Organization and management of the security function 
in industry, business, government and institutions. The 
protection of personnel, facilities and other assets, as 
well as administrative, legal and technical problems of 
loss prevention and control. 

3 Class Hours 


*CRJ 212W Criminal Procedure and 
Constitutional Law (3) 


The right to counsel, search and seizure, confessions, 
lineups, electronic surveillance, probation and parole. 
Writing Emphasis Course. 

3 Class Hours; Prerequisite: ENG 110 


*CRJ 215 Police Administration (3) 


Fundamentals of organization, supervision and overall 
management of police and civilian personnel. Designed 
to supply a background for the students in dealing with 
the complexities involved in the management aspect of 
various police agencies. 

3 Class Hours; Prerequisite: CRJ 101 Introduction to 
Criminal Justice 
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*CRJ 225 Security Administration (3) 
Administration of public and private security efforts: 
problems in protection program development and evalu- 
ation, functions of various levels of personnel, company/ 
organizational relations, documents and personnel ac- 
cess control, detection systems, devices, and equip- 
ment, emergency and disaster planning, new directions 
in the field of security. 

3 Class Hours 


*CRJ 230 Criminal Investigation (3-5) 
Basic principles of investigation as they relate to the 
collection, preservation, identification and examination 
of physical evidence. Techniques for locating and inter- 
viewing witnesses and interrogating suspects. (Cur- 
rently being revised.) 

3 Class Hours (BCC); 4 Lab Hours (Corning C.C. 
Additional tuition and fees). Prerequisite: CRJ 101 
Introduction to Criminal Justice 


*CRJ 255 Special Topics in 

Criminal Justice (1-3) 
The specific area to be covered will be based upon 
identified needs and interests of criminal justice stu- 
dents. This course also provides a forum for professional 
individuals in the criminal justice field with a particular 
expertise to share their knowledge and skills with stu- 
dents. Special topics have included Criminalistics, Po- 
lice Community Relations, Drug Law, Current Legal 
Issues, and Domestic Violence. 
1-3 Class Hours; Prerequisites: CRJ 101 Introduction 
to Criminal Justice 


CRJ 260 Organized Crime (3) 
Role of legal system in organized crime control, preven- 
tative methods, political influences; white collar crime, 
methods of intelligence gathering; relationships of or- 
ganized crime to community social structure. 

3 Class Hours; Prerequisite: CRJ 101 Introduction to 
Criminal Justice or permission of chairperson 


CRJ 295 Criminal Justice 

Practicum (3) 
Designed as a field experience for students in selected 
settings (Public Defender, Police Agencies, etc.). Weekly 
seminars to augment experiences with operations, pro- 
cedures and policies. Flexible scheduling hours TBA. 


CRJ 299 Independent Study (1-3) 


An individual student project concerned with advanced 
level work beyond the scope or breadth of regular 
courses. A specific area or topic is investigated under the 
direction of a faculty member. Must be approved by 
department chairperson and Dean. 

Prerequisites: CRJ 101 Introduction to Criminal Jus- 
tice and 6 credits in CRJ courses 


CST 101 Orientation (0) 
An opportunity for students to receive information 
about advisement and registration, transfer, study skills 
and department policies. Speakers from Broome Com- 
munity College, from other colleges, and from business 
and industry also may be scheduled. All freshman Com- 
puter Studies students are required to complete this 
course. 


CST 105 Understanding 

Computers** (3) 
An introductory course in computer concepts. An inte- 
grated software package will be used to familiarize 
students with word processing, spreadsheets, and file 
management. Commercial packages from the student’s 
area of concentration may be presented. 
2 Class Hours, 2 Laboratory Hours 
**Students cannot receive credit for both CST 105 and 
CST 107 


CST 107 Business Applications on 


the Microcomputer** (3) 
Use of business applications software on the IBM-PC. 
Hands-on experience with word processing, spread- 
sheets and databases using the computer as a problem 
solving tool. Commercial versions of popular applica- 
tions software may be explained and demonstrated. 
3 Class Hours; Prerequisite: BUS 100 Accounting I 
and a proficiency in Typing 
**Students cannot receive credit for both CST 105 and 
CST 107 


CST 108 Programming in Basic (3) 
Introduction to computer programming using BASIC 
on the IBM-PC. No previous programming experience is 
necessary. Topics include input-output statements, IF- 
THEN statement, FOR-NEXT loops, WHILE loops, sub- 
scribed variables, string manipulation. Modular devel- 
opment and self-documentation will be emphasized. 
MAY NOT BE TAKEN FOR DEGREE CREDIT BY COM- 
PUTER STUDIES STUDENTS. 

2 Class Hours, 2 Laboratory Hours; Prerequisite: MAT 
092 Introduction to the Concepts of Algebra or equiva- 
lent 


CST 115 Introduction to Pascal (3) 
Introduction to the fundamentals of structured pro- 
gramming using Pascal. Topics may include input- 
output statements, data types, loop structures, proce- 
dures and functions. Lab assignments emphasize pro- 
gram development using modular design and self-docu- 
mentation. Programming will be done using Turbo 
Pascal. 

2 Class Hours, 2 Laboratory Hours; Corequisite: MAT 
099 Introduction to the Concepts of Algebra or equiva- 
lent and an introduction to computing course or equiva- 
lent 


CST 116 RPG II and RPG III (3) 


Fundamentals of RPG (Report Program Generation), a 
language used by many small business installations. 
Topics include specification sheets, internal logic, con- 
trol breaks, branching, tables and table look-up. Lab 
assignments will be done in RPG II. Additional topics 
from RPG III will be discussed. 

2 Class Hours, 2 Laboratory Hours; Prerequisite: An 


introduction to computing course 
CST 117 Language Independent 
Design Tools (2) 


An introduction to proper design techniques for struc- 
tured programming languages. This course presents 
several Language Independent design tools. Topics cov- 
ered include: problem solving techniques, modular de- 
sign, logic flow representation techniques, how to per- 
form a proper trace, subroutines, Binary and Hexadeci- 
mal arithmetic, and other fundamentals of software 
engineering. 

2 Class Hours; Pre or Corequisites: MAT 139 College 
Algebra or equivalent and a high school computer 
course or equivalent. Suggested Corequisite: CST 132 
Structured Programming in Pascal or CST 128 Struc- 


tured Programming in COBOL 
CST 119 Computer Concepts and 
Applications (3) 


A foundation course for computer studies majors who 
have had some exposure to computers. The lecture 
covers basic concepts in computers, the lab introduces 
the major end user software tools. Content includes 
computer hardware: input and output devices, memory, 
CPU, classification of computers; networks; historical 
development; social and ethical implications of com- 
puter: employment, crime, privacy. Lab exercises in- 
clude word processing, file management, spreadsheets, 
graphics and various operating systems. Students should 
have completed a high school computer science course 
or the equivalent. 

2 Class Hours, 2 Laboratory Hours; Prerequisite: High 
School Computer Course or equivalent; Corequisite: 
MAT 099 Introduction to Concepts of Algebra or 
equivalent “ 


CST 121 C Programming for 

Students of Technology (3) 
Introduction to the C language with an emphasis on 
solving problems from the technologies. Topics in- 
clude: data types, program control, input/output, ar- 
rays, and structures. Programming user defined func- 
tion as well as integrating standard functions from the 
standard math library will be addressed. 
2 Class Hours, 2 Laboratory Hours; Prerequisite: 
Working knowledge of algebra and trigonometry 


*All asterisked (*) courses are taught evenings only and 
when enrollment permits. 





CST 122 Scientific Computer 

Programming — 

FORTRAN (3) 
Introduction to problem solving techniques using FOR- 
TRAN including development of an algorithm, flow 
charting, program writing, debugging, storage, and 
execution, input and output, loop techniques, array 
manipulation, file control and control of on-line equip- 
ment, structured programming, terminal and batch 
operations. Material to be covered taken from student’s 
area of study. For Engineering Technology students. 
2 Class Hours, 2 Laboratory Hours; Prerequisite: 
Working knowledge of algebra and trigonometry 


CST 128 Structured Programming 

in COBOL (4) 
Problem solving using the structured programming 
techniques of COBOL. Top down design is emphasized. 
Programming steps include program definition, struc- 
ture charts, coding, debugging, testing and validation, 
documentation and program maintenance. Topics in- 
clude file handling, looping, program modularization, 
control breaks, tables, and interactive programming. 
Lab assignments reflect common business applications. 
3 Class Hours, 2 Laboratory Hours; Prerequisite or 
Corequisite: CST 117 Language Independent Design 
Tools, and MAT 139 College Algebra or equivalent 


CST 132 Structured Programming 

in Pascal (4) 
Problem solving using the structured programming 
techniques of Pascal. Top down design and modular 
structure will be emphasized. Programming steps in- 
clude program definition, structure charts, coding, de- 
bugging, testing and validation, documentation, pro- 
gram maintenance. Topics covered include loop struc- 
tures, procedures, functions, scalar and ordinal types, 
arrays, records, and text files. Lab assignments will 
require modular structured programming. 
3 Class Hours, 2 Laboratory Hours; Prerequisite: MAT 
139 College Algebra or equivalent; Prerequisite or 
Corequisite: CST 117 Language Independent Design 
Tools 


CST 140 Computer for Chemists (3) 


Introduction to the application of microcomputers to 
solve problems in chemistry. Topics include scientific 
word processing emphasizing chemical applications, 
the principles of structured programming using BASIC, 
chemical graphing utilizing the student’s own labora- 
tory data along with linear and non-linear regression 
will be introduced using spreadsheets, and file transfer 
between microcomputer application programs and uti- 
lizing the college’s mainframe computer network to 
simulate a CIM environment. FOR CHEMICAL ENGI- 
NEERING TECHNOLOGY STUDENTS. 

2 Class Hours, 2 Laboratory Hours; Corequisite: CHM 
162 Chemistry or CHM 146 Chemistry and MAT 162 
Applied Calculus or MAT 181 Calculus I with Analytic 
Geometry or permission of Chemistry Department 
Chairperson 


CST 141 Scientific Computer 
Programming (3) 
Problem solving using FORTRAN and C computer pro- 
gramming languages. Development of steps to solve a 
problem (algorithm), use of a text editor, computer 
terminal operation, file storage and retrieval, program 
writing, debugging and execution, and program docu- 
mentation. Components include: input/output and for- 
mat statements, control and loop techniques, modular 
programs and subroutines, one and two dimensional 
arrays, complex data, sequential data files, and library 
functions. ~ 
2 Class Hours, 2 Laboratory Hours; Corequisite: MAT 
161 Precalculus 


CST 155 C/C++ Programming 

with Objects (4) 
This course assumes a complete understanding, and 
experience with High-Level Language programming 
concepts. The course quickly takes the student through 
necessary C/C++ syntax, on to more advanced topics. 
Topics covered will include: C/C++ overview, variables, 


constants, program control, I/O, functions, preproces- 
sors, arrays, structures, pointers, classes, and object- 
oriented programming. 

3 Class Hours, 2 Laboratory Hours; Prerequisite: CST 
132 Structured Programming in Pascal, or CST 128 
Structured Programming in COBOL: with a minimum 
a minimum grade of “C” or better 


CST 158 Spreadsheets With 

Financial Applications (3) 
An introduction to commonly encountered financial 
calculations which can be done efficiently with a spread- 
sheet package. Topics include interest problems, amor- 
tization, capital depreciation, break-even analysis, and 
forecasting. Labs will be done using Lotus 1-2-3. 
2 Class Hours, 2 Laboratory Hours; Prerequisite: MAT 
099 Elementary Algebra or equivalent and an Intro- 
duction to Computing Course 


CST 160 ADA Programming (3) 
Introduction to module programming techniques us- 
ing the ADA programming language. Presentation of 
the SYNTAX of the language. Emphasis will be made on 
the unique features of this language which includes 
generic subprograms and packages, private and access 
types, tasking, parallel computation and exception han- 
dling. 

2 Class Hours, 2 Laboratory Hours; Prerequisite: MAT 
161 Precalculus or equivalent and one of the following: 
CST 132 Structured Programming in Pascal, CST 128 
Structured Programming in COBOL, CST 115 Intro- 
duction to Pascal or permission of the instructor 


CST 170 Digital Logic (3) 
Comprehensive coverage of basic gates, Boolean alge- 
bra, Karnaugh mapping and Quine McCluskey tech- 
nique for circuit simplification. Adders, subtractors, 
multiplexers, code converters, asynchronous and syn- 
chronous counters presented in detail as basic com- 
puter building blocks. Analog-digital and digital-analog 
interfacing. Lab exercises utilize TTL and CMOS chips. 
2 Class Hours, 2 Laboratory Hours; Prerequisite or 
Corequisite: CST 132 Structured Programming in 
Pascal and CST 117 Language Independent Design 
Tools 


CST 200 Systems Analysis I (3) 


A first course dealing with the principles of systems 
analysis and problem solving, concentrating on investi- 
gation and analysis of systems and their resulting de- 
sign. Emphasis on the importance of standards, proce- 
dures, documentation and design tools. A variety of 
group and individual lab assignments will include analy- 
sis and design tools, prototyping and CASE. 

2 Class Hours, 2 Laboratory Hours; Prerequisite: CST 
128 Structured Programming in COBOL or CST 132 
Structured Programming in Pascal and CST 119 


CST 201 Systems Analysis II (3) 


Continuation of the principles of systems analysis with 
aconcentration on systems development, implementa- 
tion and evaluation. A team case study approach is used 
to developa system according to principles of structured 
Analysis and Design. Programs will be written using 
database software and structured programming tech- 
niques. Writing emphasis Course. 

2 Class Hours, 2 Laboratory Hours; Prerequisite: “C” 
grade or better in both CST 213 Database Systems and 


CST 200 Systems Analysis I 
CST 202 Data Structures 
with C/C++ (3) 


This course assumes a complete understanding, and 
experience with the C/C++ programming language. 
The course gives the student the necessary design phi- 
losophies, fundamental syntax, and experience with, 
advanced programming concepts. Topics covered in- 
clude: static and dynamic data structures, arrays, struc- 
tures, files, linked lists, stacks, queues, trees, and di- 
rected graphs. Structured, modular programming, and 
extensive documentation is required. Writing Empha- 
sis Course, 

2 Class Hours, 2 Laboratory Hours; Prerequisite: CST 
155 C/C++ Programming with Objects with a mini- 
mum grade of “C” or better 


CST 213 Database Systems (3) 
An introductory course in database management with a 
focus on the effective use of database systems, database 
design principles, and database security and protection. 
Labs will use a relational database system and include 
database queries, creating and indexing tables, applica- 
tion development and programming. Students will also 
be exposed to SQL. 

2 Class Hours, 2 Laboratory Hours; Prerequisite: CST 
128 Structured Programming in COBOL or CST 132 
Structured Programming in Pascal and CST 119 


CST 214 Computer Operations: 

Procedures and 

Management (3) 
Abroad based course introducing the concepts of opera- 
tions and scheduling in the computer center environ- 
ment. This course will NOT involve writing operating 
system programs. Topics include Job Control Language, 
command files, computer center operations, schedul- 
ing, high-level programming tools. Labs will provide 
hands-on experience with operations, multiple hard- 
ware systems and both systems and application soft- 
ware. 
2 Class Hours, 2 Laboratory Hours; Prerequisite: CST 
128 Structured Programming in COBOL or CST 132 
Structured Programming in Pascal 


CST 218 Advanced COBOL (3) 


Asecond course in the use of the COBOL language as a 
means of implementing computerized solutions to busi- 
ness & information processing problems. Topics in- 
clude batch and interactive processing, various file 
access techniques, use of advanced language statements 
and common utilities such as library functions, copy 
statements and subprograms. Writing Emphasis Course. 
2 Class Hours, 2 Laboratory Hours; Prerequisite: CST 
128 Structured Programming in COBOL with “C” 
grade or better 


CST 220 Microprocessors and 
Assembly Language 
Programming (3) 

This course includes an introduction to the 32-bit Intel 
80486/80386 architecture with programming techniques 
utilizing the Intel microprocessor and coprocessor fam- 
ily. Concepts include: programming modes, branching, 
flags, stacks, procedures, macros, interrupts, arithmetic 
and logic operations, multiple precision arithmetic and 
string operations. Extensive laboratory work is done on 
small systems. 

2 Class Hours, 2 Laboratory Hours; Prerequisite: One 

structured programming language; Co- or Prerequi- 

site: CST 170 Digital Logic 


CST 222 Special Topics in 

Computing (3) 
Topics in this course will acquaint students with current 
techniques in programming and interfacing. Course 
topics may include: Local area networks; wide area 
networks; object oriented graphic techniques; multi- 
media programming. 


CST 225 Introduction to 
Small Systems (3) 


Introduction to the concepts and implementation of 
small computer systems. Topics include hardware and 
software techniques, keyboards, display terminals, print- 
ers, graphics magnetic storage, disk drives, disk operat- 
ing systems, telecommunications techniques, and net- 
working, Extensive use of a small system in the labora- 
tory will reinforce classroom concepts. Writing Empha- 
sis Course. 

2 Class Hours, 2 Laboratory Hours; Prerequisite: CST 
220 Microprocessors and Assembly Language Pro- 
gramming and CST 155 


*A}l asterisked (*) courses are taught evenings only and 
when enrollment permits. 
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CST 228 GDI Programming with 
C/C++ (3) 
This course is a natural extension of CST 155, C/C++ 
Programming for Programmers. The course teaches 
Graphics Device Interfacing (GDI) with Windows and 
Windows NT Programming Concepts. Topics include 
programming advantages of a GDI environment, con- 
cepts and techniques. Icons, cursors, bitmaps, fonts, 
menus, dialog boxes, etc. are integrated into the GDI 
environment. Extensive programming and laboratory 
work matches the lecture topics. Writing emphasis 
course. 
2 Class Hours, 2 Laboratory Hours; Prerequisites: CST 


155 C/C++ Programming with Objects 
CST 297 Cooperative Work 
Experience (1-3) 


Cooperative education in computing may be available. 
On-the-job experience may be obtained by working with 
business, industries, and offices whose operations re- 
quire the use of computers. To be eligible astudent must 
maintain a cumulative grade point average of 2.5 witha 
3.0 average in CST courses and have no “F” grades. 


CST 299 Independent Study (1-3) 
The student undertakes an independent project, under 
the guidance of a faculty member, which is beyond the 
scope of courses currently offered by the department. 
Only one independent study project allowed per semes- 
ter. 


CTP 275 Community Internship (3) 


For qualified students a work experience in the profes- 
sional field in which they plan to major, as they intern 
in Broome County Government or non-profit human 
services agencies. 

1 Class Hour, 8 Practicum Hours; Prerequisites: Ap- 
plication, interview, and a "B" average. 


DEN 101 Dental Hygiene I (4) 
Introduction to skills utilized in the contemporary prac- 
tice of dental hygiene, including infection control pro- 
cedures, patient assessment and treatment. Theory is 
applied in preclinic setting on student patients. 

2 Class Hours; 8 Lab Hours; Corequisite: DEN 108 
Infection Control in Dentistry 


DEN 102 Dental Hygiene II (5) 
Continuation of DEN 101 Dental Hygiene I. Theory in 
dental hygiene care including assessment, planning, 
implementation and evaluation of patient care includ- 
ing medically compromised patients, emergency medi- 
cal and dental procedures and oral physiotherapy and 
oral health instruction. Theory is writing emphasis. 
The clinical experience emphasizes patient assessment, 
treatment planning, instrumentation and oral health 
instruction. 

3 Class Hours, 8 Clinic Hours; Prerequisites: DEN 101 
Dental Hygiene I, DEN 103 Oral Anatomy and Physi- 
ology and DEN 108 Infection Control in Dentistry; 
BIO 131 Human Biology I or permission of the Depart- 
ment 


DEN 103 Oral Anatomy and 

Physiology (4) 
Normal structure and function of the oral cavity (micro- 
scopic and gross). Laboratory work provides experience 
with microscopic and macroscopic study of structures 


in the oral cavity, head and neck. 
3 Class Hours, 3 Laboratory Hours 


DEN 106 Clinical Dental 

Radiography (2) 
Radiation physics and biology; understanding of radia- 
tion health, safety and protection; radiographic quality, 
intraoral dental radiographic techniques, film process- 
ing and mounting, interpretation of radiographic errors 
and recognition of anatomical landmarks. Theory is 
applied in the laboratory setting on radiographic dexters 
and adult patients. 
1 Class Hour, 2 Lab Hours; Prerequisites: DEN 101 
Dental Hygiene I, DEN 103 Oral Anatomy and Physi- 
ology, BIO 131 Human Biology I or permission of the 
instructor 
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DEN 107 Introduction to 


Periodontology (1) 
Introduction to pathology of the supporting structures 
of the teeth, including etiology, recognition and de- 
scription of gingivitis and periodontitis. This course 
provides an introduction to periodontology. 
1 Class Hour; Prerequisites: DEN 101 Dental Hygiene 
I, DEN 103 Oral Anatomy and Physiology, DEN 108 


DEN 108 Infection Control in 

Dentistry (1) 
Theory in infection control in the dental hygiene prac- 
tice, including responsibility for infection control prac- 
tices, transmission of disease and methods for prevent- 
ing disease transmission for the hygienist and patient. 
1 Class Hour; Corequisite: DEN 101 Dental Hygiene I 


DEN 110 Dental Materials (3) 
Composition, chemical and physical properties and use 
of materials used in dental laboratory and operatory. 
Laboratory sessions will provide experience in perform- 
ing common dental laboratory procedures and back- 
ground for clinical application of expanded functions. 
2 Class Hours, 3 Laboratory Hours; Prerequisite: DEN 
103 Oral Anatomy and Physiology or permission of the 
instructor 


DEN 201 Dental Hygiene III (5) 
Continuation of DEN 102 Dental Hygiene II. Integration 
of theory with clinical experience in various oral hy- 
giene preventive and therapeutic procedures. Emphasis 
on planning and execution of the total patient treat- 
ment. 

2 Class Hours, 12 Clinic Hours; Prerequisites: DEN 
102 Dental Hygiene II, DEN 106 Clinical Dental 
Radiography, DEN 107 Introduction to Periodontology, 
DEN 110 Dental Materials, BIO 131 Human Biology 
I and BIO 132 Human Biology II; CPR Certification 
AHA Provider C 


DEN 202 Dental Hygiene IV (5) 
Continuation of DEN 201 Dental Hygiene III. Compre- 
hensive clinical experience in all phases of dental hy- 
giene practice. Introduction to computer use in dental 
office management. 

2 Class Hours, 12 Clinic Hours; Prerequisites: DEN 
201 Dental Hygiene III, DEN 204 General and Oral 
Pathology, DEN 205 Periodontology and DEN 209 
Nutrition 


DEN 204 General and Oral 


Pathology (3) 
Broad picture of the disease process through the study 
of common general diseases, their cause, results and 
treatment. Emphasis on the principles of inflammation, 
healing and repair, oral disease, their causes, recogni- 
tion and treatment. 
3 Class Hours; Prerequisites: DEN 102 Dental Hy- 
giene II, BIO 132 Human Biology and BIO 160 
Microbiology or permission of the instructor 


DEN 205 Periodontology (2) 


Overall study of the pathology of the supporting struc- 
tures surrounding the teeth. Special emphasis on recog- 
nition and treatment of the periodontal patient within 
the scope of the dental hygienist. 

2 Class Hours; Prerequisites: DEN 102 Dental Hy- 
giene II, DEN 106 Clinical Dental Radiography, BIO 
132 Human Biology II and BIO 160 Microbiology or 
permission of the instructor 


DEN 206 Dental Pharmacology (2) 
Pharmacology as it affects the clinical practice of dental 
hygiene and dentistry. Drugs commonly used in den- 
tistry and correct methods for their use. Emphasis on 
pharmacological aspects of anesthesia. 

2 Class Hours; Prerequisite: DEN 201 Dental Hygiene 
III or permission of the instructor 


DEN 209 Nutrition (3) 


Basic nutrition principles, including metabolism, func- 
tions, sources, and conditions resulting from excessive 


or inadequate intake of each nutrient. Study of diet 
planning, dietary guidelines, weight control, and cur- 
rent nutrition topics and controversies, Special empha- 
sis on the relation of nutrition to the oral cavity, inter- 
viewing, nutritional counseling, computer aided dietary 
analysis, and its practice in the dental office. Writing 


Emphasis Course. 

3 Class Hours; Prerequisite: DEN 102 Dental Hygiene 
II or permission of the instructor 

DEN 213 Public Health (3) 


Principles of public health and fundamentals of assess- 
ing, planning, implementing and evaluation of public 
health care with emphasis on community dental health. 
Laboratory experience emphasizes reading scientific 
literature, statistics community health education, and 
community health agencies. 

2 Class Hours, 2 Laboratory Hours; Prerequisite: DEN 
102 Dental Hygiene II 


DEN 214 Current Topics In 

Dental Hygiene (2) 
Topics relevant to contemporary practice of dental hy- 
giene including career planning, ethics, jurisprudence 
identification and reporting child abuse and the 
hygienist's role in the practice of dental specialties. 
Students are required to observe dental specialty prac- 
tices. 
2 Class Hours; Prerequisite: DEN 201 Dental Hygiene 
III or permission of the instructor 


DEN 298/299 Independent Study 

— Fall/Spring (1-3) 
Advanced studies in Dental Hygiene conducted under 
the guidance of a Dental Hygiene instructor. 
Prerequisites: DEN 101, 102 Dental Hygiene I and II 
and permission of Department Chairperson 


DIA 101 Nutrition (3) 
The social, cultural, psychological and physiological 
functions of food. Nutrition care throughout the life 
cycle. Special consideration given to modifications of 
the basic diet to meet the needs of the resident in health 
care facilities. Techniques of interviewing, medical eth- 
ics and documentation procedures of medical records. 
2 Class Hours, 4 Directed Practice; Prerequisite: Em- 
ployment. Also see pg. 39 


DIA 102 Institutional Food 
Preparation (3) 
Principles of food preparation, standardization of reci- 
pes, menu structure and planning. Servicing, merchan- 
dising and promotion of food items. Emphasis on sani- 
tation and safety practices in food service departments. 
2 Class Hours, 4 Directed Practices; Prerequisite: 


Employment. Also see pg. 39 
DIA 201 Food Management 
Systems (3) 


Introduction to the health field and its interrelation- 
ships. Control through specification, purchasing, in- 
ventory, cost analysis. Equipment maintenance and 
management safety practices are addressed. 

2 Class Hours, 4 Directed Practice; Prerequisite: Em- 
ployment. Also see pg. 39 


DIA 202 Personnel Management (3) 
Leadership and supervisory techniques. Concepts of 
management are addressed, including the principles of 
organization, evaluation, and the decision-making pro- 
cess. Implications of authority and responsibilities. 
Understanding and communications with workers and 
co-workers. Employee recruitment, training and evalu- 
ation. Morale and labor relations. 

2 Class Hours, 4 Directed Practice; Prerequisite: Em- 
ployment. Also see pg. 39 


DOT 100 Keyboarding (1) 
Development of basic skills in keying exact copy by 
touch for three minutes with a maximum of 3 errors on 
the IBM Personal Computer. 

3 Class Hours, 5-Week Course 


DOT 103 Keyboarding (3) 
Development of basic keyboarding techniques and skill 
building activities in order to attain speed and accuracy 
in keying exact copy by touch for 5 minutes with a 
maximum of 5 errors. Preparation of letters memos, 
and manuscripts. 

2 Class Hours, 3 Laboratory Hours; Prerequisite: For 
international students, ENG 107—English as a Sec- 
ond Language or permission of instructor 


DOT 104 Document Formatting (3) 
Advanced keyboarding with emphasis on creating docu- 
ments for general, medical and legal offices. 

3 Class Hours; Prerequisite: DOT 103 - Keyboarding 
or the equivalent 


DOT 105 Keyboarding Skill 
Development (1) 

Continued development of skills in keying exact copy by 

touch. Activities will be self-paced to allow for individual 

goals. 

3 Class Hours, 5-Week Course; Prerequisite: DOT 100 

Keyboarding or equivalent 


DOT 106 Development 


Keyboarding 

Production (1) 
Development of basic techniques in preparing letters, 
horizontal and vertical centering exercises, memoran- 
dums, tabulations, and manuscripts. 
3 Class Hours, 5-Week Course; Prerequisite: DOT 105 
Keyboarding Skill Development 


DOT 107 Keyboarding/Word Processing 
Applications Using Norton 
Textra Writer (3) 

Development of accuracy and text editing skills using 

the word processing program used to support Freshman 

writing. 

3 Class Hours 


DOT 109 Business English (3) 


Designed to improve understanding of basic sentence 

structure, grammar, business vocabulary and punctua- 

tion as related to the business world. Practical applica- 
_ tion through exercises at the keyboard on rough draft 

copy. 

3 Class Hours; Prerequisite or corequisite: DOT 103 

Keyboarding or the equivalent 


DOT 110 Shorthand (3) 


Beginning course in Gregg Shorthand, Centennial Sys- 
tem. Basic principles to promote the ability to read 
fluently from plates and notes. Longhand and keyboard 
transcription from shorthand notes dictated from unfa- 
miliar material ata minimum rate of 40 words aminute. 
2 Class Hours, 3 Laboratory Hours; Prerequisite or 
Corequisite: DOT 103 Keyboarding 


DOT 112 Speedwriting (3) 
Basic Speedwriting principles to promote the ability to 
read fluently from plates and notes. Longhand and 
keyboard transcription from shorthand notes dictated 
from unfamiliar material at a minimum of 40 words a 
minute. 

3 Class Hours, 2 Laboratory Hours; Prerequisite or 
Corequisite: DOT 103 Keyboarding 


DOT 113 Shorthand/Speedwriting 
Transcription (3) 
Emphasis on Shorthand/Speedwriting skill building at 
a minimum rate of 60 words a minute. Integration of 
correct usage of principles of grammar, spelling, punc- 
tuation, capitalization, vocabulary, numbers, word divi- 
sion, words often confused. 
2 Class Hours, 3 Laboratory Hours; Prerequisite: DOT 
110 Shorthand or DOT 112 Speedwriting, DOT 103 
Keyboarding, DOT 109 Basic Transcription 


DOT 115 Shorthand/Speedwriting 
Skill Development (1) 


Continued development of skills in reading and writing 
shorthand or speedwriting notes. Activities will be self- 
paced to allow for individual goals. 

3 Class Hours, 5-Week Course; Prerequisite: Knowl- 
edge of basic shorthand or speedwriting 


DOT 120 Word Processing 

Applications (3) 
Development of speed, accuracy, and text editing skills 
using a full-featured word processing program. 
2 Class Hours, 3 Laboratory Hours; Prerequisite: DOT 
103 Keyboarding or ability to key exact copy at 36 
NWPM by touch for 5 minutes with a maximum of 5 
errors 


DOT 141 Word/Information 

Processing Concepts (3) 
Introductory course for the preparation of information 
processing specialists. Emphasis on terminology and 


technology of the automated workplace. 
3 Class Hours 


DOT 143 Introduction to Word 


Processing (1) 
Learn how to use an IBM PC and a sophisticated word 
processing package to prepare simple letters, memos, 
and reports. Upon successful completion of the course 
you will be able to create, store, and print routine 
business and/or personal documents efficiently. 
3 Class Hours, 5 Week Course; Prerequisite: DOT 100 
- Keyboarding or equivalent 


DOT 145 Introduction to Desktop 
Publishing (1) 
Learn how to use an IBM-PC, a mouse, and PageMaker 
software to design, create, and print outa one-page flyer. 
You will combine both text and graphics in the creation 
of this publication. The planning and design phases will 
be emphasized, and the final output will be printed ona 
Laser printer. 
3 Class Hours, 5-Week Course 


DOT 151 Business 

Communications (3) 
Development of desirable written and oral communica- 
tion style. Review of basic writing mechanics. Composi- 
tion of written business communications. 
3 Class Hours; Prerequisite for DOT majors: DOT 103 
Keyboarding 


DOT 215 Information Processing (3) 
Students are taught to prepare spreadsheets, a database 
and graphs using the functions of Lotus 1-2-3. Continu- 
ation of development of speed and accuracy. 

3 Class Hours; Prerequisite: DOT 100 Keyboarding or 
equivalent 


DOT 220 Presentation Graphics (3) 
An introduction to the application of desktop publishing 
andcomputer graphics. The student will learn to design, 
edit, and produce high-quality communications using 
PageMaker and Harvard Graphics 

3 Class Hours; Prerequisite: DOT 100 Keyboarding or 
the equivalent 


DOT 221 Introduction to Harvard 
Graphics (1) 

Learn to use simple text charts, data charts, speaker 

notes, handouts, and a screen show using a sophisti- 

cated graphics software package. 

3 Class Hours, 5 Week Course; Prerequisite: DOT 100 

Keyboarding or equivalent 


DOT 225 Introduction to the 


Internet (1) 
Learn to travel the information superhighway through 
the skills taught in this Introduction to the Internet. 
You will be taught to access the Internet, search for and 
retrieve information, and send E-mail messages. 
3 Class Hours, 5 Week Course; Prerequisite: DOT 100 
Keyboarding or equivalent 


DOT 231 Shorthand/Speedwriting 
Transcription 
Applications (3) 
Emphasis on increasing skill in transcribing dictated 
and recorded materials. Continuing development of 
knowledge of business vocabulary, grammar usage, 
punctuation, and spelling. 
2 Class Hours, 3 Laboratory Hours; Prerequisites: 
DOT 113—Shorthand/Speedwriting Transcription or 
equivalent, DOT 120—Word Processing Applications, 
DOT 151—Business Communications 


DOT 236 Machine Transcription (3) 
Emphasis on increasing skill in transcribing recorded 
materials as applied to general, medical and legal offices. 
Continuing development of knowledge of business vo- 
cabulary, grammar usage, punctuation, and spelling. 
2 Class Hours, 3 Laboratory Hours; Prerequisites: 
DOT 109—Basic Transcription and DOT 120—Word 
Processing Applications 


DOT 242 Administrative Procedures 
and Technologies (3) 
Final preparation for an office career through activities 
realted to health and safety issues, time management, 
mail, reprographics, ergonomics, information commu- 
nications systems, telephone systems, and protocol, 
travel, meeting, planning and conducting, banking and 
payroll. 
3 Class Hours; Prerequisite: Departmental approval 


DOT 250 Office Administration (3) 


This course is designed to help students understand 
modern administrative practices of office management. 
Emphasis is placed on planning and organizing office 
operations, leadership and human relations in the of- 
fice; familiarization with the budget process, and con- 
trolling office operations, including office systems, work 
measurement, and standards. Decision-making skills 
are developed through problem analysis techniques. 

3 Class Hours 


DOT 262 Personal and Professional 
Development Seminar (3) 
Designed for any student who wishes to develop a 
personal and professional edge. Topics include interper- 
sonal communications skills, organizational dynamics, 
personal, educational, and professional career goal plan- 
ning, job campaign techniques, time management, and 
personal and professional factors associated with suc- 


cess. 
3 Class Hours 


DOT 270 Internship (2) 


Career-related employment that complements academic 
preparation in the office technologies area. Interns 
receive on-the-job experience in a variety of office pro- 
cedures and meet with coordinator as scheduled. 
Prerequisite: Departmental approval 


DOT 280 Introduction to Computerized 
Financial Information 
Processing (1) 

Students will learn to utilize an IBM PC and selected 
software to process personal financial information in 
order to prepare a budget, checks and a check register, 
bank reconciliation statement, determine the savings of 
purchasing with cash, and compute and prepare simple 
tax forms. 

3 Class Hours, 5 Week Course; Prerequisite: DOT 100 

Keyboarding or equivalent 


DOT 299 Independent Study (1-4) 
Under the guidance of a faculty member, the student 
will undertake a study, project, or research involving an 
advanced concept or problem relating to her/his major 
field of study. Only one independent study course is 
allowed per semester. 

Prerequisite: Approval of faculty member and depart- 
ment Chairperson 
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ECE 100 Introduction to Education 


of Young Children (3) 
An overall view of early childhood education including 
various philosophies and methods, programming, sched- 
uling. Focus on social, emotional and physical needs of 
young children and the importance of the “self concept” 
for both the child and the adult working with young 
children. Introduction to the College’s Early Childhood 
program covering requirements, courses, and career 
information. A required number of observations in pre- 
schools, nurseries and day care centers in the area. 
Required of Early Childhood Majors. 
3 Class Hours 


ECE 101 Introduction to 

Family Day Care (1) 
Introduction of principles of regulated family day care 
including preparing the home as a learning setting, 
activity planning and guidance of mixed age groups, 
small business management and parent/provider rela- 
tionships. 
3 Class Hours - 5 Weeks 


ECE 102 Introduction to 

Working in School 

Age Child Care (1) 
Developmental characteristics of 5-12 year olds, pro- 
gramming for that age in extra-school settings, prepar- 
ing the environment for safety and learning, and appro- 


priate guidance of school age children in groups. 
3 Class Hours - 5 Weeks 


ECE 103 Introduction to 
Working With Special 
Needs Children (1) 


Overview of recognizing, understanding and helping 
children with special needs to be included in early 
childhood programs as well as dealing with parents and 
referral agencies. 

3 Class Hours - 5 Weeks 


ECE 115 Music for 

Young Children (3) 
Basics of music theory, development of resources of 
songs and movements to be used in early childhood 
settings. Class participation is a vital part of this class. 
3 Class Hours 


ECE 120 Curriculum 
Development (3) 


Methods and materials for planning developmentally 
appropriate curriculum for young children, including 
art, music, creative movement, language, mathematics, 
science, nutrition, manipulative play, dramatics and 
early literacy. Practice activities in local child care 
settings. 

3 Class Hours; Prerequisite: ECE 100 Introduction to 
Education of Young Children or Concurrent Enroll- 
ment 


ECE 140 Art for Young Children (3) 
In-depth coverage of art education as it contributes to 
the pre-school child’s emotional, physical and psycho- 
logical growth. Needs of pre-schoolers in this area and 
ways to foster creativity and skill acquisition. Materials 
and methods appropriate for this age. A laboratory 
experience working pre-schoolers in art will be re- 
quired. 

2 Class Hours, 2 Laboratory Hours 


ECE 150 Motor Development (3) 


Designed to give the student an understanding of nor- 
mal motor development and how it relates to cognitive 
and perceptual development. Students will develop cur- 
riculum in motor development for young children. 

3 Class Hours 


ECE 175 Techniques of Observation 
and Evaluation (3) 
Develops skills and methods of observing young chil- 
dren in structured and unstructured situations. Covers 
ethics, interpretations of children’s behavior in light of 
development. Implications of evaluations. Required of 
Early Childhood Majors. 
3 Class Hours 
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ECE 180 Child Health 
and Safety and Nutrition (3) 


Designed to help students become aware of techniques 
for promoting general health care and safety standards 
at children’s centers. 

3 Class Hours 


ECE 185 Child Guidance — 
Infants and Toddlers (1) 


Moral and social development is the basis for establish- 
ing and maintaining cooperative behaviors in infants 
and toddlers for persons caring for them in groups. Non- 
punitive, internal control strategies will be presented. 
3 Class Hours - 5 Weeks; Prerequisite: ECE 100 and 
PSY 110 or permission 


ECE 186 Guidance of 

Preschoolers (1) 
Moral and social development is the basis for establish- 
ing and maintaining cooperative behavior in preschoolers 
for persons caring for them in groups. Non-punitive, 
internal control, problem-solving strategies will be pre- 
sented. 
3 Class Hours - 5 Weeks; Prerequisite: ECE 100 and 
PSY 110 or permission 


ECE 187 Child Guidance — 

Primary Age Children (1) 
Moral and social development is the basis for establish- 
ing and maintaining cooperative behaviors in school 
age children K - grade 3 for persons caring for them in 
groups. Non-punitive, internal control strategies will be 
presented. 
3 Class Hours - 5 Weeks; Prerequisite: ECE 100 and 
PSY 110 or permission 


ECE 190 Infants, Toddlers and 

the Family (3) 
Developmental milestones of children under 3 years old 
are the basis for planning individualized activities and 
preparing quality environments, appropriate practices 
in centers and homes are examined with emphasis on 
sharing the caring relationships between parents and 
providers, 
3 Class Hours 


ECE 200 Practicum I (4) 
Group seminar meets weekly to guide the student in the 
role of the teacher in the early childhood setting. Site 
placements are assigned for practical experience under 
supervision, working with young childrfen for 12 weeks. 
Novice, experienced and employed students are ob- 
served by college supervisor. 

Prerequisite: 30 hours of counseled coursework in- 
cluding ECE 120 or approval of coordinator 


ECE 201 Practicum II (4) 


Group seminar meets weekly to further develop profes- 
sional practice. Site placements are assigned for practi- 
cal experience under supervision, working with young 
children for 12 weeks. Novice, experienced and em- 
ployed students are observed by college supervisor. 
Prerequisite: 30 hours of counseled coursework in- 
cluding ECE 120. 


ECE 210 Special Needs Children in 
Early Childhood Programs (3) 
Identification and implications of state mandates for 
children with special needs. Explores the principles and 
practices of facilitating the learning of special needs 
children in group settings. Parents role in educational 
plan. 
3 Class Hours; Prerequisite: PSY 211 Child Develop- 
ment (Concurrent Enrollment Considered) 


ECE 220 Issues and Innovations 

in Early Childhood 

Education (3) 
An overview and insight into various philosophies and 
materials of education for young children, including 


Montessori, Piaget, open education (comparing En- 
glish and American schools), affecting education, be- 
havior modification. This course aims to develop the 
competency of the student through practical applica- 
tion. 

3 Class Hours; Prerequisite: ECE 100 Introduction to 
Education of Young Children 


ECE 221 Multi-Cultural 

Perspectives (1) 
Methods of teaching and caring for children with unique 
cultural backgrounds, traditions, and practices. Helps 
to understand that since young children are increas- 
ingly aware of color, language, and gender differences, 
itis important to assist in building confident self-images 
that view differences with respect. 
3 Class Hours - 5 Weeks 


ECE 222 Community Resources (1) 
Ways to find and utilize various community agencies, 
resources and programs that assist parents, children, 
and professional caregivers to obtain, integrate and use 
information, services, and benefits associated with day- 
care and pre-school centers. 

3 Class Hours - 5 Weeks 


ECE 223 Discipline Techniques (1) 
Effective guidance and management methods used to 
develop acceptable behavior by children in the class- 
room or institutional setting. 

3 Class Hours - 5 Weeks 


ECE 224 Pre-School Mathematics (1) 


Methods and materials used to present age-appropriate 
arithmetic and counting skills to pre-school children. 
3 Class Hours - 5 Weeks 


ECE 225 Pre-Reading (1) 


Will focus on language behaviors and development of 
communication patterns upon which to foster the be- 
ginning of reading skills in pre-school children. 

3 Class Hours - 5 Weeks 


ECE 226 Pre-School Science (1) 


Methods and materials used to present age appropriate 
science concepts to pre-school children. 
3 Class Hours - 5 Weeks 


ECE 230 Working With Parents 

in Early Childhood 

Programs (3) 
Designed to introduce the need for the parent’s involve- 
ment in the education of the young child. Benefits for 
teachers and parents which help or hinder their working 
together. Various aspects of working with parents, such 
as home visiting, group parent meetings, newsletters 
and written communications, parent conferences and 
the use of volunteers in the classroom. 
3 Class Hours 


ECE 245 Social Development of 

Young Children (3) 
Explores the developmental, environmental and tem- 
peramental aspects of the socialization process. Topics 
include aggression, cooperation and sharing, moral 
development, peer interaction, sex-role development, 


communication in the classroom. 
3 Class Hours 


ECE 250 Language in Early 

Childhood (3) 
A developmental study of language growth in young 
children and its influence on learning (cognitive abili- 
ties, social and behavioral concepts). Contemporary 
language theories and programs including a diagnostic 
approach to teaching language (communications skills, 
reading readiness and literature appreciation) in the 
pre-school. The student will be expected to spend a 
number of hours in a special project requiring observa- 
tion of individual children and language arts program. 
3 Class Hours 





ECE 255 Special Topics in ECE (1-3) 
Specific topics are based on need of ECE students and/ 
or community. Provides a forum for EC professionals to 
share their unique knowledge and skills with students. 
Recent topics have included: Multi-cultured perspec- 
tives, community resources, Math for Young Children, 
pre-reading, and Discipline Techniques. 

1-3 Class Hours; Prerequisite: ECE 100 or permission 
of the department 


ECE 260 Management and 
Administration of Early 
Childhood Programs (3) 
Overview of Early Childhood administration to include: 
Principles of management like planning, organizing, 
directing, and evaluating as uniquely applied to regular 
and special programs. Staff development, financial, and 
personnel policies relating to operation and administra- 
tion of various types of centers. 
3 Class Hours; Prerequisite: ECE 100 


ECE 299 Independent Study in 

Early Childhood (1-3) 
An individual student project in child care beyond the 
scope of requirements offered by the department. Under 
the direction of a faculty member and approved by the 
program coordinator and department chairperson and 
Dean. No more than three credits may be acquired 
toward the Early Childhood degree in independent study 
projects. 
1-3 Class Hours; Prerequisite: 6 Semester hours in 
Early Childhood courses 


ECO 110 Introduction to 
Micro-Economics (3) 
Supply, demand and the market system as they relate to 
contemporary economic problems including poverty, 
energy, and the environment. The allocation of re- 
sources under conditions of competition and various 
degrees of monopoly. Rationale behind anti-trust laws 


and other economic systems. 
3 Class Hours 


ECO 111 Introduction to 


Macro-Economics (3) 
Causes of unemployment and inflation and the 
government's efforts to control them. Problems of eco- 
nomic growth as they relate to our economy and the 
other countries, developed and underdeveloped. Inter- 
national trade and finance problems. 
3 Class Hours 


ECO 299 Independent Study — 
Economics (1-3) 
An individual student project in economics which is 
beyond the scope or requirements of the courses offered 
by the department, conducted under the direction ofa 
faculty member and approved by the department chair- 
person. 
Prerequisite: 3 Semester Hours in Economics 


EET 100 Introduction to Electrical 
Engineering 
Technology (1/2) 
Introduction to Electrical Engineering Technology, 
career opportunities, transfer opportunities, study skills 
and college services. An association with industry 1s 
established through field trips and panel discussions 
involving industry representatives. Reasonable profi- 
ciency in the use of the hand-held calculator is devel- 
oped. 
1 Class Hour 


EET 110 Introduction to 

Electricity (3) 
Basic electrical circuit elements including voltage 
sources, light bulbs, resistors, heater elements. Simple 
series, parallel, and series-parallel resistive circuits. 
Introduction to complex circuit analysis. Use of basic 
meters to measure voltage, current, and resistance. An 
introduction to the oscilloscope. Reading charts and 
tables. Use of laboratory equipment to measure current, 


~ 


voltage, and resistance in a multiple load circuit with 
emphasis on proper data recording. 
3 Class Hours 


$EET 111 Electrical Construction 
Laboratory I (2) 
Basic knowledge about today’s electrical equipment. 
Experience in the installation, fabrication and mainte- 
nance of electrical equipment by means of “hands on” 
approach. Shop safety and the National Electrical Code. 
Basic residential and commercial wiring procedures, 
basic measuring techniques, fundamentals of basic 
machine operations. 
1 Class Hour, 3 Laboratory Hours 


EET 112 Electrical Construction 
Laboratory II (1) 


Advanced wiring methods, fractional horsepower motor 
and appliance troubleshooting, introduction to residen- 
tial and commercial lighting and power layout design. 
3 Laboratory Hours; Prerequisite: EET 111 Electrical 
Construction Laboratory I 


EET 115 Introduction to 

Digital Logic (3) 
An introduction to computer digital logic including 
number systems, logic gates, flip flops, counters, memo- 
ries, and the basic computer. 
3 Class Hours 


tEET 121 Electrical Circuits & 
Laboratory (4, 1) 

Fundamentals of electrical circuits and application of 

circuit laws, theorems and measuring techniques to 

both DC and AC single and polyphase circuits. 

4 Class Hours, 3 Laboratory Hours; Prerequisite or 

Corequisite: MAT 139 and MAT 140 or equivalent 


*fEET 125 Circuits I (3) 
DC circuits, including loop and nodal analysis, 
superposition, Thevenin’s and Norton’s theorems, RL 
and RC time constants. 

2 Class Hours, 2 Laboratory Hours; Prerequisite or 
Corequisite: MAT 139 Algebra or equivalent 


*$EET 126 Circuits Il (3) 
A continuation of the study of circuits concepts related 
to single- and three-phase alternating current. Reso- 
nance, network analysis, power. 

2 Class Hours, 2 Laboratory Hours; Prerequisite or 
Corequisite: MAT 140 Trigonometry or equivalent and 
EET 125 Circuits I 


EET 130 Engineering Drawing (1) 
Principles of projection. Development of drafting skills, 
lettering and proper line construction. Dimensioning 
and tolerancing, with an emphasis on shop processes. 
Use of auxiliary views and sectioning. Preparation of 
assembly drawings, materials lists, schematic and wir- 
ing diagrams. To introduce the power and versatility of 
a compouter aided design (CAD) program. 

3 Laboratory Hours 


+EET 150W Electronic Devices & 
Laboratory (4, 1) 
A first course in Electronics introducing the active 
devices fundamental to the field. Introduction of semi- 
conductor diodes, bipolar and field effect transistors, 
thyristors, optoelectronic devices, operational amplifi- 
ers, and microprocessors. Design and analysis of repre- 
sentative circuits based on these building blocks. Com- 
petency in a scientific computer language is required 
and is applied to generate software for design and analy- 
sis of related circuits. 
4 Class Hours, 3 Laboratory Hours; Prerequisites: 
MAT 161 Pre-calculus and CST 141 Scientific Com- 
puter Programming and EET 121 Electrical Circuits & 
Laboratory 


EET 162 Computer Aided 

Network Analysis (3) 
Computer analysis of complex electric and electronic 
networks by application of network theorems and appli- 
cation of software as needed. Use of the C programming 


language to display the response of two port networks. 
Use of the computer programming to apply matrix 
methods to the analysis of complex circuits and the 
solution of network problems. 

3 Class Hours; Prerequisites: CST 141 Scientific 
Computer Programming and EET 121 Electrical Cir- 
cuits & Laboratory and MAT 161 Pre-calculus 


+EET 181 Installation and 
Maintenance of 
Electrical Motors (2) 


Theory, operation and application of electrical ma- 
chines and control systems as related to industry. Instal- 
lation, maintenance and troubleshooting of electrical 
motors and control systems will be emphasized. 

1 Class Hour, 2 Laboratory Hours 


tEET 183 Applied Electricity (3) 


Practical applications of electrical circuits and ma- 
chines. Topics include AC and DC circuits, machines 
and controllers, and single- and three-phase circuits 
and transformers. Laboratory work includes demon- 
stration of basic electrical concepts using measuring 
instruments such as digital multimeters, oscilloscopes, 
function generators, counters, wattmeters and bridges. 
2 Class Hours, 3 Laboratory Hours; Prerequisite or 
Corequisite: MAT 139 and MAT 140 or equivalent and 
PHY 162 Physics II 


tEET 186 Electronics (3) 
Practical applications of electronic concepts as applied 
to solid state devices, amplifiers, power supplies, oscil- 
lators, timers, flip flops and basic logic devices and 
microprocessors. Laboratory work includes practical 
applications of concepts and operation of common elec- 
tronic instruments such as oscilloscope, curve tracer, 
function generator and counter. 

2 Class Hours, 3 Laboratory Hours; Prerequisite: EET 
183 Applied Electricity 


EET 201/202 Senior Seminar (0, 0) 


A weekly lecture series intended to make the student 
aware of the changing elements of the Electrical, Elec- 
tronic and Computer industry and help the student 
focus on areas of concern presented by industry experts. 
Where appropriate, emphasis will be placed on the 
responsibility by technologists to society as a whole in 
the area of ethical and moral values. Topics may include 
Quality Assurance, Ethics in Engineering, Artificial In- 
telligence, Telecommunications, Robotics, Power En- 
gineering, Modeling and Simulation, CIM, Interper- 
sonal Communications, Statistics. 

1 Class Hour; Prerequisites: ENG 110 Written Expres- 
sion and MAT 161 Pre-calculus 


EET 230 Electronic Design and 
Fabrication (1) 
Selection, package design and construction of an elec- 
tronic project and preparation of related drawings using 
computer aided design. Use of various manufacturing 
processes to fabricate the project. Use of industrial 
standard drafting practices to properly describe the 
operations. Chassis layout, printed circuit board design, 
exposure, and machining, wiring, soldering and enclo- 
sure fabrication are required. 
3 Laboratory Hours; Prerequisites: EET 112 Electrical 
Construction Laboratory II and EET 130 Engineering 
Drawing and EET 150W Electronic Devices & Labora- 
tory 


*tEET 235 Electrical and 

Electronics Drawing (2) 
Graphic representation of circuitry related to the elec- 
trical and electronics fields. Use of industrial standards 
and symbolism to draw electronic schematic and wiring 
diagrams, printed circuit layout and electronics assem- 
blies. Use of various computer software in the produc- 
tion of drawings. 
1 Class Hour, 2 Laboratory Hours; Prerequisites: MET 
114 Mechanical Drawing and EET 255 Electronics I 
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*$EET 245 Energy Conversions 


and Control Systems (4) 
DC and AC electrical machines theory, applications, and 
control. Single-phase and polyphase power transform- 
ers and rectifiers. Application of industrial control sys- 
tems. 
3 Class Hours, 2 Laboratory Hours; Prerequisite: EET 
126 Circuits II 


FEET 247W Energy Conversions & 

Laboratory Elective (3, 1) 
Theory, operation, and application of DC and AC mo- 
tors, generators and their control. Theory and applica- 
tion of single and polyphase transformers, power gen- 
eration systems, and power transmission. Program- 
mable controller applications. Writing Emphasis Course. 
3 Class Hours, 3 Laboratory Hours (choose 1 of 3 
electives); Prerequisite: EET 150W Electronic De- 
vices & Laboratory 


EET 247-L01 Power Systems 
Laboratory (1) 
The Power Systems Laboratory places a major emphasis 
on three-phase power systems, alternator regulation, 
parallel operation of alternators, power factor correc- 
tion and computer simulations for controlling an elec- 
trical power grid. A minor emphasis is placed on motor 
starters and programmable controllers. 
3 Laboratory Hours; Prerequisite: EET 150W Elec- 
tronic Devices & Laboratory 


EET 247-L02 Programmable 
Controllers 


Laboratory (1) 
The Programmable Controllers Laboratory places amajor 
emphasis on motor starters and controllers, program- 
mable controller (PLC) hardware and software, interfac- 
ing programmable controllers to the motor-generator 
stations, PLC variable speed control of induction motors 
and PLC data communications through a local area 
network. A minor emphasis is placed on power systems. 
3 Laboratory Hours; Prerequisite: EET 150W Elec- 
tronic Devices & Laboratory 


EET 247-L03 Energy Conversions 
Laboratory (1) 


The Energy Conversions Laboratory places an equal 
emphasis on power systems and programmable control- 
lers. 

3 Laboratory Hours; Prerequisite: EET 150W Elec- 
tronic Devices & Laboratory 


TEET 251 Electronic Circuitry 
and Laboratory (3,1) 


A second course in Electronics including semiconduc- 
tor physics that incorporates the devices introduced in 
EET 150W Electronic Devices into representative cir- 
cuits of moderate complexity. These include multi- 
stage amplifiers, instrument and transducer amplifiers, 
op-amp active filters and other related data acquisition 
circuits. Practical considerations include heat sinking, 
noise, frequency effects and appropriate device selec- 
tion. A scientific computer language and the application 
software are used to design and analyze multi-stage 
amplifiers and active filter circuits. 

3 Class Hours, 3 Laboratory Hours; Prerequisite: EET 
150W Electronic Devices and Laboratory 


FEET 252 Electronic Systems & 
Laboratory (31) 


A third course in Electronics that uses the circuit 
concepts used in EET 251 Electronic Circuitry to de- 
velop larger systems currently used in the electronics 
field. These include transducers, interface and data 
acquisition systems, switchmode power supplies, tele- 
communications, phase locked loops, satellite and tele- 
vision and communication systems, large signal ampli- 
fiers, sinusoidal oscillators and multivibrators. Empha- 
sis is placed on interface between the analog and digital 
world. The computer used to aid in design and debug of 
systems. 

3 Class Hours, 3 Laboratory Hours; Prerequisite: EET 
251 Electronic Circuitry & Laboratory 


100 


*SEET 255 Electronics I (4) 


A first course in Electronics introducing the devices 
fundamental to the field. Introduction of semiconduc- 
tor diodes, bipolar and field effect transistors, SCR's, 
TRIACS, DIACS op-amps. Design and analyze represen- 
tative circuits based on these building blocks. 

3 Class Hours, 2 Laboratory Hours; Prerequisite: EET 
126 Circuits II 


*fEET 256 Electronics II (4) 


A second course in Electronics that incorporates the 
devices introduced in EET 255 Electronics I into repre- 
sentative circuits of moderate complexity. These in- 
clude multi-stage amplifiers, op-amp active filters, and 
other related data acquisition circuits. Practical consid- 
erations including heat sinking, noise, electromagnetic 
interference, and appropriate device selection. 

3 Class Hours, 2 Laboratory Hours; Prerequisites: 
EET 255 Electronics I and CST 122 Scientific Com- 
puter Programming - FORTRAN 


*fEET 257 Electronics III (4) 
A third course in Electronics that uses the circuit 
concepts used in EET 256 Electronics II to develop 
larger systems currently used in the electronics field. 
These include switchmode power supplies, phase locked 
loops, communication systems, and interfacing sys- 
tems. Computer used to aid in design and debug of 
systems. 

3 Class Hours, 2 Laboratory Hours; Prerequisite: EET 
256 Electronics II 


EET 267 Digital Electronics and 
Microprocessors I & 
Laboratory (3, 1) 
Study of number systems, logic gates (TTL/CMOS), 
counters, shift registers, codes, types of memories, Bool- 
ean algebra, reduction theorems, and black box design 
applied to data transmission, computer arithmetic, and 
microprocessor operations. Microprocessor (8085, 8086 
and 68000) assembly language programming using as- 
semblers, disassemblers, monitors, loaders, logic ana- 
lyzers and other tools related to industrial applications 
of microcomputers. Internal operation of a computer 
from a block diagram approach. Applications include 
software scrolling, IC testing, traffic controllers, display 
systems, and math operations. Appropriate laboratory 
exercises provide hands-on experience in three areas — 
digital circuitry, microprocessor assembly language, 
and microprocessor interface hardware. 
3 Class Hours, 2 Laboratory Hours; Prerequisite: EET 
150W Electronic Devices and Laboratory or EET 255 
Electronics I and CST 122 Scientific Computer Pro- 
gramming-FORTRAN or CST 141 Scientific Com- 
puter Programming 


*SEET 268 Digital Electronics 

and Microprocessors 

II & Laboratory (4) 
Use of modern microprocessors (80x86 and 68000) in 
real time control applications such as testing complex 
circuitry using microcomputers, display systems, speech 
synthesis, EPROM and EEPROM programming, ultra- 
sonic techniques, data manipulation, multiplexing, video 
games, satellite receivers, encryption techniques, disk 
controllers, array processors, error detection and cor- 
rection, synchronous logic circuits, and other modern 
topics in the microcomputer world. Use of development 
systems (UNIX based), logic analyzers, and high level 
languages. Students wire-wrap their own 68000-based 
single board computer and develop the software moni- 
tor program. Assembly language skills learned in EET 
267 Digital Electronics and Microprocessors I are tuned 
and further software development takes place. 
3 Class Hours, 2 Laboratory Hours; Prerequisite: EET 
267 Digital Electronics and Microprocessors I and 
Laboratory and instructor approval 


TEET 270 Control Systems & 
Laboratory (3, 1) 
Theory, operation, design and implementation of open 
and closed loop control systems, including mathemati- 
cal modeling and stability prediction. Theory and appli- 
cations of both analog and digital control system input/ 
output. Introduction to robotics and process control 
techniques. 
3 Class Hours, 3 Laboratory Hours; Prerequisites: 
EET 247W Energy Conversions & Laboratory and 
EET 267 Digital Electronics and Microprocessors I & 
Laboratory 


EET 271 Communication 

Techniques (1) 
The study of different forms of electronic communica- 
tions, including microwaves, satellites, telephone sys- 
tems, fiber optics and digital communication tech- 
niques. Examination of microwave devices, satellite 
receiver systems and signals, telephone circuits, pulse 
modulation techniques, time and frequency division 
multiplexing, modems, fiber optic components and lo- 
cal area networks. 
3 Laboratory Hours; Prerequisite: EET 251 Electronic 
Circuitry & Laboratory; Corequisite: EET 252 Elec- 
tronic Systems & Laboratory 


FEET 272 Microcontroller 
Fundamentals & 
Laboratory (3, 1) 


Theory of open loop and closed loop control systems, 
including responses, stability and mathematical model- 
ing. Theory and application of the 8051 microcontroller 
family hardware and software, including programming 
timers, interrupts, serial communications and multi- 
tasking operations. Digital motion control systems and 
robotic applications, 

3 Class Hours, 3 Laboratory Hours; Prerequisites: 
EET 247W Energy Conversions & Laboratory and 
EET 267 Digital Electronics and Microprocessors I & 
Laboratory 


EET 273 Computer Design Lab (1) 


Detailed coverage of personal computer hardware with 
emphasis on memory and I/O interfacing and operation, 
interrupts and DOS function calls. Theory of operation 
of floppy and hard disks. Use of the 8088 macro-assem- 
bler, linker and debugger to develop control software for 
the personal computer. Hardware and software applica- 
tions, including memory-mapped video, serial and par- 
alle! data communication and 8087 co-processor utili- 
zation. Detailed coverage of MS-DOS, C and Windows. 
3 Laboratory Hours; Prerequisite: EET 267 Digital 
Electronics and Microprocessors I & Laboratory 


TEET 274 Robotic Applications 


& Laboratory (3, 1) 
Robotic systems, applications and safety. Industrial ro- 
bot programming. Robot sensors, actuators and intelli- 
gence. Factory automation and computer integrated 
manufacturing. Theory of open loop and closed loop 
motion control systems, including responses, stability 
and mathematical modeling. 
3 Class Hours, 3 Laboratory Hours; Prerequisites: 
EET 247 Energy Conversions & Laboratory and EET 
267 Digital Electronics and Microprocessors I & 
Laboratory 


*All asterisked (*) courses are taught evenings only and 
when enrollment permits. - 


eAll (+) courses carry separate grades for lecture and 
laboratory. 


*All (¢) courses are combined lecture-laboratory courses 
and final grade depends on successful completion of 





EET 275 Machine Vision Lab (1) 
Detailed coverage of video image digitization, process- 
ing and enhancement. Utilization of the frame-grabber 
for capture, display and analysis of video images. Use of 
low- and high-pass filtering, histogram equalization 
and false-coloring for image enhancement. Study of the 
effect of pixel size and z-axis resolution on image qual- 
ity. Theory and implementation of machine vision appli- 
cations, including recognition of small parts, position- 
ing and inspection. 

3 Laboratory Hours; Prerequisite: EET 267 Digital 
Electronics and Microprocessors I & Laboratory 


EET 299 Independent Study (2-4) 


The student undertakes an independent project in his 
specialty under the guidance of a faculty member. Only 
one independent study course allowed per semester. 
Consideration may be given a project involving a job- 
related assignment. Any independent study project is 
based on instructor availability. 

Prerequisite: Department approval 


EGR 090 Fundamentals of 

Engineering (0) 
Areview of the basic tools necessary for successful entry 
into an engineering science program. Topics in Physics, 
_ Mathematics, and Engineering with emphasis on prepa- 
ration for required courses. Calculator and computer 
fundamentals. Communication skill development with 
computers and report writing. Required of all Engineer- 
ing Science students who lack the prerequisite to take 
MAT 181 Calculus I with Analytic Geometry and/or PHY 
181 Engineering Physics I. 3 
1 Class Hour, 2 Laboratory Hours; Prerequisites: MAT 
099 Elementary Algebra, PHY 090 Preparatory 
Physics 


EGR 100, 200 Orientation (0) 


Guest speakers discuss common problems engineering 
students encounter. Representatives from transfer 
schools introduce their respective institutions to stu- 
dents. Common exams will be scheduled during these 
sessions. 

2 Class Hours 


EGR 150 Introduction to Engineering 

. and Design Graphics (2) 
Fundamental course in descriptive geometry and per- 
sonal computer usage. Topics include graphing, ortho- 
graphic and auxiliary views, true-length, and relation- 
ships between points, lines and planes. Students will be 
expected to gain a facility with word processing, spread- 
sheet use and computer graphics (using CADKEY). Use 
of spreadsheets to solve engineering applications in 
statistics, least squares regression, and correlation coef- 
ficient. Weekly seminars on topics related to the Engi- 
neering profession. 

1 Class Hour, 3 Laboratory Hours; Corequisites: 
MAT 181 Calculus I, PHY 181 Physics I, EGR 100 
Orientation 


EGR 151 Applications in 

Engineering (3) 
Applications of computers to the solution of engineer- 
ing problems. Programming in Pascal and FORTRAN 
and spreadsheets will be used to solve problems in 
financial functions, heat transfer, statistics, numerical 
methods and data analysis. Matrix methods and quality 
assurance applications will also be covered. Hardware 
will include both a VAX mainframe and a personal 
computer. 
2 Class Hours, 2 Laboratory Hours; Prerequisite: EGR 
150 Engineering Graphics; Corequisite: EGR 100 
Orientation and MAT 181 Calculus I with Analytic 
Geometry 


EGR 281 Mechanics (Statics) (3) 
Fundamental concepts of the statics of rigid bodies 
developed by using a vector analysis approach. Force 
systems, centroids and centers of gravity, analysis of 
structures, shear and bending moments, friction and 
moments of inertia. 

3 Class Hours; Prerequisite: 1 year of Calculus and 
PHY 181 Physics I; Corequisite: EGR 200 Orientation 


EGR 282 Mechanics (Dynamics) (3) 
Vector analysis approach to kinematics and kinetics of 
particles, systems of particles, kinematics and kinetics 
of rigid bodies, forces, mass, acceleration, impulse, 
momentum, work and energy techniques. 

3 Class Hours; Prerequisite: EGR 281 Mechanics 
(Statics); Corequisite: EGR 200 Orientation 


EGR 283 Strength of Materials (3) 
Elementary analysis of the strength and deformation of 
deformable bodies. Topics include stress-strain, tor- 
sion, bending, Mohr’s circle, flexure, energy methods, 
and columns. 

3 Class Hours; Prerequisite: EGR 281 Mechanics 
(Statics); Corequisite: EGR 200 Orientation 


EGR 284 Materials Science (3) 
Atomic model, bonding, lattice concept, crystal types, 
imperfections, stress and temperature effects, phase 
diagrams, alloys, ceramics, polymers, composites, cor- 
rosion, electrical and magnetic properties materials 

3 Class Hours; Prerequisite: PHY 182 Engineering 
Physics II and CHM 146 Chemistry; Corequisite: EGR 
200 Orientation 


EGR 285 Electrical and Electronic 


Circuits (3) 
Units and definitions; charge, current, voltage, power, 
energy. Ohm’s Law, active and passive elements, inde- 
pendentand dependent sources. Resistance, Kirchhoff s 
Laws, network reduction. Nodal and mesh analysis tech- 
niques, source transformation, superposition. Thevenin’s 
and Norton’s theorems, maximum power transfer. Ca- 
pacitance and inductance; natural, forced, and complete 
response of switched R-L, R-C, and R-L-C circuits. A.C. 
sinusoidal steady state analysis. Ideal and practical op- 
erational amplifier circuits. Frequency response of par- 
allel and series R-L-C circuits and filter networks. Com- 
puter aided circuit analysis using PSPICE. 
3 Class Hours; Prerequisite: 1 year of Calculus and 
PHY 182 Engineering Physics II; Corequisite: EGR 
200 Orientation 


EGR 287 Engineering Science 
Laboratory I (1) 
Experiments in electrical and electronic circuits, heat, 
light, atomic and nuclear physics. Program writing in 
Pascal to control instruments on a GPIB bus. 
3 Laboratory Hours; Prerequisite: 1 year of Calculus 
and PHY 182 Engineering Physics II; Corequisite: 
EGR 285 Electrical and Electronic Circuits and PHY 
281 Engineering Physics III 


EGR 288 Engineering Science 
Laboratory II (1) 


Experimentation in digital logic and microprocessors, 
software and hardware interfacing using a 68HC11. 
Design project required using a stepper motor and a 
microprocessor. 

3 Laboratory Hours Prerequisite: PHY 182 Engineer- 
ing Physics II; Corequisite: EGR 289 Introduction to 
Microprocessors and EGR 200 Orientation 


EGR 289 Introduction to 


Microprocessors (2) 
Introduction to microprocessors with digital logic, 
machine and assembly language programming, serial 
and parallel Input/Output, hardware interfacing with 
switches, lights, printers, and other computers. A/D, D/ 
A, mixed language programming, assembly with Pascal. 
2 Lecture Hours; Prerequisite: PHY 182 Engineering 
Physics II; Corequisite: EGR 288 Engineering Science 
Laboratory II and EGR 200 Orientation 


EGR 299 Independent Project (2-4) 
The student undertakes an independent project in his/ 
her specialty under the guidance of a faculty member. 
Only one independent study course allowed per semes- 
ter. Special consideration will be given to design projects. 
Prerequisite: Department approval 


ENG 090 Basic Language Skills  (0*) 
Writing workshops designed to improve a student’s 
mastery of composition skills, including patterns of 
sentence structure and the recognition and correction 
of common errors in grammar and usage. (This course 
not applicable to any degree.) 

4 Class Hours - 4 Credit Equivalents; Prerequisite: 
Placement Test 


ENG 106 English as a Second 
Language, Intermediate II (3) 
Advanced study of the English language for interna- 
tional students. Emphasis on the development of basic 
English compositional skills. Continued practice in 
listening, reading, and speaking. 
3 Class Hours; Prerequisite: ESL 113 English as a 
Second Language, Series or equivalent 


ENG 107 English as a Second 
Language, Advanced I (3) 
Expanded study and practice in the composition of ideas 
and information for international students. Sentence 
and paragraph development, unity, coherence, style. 
Writing workshops for intensive practice in the forma- 
tion of standard and idiomatic English. Investigation of 
the nature of language and various aspects of communi- 
cation to stimulate critical thinking. 
3 Class Hours (Equivalent to ENG 110 for foreign 
students); Prerequisite: ENG 106 English as a Second 
Language, Intermediate II or equivalent 


ENG 108 English as a Second 
Language, Advanced II (3) 
Further study and practice in critical and evaluative 
thinking and writing for international students, based 
upon analysis and exposure to prose as well as major 
types of imaginative literature. Additional practice and 
familiarization with research procedures. Writing work- 
shops and individual conferences to guide the interna- 
tional student through writing assignments. 
3 Class Hours; Prerequisite: ENG 107 English as a 
Second Language, Advanced I 


ENG 110 Written Expression (3) 


Study and practice in the composition of ideas and 
information. Sentence and paragraph development, 
unity, coherence, style. Nature of language, including 
investigation of various aspects of communication to 
stimulate critical thinking. 

3 Class Hours; Prerequisite: Placement test or ENG 
090 Basic Language Skills 


ENG 110S Written Expression (4*) 


Same as ENG 110 Written Expression with one addi- 
tional hour of supplemental help. 

4 Class Hours; Prerequisite: Placement Test or ENG 
090 Basic Language Skills 

*3 degree credits plus 1 "credit equivalent" 


ENG 150 Technical Writing (3) 


This introductory course in technical communication 
offers a practical approach for writing and speaking 
effectively in professional, technical environments. The 
course emphasizes analytical methods for understand- 
ing and fulfilling the communicational needs of one’s 
audience and gives students opportunity to practice and 
apply these communication techniques. (This course is 
for students in Engineering Technology programs.) 

3 Class Hours; Prerequisite: ENG 110 or 110S Written 
Expression 


eAll asterisked (*) courses are taught evenings only and 
when enrollment permits. 


*All (+) courses carry separate grades for lecture and 
laboratory. 


All (=) courses are combined lecture-laboratory courses 


and final grade depends on successful completion of 
both parts. 
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ENG 163 Reporting (3) 
An introduction to the basics of News Reporting for 
print journalism. Student newspaper used for workshop 
and actual publication. 

3 Class Hours; Prerequisite: ENG 110 or 110S Written 
Expression 


ENG 168 News Editing (3) 


The basics of editing, headline writing, layout, and 
design for print journalism. Student publication used 
for hands-on experience. 
3 Class Hours; Prerequisite: ENG 163 Reporting or 
ENG 110 or ENG 110S Written Expression plus 
permission of instructor 


ENG 170 Creative Writing (3) 
Designed to provide students interested in imaginative 
writing with the opportunity to investigate concepts 
and to practice techniques implicit in prose, poetry and 
drama. Class discussion, workshops and personal con- 
ferences with the instructor. 

3 Class Hours; Prerequisite: ENG 110 or 110S Written 
Expression 


ENG 175 Creative Writing — 
Publication (4) 
Designed to provide students interested in imaginative 
writing with the opportunity to investigate concepts 
and to practice techniques implicit in prose,poetry, and 
drama. Class discussion, workshops and personal con- 
ferences with the instructor, writing, evaluating and 
arranging material for a campus literary journal. 
4 Class Hours; Prerequisite: ENG 110 or 110S Written 
Expression 


ENG 210 Advanced Writing (3) 


An intensive course in writing which extends the com- 
posing and critiquing skills of students who have mas- 
tered the basic skills of written expression. Emphasis on 
experimental techniques such as workshopping, peer 
tutoring, and word processing. Provides students with 
experience in collaborative techniques for improving 
their own writing and with techniques for tutoring 
beginning writers. Course requires peer tutoring in the 
Writing Center. 

3 Class Hours; Prerequisite: English 110 or 110S 
Written Expression 


ENG 220 Communicating About 
Ideas and Values (3) 


Critical analysis of issues and moral problems affecting 
all thinking adults. Selected readings organized around 
broad themes. Required writing assignments and oral 
communication. Required of most degree students. 

3 Class Hours; Prerequisite: ENG 110 or ENG 110S 
Written Expression and completion of at least one but 
preferably two Writing Emphasis (“W’”) courses 


ENG 299 Independent Study: 

English (3) 
An individual student project concerned with advanced 
work in a specific area of language or literature. Con- 
ducted under the direction of a faculty, independent 
study is concerned with material beyond the scope and 
depth of the ordinary course. 
Prerequisite: One semester of college level work in- 
cluding ENG 110 or 110S Written Expression 


ESL 003 English as a Second 
Language, Elementary 
Grammar (4) 
Introduction of basic English grammar, both oral and 
written, for non-native speakers. Curriculum will in- 
clude study of basic verb tenses, noun categories, and 
basic affirmative, negative, and interrogative sentence 
patterns. The material will reinforce what is taught in 
ESL 004 and 005. Taken together these courses are 
referred to as the ESL 003 Series. (This course is not 
acceptable for credits toward a degree.) 
4 Class Hours, 2 Laboratory Hours; Prerequisite: 
Diagnostic Test 


102 


ESL 004 English as a Second 
Language, Elementary 
Oral/Aural Skills (4) 


Acourse for students who speak little or no English. The 
sounds of English are presented systematically and 
language laboratory practice is required. Ear training is 
begun and strengthened through work in the listening 
laboratory. Students are taught communicative skills 
from the outset, and the emphasis is on speaking and 
being understood. (This course is not acceptable for 
credits toward a degree.) 

4 Class Hours, 2 Laboratory Hours; Prerequisite: 
Diagnostic Test 


ESL 005 English as a Second 


Language, Elementary 

Reading Skills (4) 
For non-natives who had little exposure to written 
English. Basic sentence structure and vocabulary will be 
studied in order to improve student’s comprehension, 
from simplified reading texts to those of increasing 
complexity. Writing skills, simple sentence structures, 
and organization skills are also stressed. (This course is 
not acceptable for credits toward a degree.) 
4 Class Hours, 2 Laboratory Hours; Prerequisite: 
Diagnostic Test 


ESL 102 English as a Second 

Language, Basic 

Writing Skills (5) 
Introduction to the basic rhetorical/sentence patterns 
of English and their usage, organizational and develop- 
mental writing skills. Focus on the expression of ideas/ 
concepts and their presentation in simple and complex 
sentence form, proofreading and editing skills, note 
taking, outlining and computer assisted instruction. 
(This course is not acceptable for credits toward a 
degree.) 
4 Class Hours, 3 Laboratory Hours; Prerequisite: 
Diagnostic Test 


ESL 103 English as a Second 
Language, Grammar 
Review (5) 
Intensive review of pre-intermediate levels of the En- 
glish language for international students. Emphasis on 
listening, reading, speaking and some aspects of writ- 
ing. Audio-lingual laboratory. (This course is not ac- 
ceptable for credits toward a degree.) 
4 Class Hours, 2 Laboratory Hours 


ESL 104 English as a Second 

Language, Basic Speech (4) 
To provide international students with practice, articu- 
lation and vocabulary needed to increase self-confi- 
dence in English conversation, discussion in the class- 
room and other daily situations. Audio-lingual labora- 
tory. (This course is not acceptable toward a degree.) 
3 Class Hours, 2 Laboratory Hours 


ESL 105 English as a Second 


Language, 

Basic Reading (4) 
Review of English sound-symbol correspondence, utili- 
zation of brief recombinations of variations of narratives 
and dialogues, and acquisition of simple reading tech- 
niques through exposure to uncomplicated reading 
selections. Vocabulary and reading comprehensive de- 
velopment, audio-lingual practice — active, passive, 
comparative. Audio-lingual laboratory. (This course is 
not acceptable for credits toward a degree.) 
3 Class Hours, 2 Laboratory Hours 


ESL 113 English as a Second 
Language, Intermediate 
Composition (4) 

Study of the English language for international stu- 
dents with listening, reading, speaking, writing skills on 
the intermediate level. Language workshops emphasiz- 
ing grammar, syntax, vocabulary and composition. Au- 
dio-lingual laboratory. (This course is not acceptable for 
credits toward a degree.) 

3 Class Hours, 2 Laboratory Hours; Prerequisite: ESL 

103 English as a Second Language, Grammar Review 

or equivalent 


ESL 114 English as a Second 
Language, Intermediate 
Speech (4) 
Designed for international students emphasizing free 
and controlled conversation and discussion. Continues 
practice in articulation, phrasing and vocabulary build- 
ing. Audio-lingual laboratory. (This course is not ac- 
ceptable for credits toward a degree.) 
3 Class Hours, 2 Laboratory Hours; Prerequisites: ESL 
104 English as a Second Language, Basic Speech or 
equivalent 


ESL 115 English as a Second 
Language, Intermediate 
Reading (4) 
Study of lexical, grammatical, and social-cultural mean- 
ing through intensive and extensive reading. Establish- 
ment of reading fluency and comprehension. Direct and 
audio-lingual practice with selected text and indepen- 
dence in English. Continues development of vocabulary 
and reading comprehension. Direct and audio-lingual 
practice with selected texts and exercises. Audio-lingual 
laboratory. (This course is not acceptable for credits 
toward a degree.) 
3 Class Hours, 2 Laboratory Hours; Prerequisite: ESL 
105 English as a Second Language, Basic Speech or 
equivalent 


FRE 101, 102 Beginning French (4, 4) 
Basic principles of grammar and syntax. Emphasis on 
oral practice in classroom. Reading and discussion of 
cultural texts. 

4 Class Hours; Prerequisite: FRE 101 Beginning 
French for FRE 102 


FRE 201, 202 Intermediate French I 
and French II (3) 


Intensive review of grammar and syntax and oral prac- 
tice in classroom. Reading and discussion of works 
selected by the instructor. 

3 Class Hours; Prerequisite: FRE 102 Beginning 
French for FRE 201 


*FRS 101 Fire Prevention and 
Protection (3) 

Methods, policies and procedures relative to establish- 

ing and operating appropriate fire prevention and pro- 

tection programs. 

3 Class Hours 


*FRS 103 Fire Fighting Tactics 

and Strategy (3) 
Focus on pre-planning and the development of fire 
fighting tactics appropriate for a wide variety of hazards: 
Review of basic information and some local conditions. 
The case study method is used to develop plans and 
tactics relating to the student’s own department. 
3 Class Hours 


*FRS 105 Arson Investigation (3) 


Fire investigations and arson. Responsibilities of the 
arson investigator, tools ofthe investigator, photogra- 
phy, electronic devices, laws pertaining to arson, mo- 
tives and tools of the arsonist, courtroom procedures. A 
field experience will be included. 

3 Class Hours 








*FRS 107 Legal Aspects of the 
Fire Service (3) 


Laws and regulations as they pertain to the fire service 
and its personnel. Legal terminology necessary for the 
interpretation of pertinent laws and decisions. Legal 
status of the fire fighter, as well as fire fighter’s rights, 
duties and liabilities. Responsibilities and powers of the 
service in enforcement of ordinances and codes. 

3 Class Hours; Writing Emphasis Course 


*FRS 108 Building Construction 

for Fire Science (3) 
Fire fighters are confronted with many unknown factors 
at the fire ground. Among these is the unknown struc- 
tural stability of the buildings they must enter. Basic 
principles of building construction and design with 
emphasis focused on fire protection concerns. Building 
materials included. 
3 Class Hours 


*FRS 110 Computers in the 

Fire Service (3) 
Introductory concepts of micro-computer use in Fire 
Science settings. Software packages, hardware and soft- 
ware purchasing relating to Fire Service usage, word 
processing, data base management and spreadsheet 


application to student generated problems. 
3 Class Hours 


*FRS 200 Hazardous Materials (3) 


Chemicals and chemical processes most closely in- 
volved in fire protection and fire fighting. Use,storage, 
transportation and disposal of hazardous materials with 
emphasis on flammable liquids, flammable solids, oxi- 
dizing materials, corrosive liquids, compressed gases. A 
writing emphasis “W” course. 

3 Class Hours 


*FRS 201 Fire Service Hydraulics (3) 


Application of the laws of mathematics and physics to 
properties of fluid states, force pressure and flow veloci- 
ties. Emphasis on applying principles of hydraulics to 
fire fighting problems. 

3 Class Hours; Prerequisite: MAT 092 or equivalent 


FRS 204 Protection and 
Suppression Systems (3) 


Design, installation, operation, and trouble shooting of 
various systems. Extinguishers, alarms, sprinkler sys- 
tems, chemical approaches, and Halon systems. Projects 
and field trip included. 

3 Class Hours 


*FRS 205 Fire Department 
Administration (3) 
Organization of the fire departments with emphasis on 
personnel management, distribution of equipment, 
maintenance of records, communications, data collec- 


tion and community relations. ISO Grading Schedule. 
3 Class Hours 


FRS 213 Advanced Tactics and 
Strategy (3) 
Methods and operational procedures of fire fighting 
from a management and direction perspective. How 
conditions and situations affect tactics, miscellaneous 
special problems; ventilation, and post-fire analysis and 
evaluation. 
3 Class Hours 


FRS 215 Codes andEnforcement (3) 


An introductory course in building codes and enforce- 
ment procedures. Topics include classifications, inspec- 
tions, handicap requirements, fire and safety equip- 
ment, public relations, laws and regulations, municipal 
requirements. Students will do projects, planned re- 
views given certain scenarios. 

3 Class Hours 


FRS 216 Building Code/Single Family 
Dwelling (3) 
Investigation of code and enforcement topics specific to 
the single family dwelling including inspections, rec- 
ommendations, fire safety, construction specifications 
and procedures, and fire regulations. Projects and group 
activities will be designed and carried out. 
3 Class Hours 


*FRS 250 Special Topics (1-3) 
Exploration of special topics in Fire Protection Technol- 
ogy. May be repeated since topics will vary from semes- 
ter to semester. Special topics have included The Psy- 
chology of the Firesetter and Code Enforcement. 


*FRS 299 Independent Study: 

Fire Service (1-3) 
An individual student project in an area of fire protec- 
tion or service beyond the scope of regular coursework. 
Conducted under supervision of coordinator and ap- 
proved by department chairperson and Dean. 
Prerequisite: 6 Credits in FRS coursework and 6 
Credits in General Education courses 


GEO 120 World Geography (3) 


Description and analysis of variations in social, cultural, 
economic and political phenomena in major world ar- 
eas, A regional approach is used to highlight the phe- 
nomena. 

3 Class Hours 


GER 100 Practical German: 


10 Minutes a Day (2) 
Practical and simplified approach to speaking and un- 
derstanding German. Emphasis on important and nec- 
essary aspects of everyday communication. Vocabulary 
and pronunciation acquisition through use of 
instructor’s expertise, flash cards, stickers, illustration, 
and sign recognition. (Does not satisfy language re- 
quirement.) 
2 Class Hours 


GER 101, 102 Beginning 

German (4, 4) 
Basic principles of grammar and syntax. Emphasis on 
oral practice in classroom. Written homework assign- 
ments supplemented by work in audio-lingual labora- 
tory. Reading and discussion of graded literary and 
cultural texts. 
4 Class Hours; Prerequisite: GER 101 Beginning 
German for GER 102 


GER 201 German Conversation 

and Composition (3) 
Emphasis on the four language skills — reading, writing, 
speaking, listening — especially on speaking and writing. 
Intensive discussion of style, grammar and the contem- 
porary idiom to enhance the student’s ability to express 
himself in German. 
3 Class Hours; Prerequisite: GER 102 Beginning 
German 


HCM 193 Introduction to U.S. 


Healthcare Systems (3) 
A survey of the American Health Care System that 
examines the elements related to the organization, 
delivery, financing and planning of health services. 
3 Class Hours 


HCM 194 Healthcare Finance (3) 


This course will present the United States' health care 
system from a cost perspective. Students examine the 
history of health care costs in the U.S., the nature of 
competition, the characteristics of the market for medi- 
cal services that influence competition, and the implica- 
tions of these factors on the health care sector of our 
economy. Special emphasis will be placed on the most 
current legislation and administrative proposals/enact- 
ments. 

3 Class Hours 


HIS 115 Modern Global History: 


The World in Transition (3) 
HIS 115 Modern Global History is acore course required 
of all Liberal Arts students. 
The evolution of the modern world from 1500 to the 
present. Background to the modern world: traditional 
societies and cultures. Origins of modernity: the 
Columbian Exchange; the development of a global 
economy; the scientific, technological, and industrial , 
revolutions and their consequences; development of the 
modern nation state system. Western expansion and the 
response of the peoples of Latin America, Africa, Asia, 
the Middle East. Issues and problems of the contempo- 
rary world. Individual instructors may choose to em- 
phasize developments in selected geographical areas. 
3 Class Hours 


HIS 130 United States HistoryI (3) 
The United States from 1607 to 1877. The colonies, 
Revolution, Constitution, early national period, 
Jacksonian era, expansion, Civil War and Reconstruc- 
tion, and Westward Movement. Survey of political, eco- 
nomic, social and cultural developments through most 
of the 19th century. 

3 Class Hours 


HIS 131 United States History II (3) 
The United States from 1877 to the present. The closing 
of the frontier, the American Empire, progressive re- 
forms, World War I, the Twenties, Depression, New 
Deal, World War II, the Cold War, Civil Rights, Vietnam, 
and the present. 

3 Class Hours 


HIS 141 History of Modern 

Latin America (3) 
History of Latin America from the 1890's to the present, 
emphasizing the causes of political instability and eco- 
nomic backwardness. Close analyses of reform, reac- 
tionary and revolutionary movements in modern Latin 
America and of inter-American affairs. 
3 Class Hours 


HIS 180 Utopia: Visions of the 


Good Society (3) 
Examines the functions of the Utopian Impulse through- 
out modern history as a series of “thought experiments” 
which address the question “what constitutes the Good 
Society?” Includes a comparative analysis of various 
representative utopias such as those of E. Ballamy, C.P. 
Gilman, B.F. Skinner, etc. Consideration will also be 
given to several representative anti-utopias/dystopias 
such as those of A.X. Huxley, G. Orwell, etc. 
3 Class Hours 


HIS 183 Women's History (3) 


Women from prehistoric to modern era. Review of 
philosophical, religious, social, and political attitudes 
toward women. Women's lives, achievements, and roles 
in Western and other civilizations. Emphasis on the 
United States. 
3 Class Hours 


HIS 185 Hitler and the Nazi 
Dictatorship (3) 
Origins of National Socialism, role of Adolf Hitler, road 
to Nazi Dictatorship, Nazi political and social revolu- 
tions. Hitler’s foreign policy and Europe’s reaction, 
World War II and Hitler’s “New Order,” Nazi system of 
persecution and genocide, collapse of the 1,000-year 
Reich, legacy of the Hitler period. 
3 Class Hours 


HIS 187 The United States Civil War: 


Causes and Effects (3) 
A study of American institutions within the timeframe 
of 1815-1877; examination and analysis of Antebellum 
politics, society, and culture; origin and nature of the 
American Civil War and the social, economic and politi- 
cal changes brought about by the War and Reconstruc- 
tion. 
3 Class Hours 
eAll asterisked (*) courses are taught evenings only and 
when enrollment permits. 
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HIS 190 The World Since 1945 (3) 
An overview of the changing patterns in world affairs 
since the end of World War II. Emergency of the Third 
World War, The Cold War, responses to scientific/tech- 
nological change, insurgent movements, attempts at 
world organization/disarmament, the energy/ecology 
crisis, the various trouble spots like the Middle East, 
Panama Canal, Berlin, Asia. 

3 Class Hours 


HIS 194 Readings in African- 
American History (3) 
A survey of African-American thought, including the 
ideas of Booker T. Washington, W.E. DuBois, Marcus 
Garvey, Martin Luther King, Jr., and Malcolm X. In 
addition, attention will be given to 19th century West 
Africa and the problems affecting African-American 
society. 
3 Class Hours 


HIS 299 Independent Study (1-3) 


An independent study project which is beyond the scope 
of courses currently offered by the department, directed 
by a faculty member with approval of the department 
chairperson. Independent study does not satisfy the 
Liberal Arts requirement in history, and it may not be 
taken in lieu of a 100-series course. 

Prerequisite: HIS 100 The Rise of the West or HIS 115 
Modern Global History 


HIT 101 Health Information 

Science I (4) 
Functions of a medical record department and overview 
of the professional association. Definition of, standards 
for, and development of a medical record as to content, 
format, evaluation and completion. A comprehensive 
review of the organization of the medical staff. Number- 
ing and filing systems and methods. Overview of accred- 
iting agencies for health care facilities. 
3 Class Hours; Corequisite: HIT101L Health Informa- 
tion Science Laboratory 


HIT 101L Health Information Science 


Laboratory (0) 
Practical application in the medical record laboratory of 
the principles described in the lecture mode of this 
course. 
2 Laboratory Hours; Corequisite: HIT 101 Health 
Information Science I 


HIT 106 Medical Terminology (3) 


A study of the language of medicine, including suffixes, 
prefixes and root words. Emphasis on terminology asso- 
ciated with the anatomic systems. 


HIT 107 Medical Transcription (3) 


Orientation to typewriting techniques and skills as well 
as basic word processing techniques utilizing the IBM- 
PC. Introduction to various medical reports, format and 
basic medical transcription. 

2 Class Hours, 2 Laboratory Hours; Prerequisite: HIT 
106 Medical Terminology 


HIT 110 Health Information 


Science II (4) 
A study of the purpose of classifying diseases and opera- 
tions. In-depth study of ICD-9-CM, basic coding prin- 
ciples. Introduction to the prospective payment system 
utilizing DRGs. 
3 Class Hours; Prerequisite: HIT 101 Health Informa- 
tion Science I; Corequisite: HIT 1 10L Health Informa- 
tion Science II Laboratory 


HIT 110L Health Information 
Science II Laboratory (0) 


Actual practice of coding medical records utilizing vari- 
ous classification systems, and assignments of DRGs. 
3 Laboratory Hours; Corequisite: HIT 110 Health 
Information Science II 
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HIT 144 Directed Practice (2) 
Directed summer practical experience in the hospital 
medical record department. Development ofinsightand 
skills into the basic medical record procedures. Gradu- 
ation requirement. 

40 Laboratory Hours per week for 2 Weeks; Prerequi- 
site: HIT 110 Health Information Science 


HIT 202 Health Information 

Science III (4) 
Astudy of medical record department indexes, registers, 
and data abstracting and retrieval methods. In-depth 
treatment of basic hospital and vital statistics. Data 
display and report generation. 
3 Class Hours; Prerequisites: HIT 110 Health Infor- 
mation Science II and BIO 132 Human Biology or 
permission of instructor; Corequisites: HIT 202L Health 
Information Science III Laboratory and BIO 140 Patho- 
physiology 


HIT 202L Health Information 
Science III Laboratory (0) 


Applications of the principles learned in the lecture 
mode of this course. 

2 Laboratory Hours; Corequisite: HIT 202 Health 
Information Science III 


HIT 210 Health Information 
Science IV (4) 


Principles of management and the role of the supervisor 
in the medical record department. Developmental and 
operational phase of health information systems. Trends 
in health care delivery systems. Overview of ambulatory 
care,long-term care and psychiatric facilities. Introduc- 
tion to problem-oriented Medical Record System. 

3 Class Hours; Prerequisites: HIT 202 Health Infor- 
mation Science III and HIT 202L Health Information 
Science II Laboratory; Corequisite: HIT 210L Health 
Information Science IV Laboratory 


HIT 210L Health Information 
Science IV Laboratory (0) 


Practical application of the principles in the lecture 
mode of this course. 

2 Laboratory Hours; Prerequisites: HIT 110 Health 
Information Science II and HIT 144 Directed Practice 


HIT 214 Alternate Classification 
Systems (2) 
An indepth study of nomenclature/classification sys- 
tems such as CPT-4, DSM-III, ICD-0, SNOMED, SNOP. 
Overview and application of policies and procedures for 
ambulatory care coding and data collection. 
1 Class Hour, 2 Laboratory Hours; Prerequisite: HIT 
110 Health Information Science 


HIT 222 Medical Legal Aspects (3) 
Introduction to legal aspects of medical records. Legal 
basis for medical practice, confidentiality. Patient’s “Bill 
of Rights,” voluntary and involuntary release of medical 
information. Authorizations and consents, professional 
liabilities, medical-moral issues such as abortion, eu- 
thanasia, sterilization, artificial insemination. 

3 Class Hours; Prerequisite: HIT 202 Health Informa- 
tion Science 


HIT 236 Quality Assurance (3) 


A study of the components of a quality assurance pro- 
gram — quality assessment, utilization management, 
and risk management. 

1 Class Hour, 2 Laboratory Hours; Prerequisite: HIT 
110 Health Information Science 


HIT 245 Directed Practice (6) 
Directed practice experience in the hospital and related 
sites. Correlated with MRT 210 Medical Record Science 
to develop insight and skills into advanced medical 
record procedures. 

6 Weeks: 40 Hours per week; Prerequisites: HIT 202 
Health Information Science and HIT 144 Directed 
Practice 


HIT 295 Health Information } 
Seminar (2) 
Detailed study and analysis of specific problems encoun- 
tered in the administration of a medical record depart- 
ment. Correlated with directed clinical practice. Case 


study and extensive literature review. 
2 Class Hours 


HSV 101 Cardiopulmonary 

Resuscitation (1) 
Procedures necessary in administering CPR in emer- 
gency situations. American Heart Association method 
of teaching with certification. Performance of mastery 
level by demonstration and exam. Will be given in 2- 
hour sessions to make a total of 8 hours. 


HUM 200 Joseph Campbell: 
Transformations of 
Myth Through Time (3) 
A combined classroom and televiewing course. This 
course consists of 14 hour-long programs selected from 
over 50 lecture hours by Joseph Campbell, a noted 
author, scholar, teacher, and storyteller. The series is 
introduced by The Hero’s Journey, an award-winning 
biographical film. 
3 Class Hours 


HUS 120 Basic Sign 

Communication I (3) 
Introduction to conversationally relevant signs, 
fingerspelling, grammatical sign principles, and back- 
ground, cultural, and linguistic information related to 
deaf people and sign language. The Direct Experience 
Method is used to help students learn to sign by experi- 
encing the use of signs directly. Some emphasis is on 
non-manual communication (visual training, gestures 
and mime are used to help develop a comfort level for 
using face, hands and body for communication pur- 
poses). Approximately 400 signs are introduced. 
3 Class Hours 


HUS 220 Basic Sign 

Communication II (3) 
Review of Basic Sign I. Expressive and receptive 
fingerspelling as well as recall of vocabulary. Sign vo- 
cabulary is further organized around basic conversa- 
tional topics and questions. Sign grammatical prin- 
ciples are expanded and practiced. Approximately 300 
signs are introduced. 
3 Class Hours; Prerequisite: HUS 120 Basic Sign 
Communication I 


HUS 230 Basic Sign 
Communication III (3) 


Additional and expanded topics for conversation are 
introduced with the associated vocabulary. Variations of 
signed messages by incorporating different sign prin- 
ciples and mime. More emphasis on conversational 
fluency in sign. The student will be able to generate 
increasingly more complex signing structures. Approxi- 
mately 300 additional signs are introduced. 

3 Class Hours; Prerequisite: HUS 220 Basic Sign 
Communication II 


INT 105 Basic Drafting for 


Interior Design (3) 
Acourse for the interior design student which developes 
the drafting skills needed for the field. Scale, ortho- 
graphic techniques, and understanding of blueprints 
including floor plans, elevations and details will be 
stressed. 
1 Class Hour, 4 Laboratory Hours 


INT 122 Professional Practice (3) 
Study of processes, manufacture and installation of 
interior design products, Techniques used in writing 
specifications for interior design projects. 

2 Class Hours, 2 Laboratory Hours 


*All asterisked (*) courses are taught evenings only and 
when enrollment permits. 





INT 141 History of Fabrics (2) 
The history and development of fabric from pre-indus- 
trial through 20th century production techniques with 
emphasis on stylistic qualities of weaves and patterns. 
The student will become familiar with appropriate pat- 
terns, weaves and fibers for specific historic periods. 

2 Class Hours 


INT 142 Fabric Anaylsis: 
Chemistry of Fibers and 
Construction of Fabrics (2) 
The examination of the chemistry and behavior of natu- 
ral and synthetic fibers and the various constructions of 


woven and non-woven fabrics. 
2 Class Hours 


INT 205 Introduction to Computer 
Graphics with Interior 
Design Applications (3) 
Introduction to the ARRIS Architectural CAD System 
for Interior Design students. Architectural and Interior 
Design applications using three ARRIS software mod- 
ules: Building Design and Drafting, Architectural Draft- 
ing and Documentation, Modeling and Rendering. Use 
of basic drawing commands for creating, editing, and 
manipulating lines, arcs, text, dimensions, and symbols. 
Creation of floor plans using wall, door, and window 
elements. Creation of interior and exterior rendered 
perspective views. Use of color mapping and furniture 
symbol libraries applied to two and three dimensional 
drawings. 
2 Class Hours, 3 Laboratory Hours; Prerequisite: INT 
105 or CIV 159 


INT 210 Interior Design I (4) 


The studio interior design course requires the student 
to become well acquainted with the impact of the de- 
signed physical environment. Practical, aesthetic and 
psychological aspects of the built environment are ad- 
dressed. Skills including conceptualizing in three di- 
mensions, drawing in scale and presentation techniques 
both graphic and oral are developed. Historic aspects of 
design and influential architects, designers, journalists, 
and manufacturers will be investigated. Basic design 
elements will be applied to building design with empha- 
sis on affordable residential design solutions. 

2 Class Hours, 4 Studio Hours; Prerequisites: ART 
105 Introduction to Design; INT 105 Basic Drafting 
for Interior Design and one Art History - ART 102, 
103, 108 or 109 


INT 211 Interior Design II (4) 
To build and develop further the techniques acquired in 
INT 110. Emphasis on conceptual analysis of aesthetics, 
and function in contract interiors. Short projects simu- 
lating design practice and a major project. 

2 Class Hours, 4 Studio Hours; Prerequisite: INT 210 
Interior Design I 


INT 299 Independent Study: 


Interior Design 
See ART 299 


ITA 101, 102 Beginning Italian (4, 4) 
Basic principles of grammar and syntax. Emphasis on 
oral practice in classroom. Reading and discussion of 
graded literary and cultural texts. 

4 Class Hours; Prerequisite: ITA 101 Beginning Ital- 
ian for ITA 102 


ITA201 Intermediate Italian I (3) 


Comprehensive review of grammar and structure of the 
language. Intensive reading of literary works as a basis 
for topics of conversation in Italian in the classroom. 
Emphasis on aural comprehension and oral practice in 
classroom. 

3 Class Hours; Prerequisite: ITA 102 Beginning Ital- 
ian 


(1, 3) 


ITA 202 Intermediate Italian II (3) 


Intensive reading of literary works of recognized au- 
thors as a basis for topics of conversation in Italian in the 
classroom. 

3 Class Hours; Prerequisite: ITA 201 Intermediate 
Italian I 


ITA 299 Independent Study: 


Italian (1-3) 
An individualized student project concerned with ad- 
vanced work in specific area of Italian. Conducted under 
the direction of a faculty member, independent study is 
concerned with material beyond the scope and depth of 
the ordinary course. 
Prerequisite: 3 semester hours of college level work in 
Italian 


LIT 200 Introduction to 


Literature (3) 
A survey of basic genres and themes in literature with 
introduction to literary analysis. 
3 Class Hours; Prerequisite: ENG 110 or 110S 


LIT 210 Studies in United States 
Literature I (3) 

History and development of United States literature 

from colonial period to late 19th century. Emphasis on 

several major writers of the period. 

3 Class Hours; Prerequisite: ENG 110 or 110S 


LIT 211 Studies in United States 


Literature II (3) 
History and development of United States literature 
from late 19th century to the present. Emphasis on 
several major writers of the period. 
3 Class Hours; Prerequisite: ENG 110 or 110S 


LIT 214 Studies in British 


Literature I (3) 
History and development of British literature from the 
Middle Ages to the 18th century. Selections of literary 
merit from prose, drama, poetry 
3 Class Hours; Prerequisite: ENG 110 or 110S 


LIT 215 Studies in British 

Literature II (3) 
History and development of British literature from the 
beginning of the 18th century to the middle of the 20th. 
3 Class Hours; Prerequisite: ENG 110 or 110S 


LIT 220 The World of the 
Short Story (3) 


Anexamination of the development of American, British 
and Continental short stories. Emphasis on theme and 
structure. 

3 Class Hours; Prerequisite: ENG 110 or 110S 


LIT 230 American Drama (3) 
Studies in dramatic theories, techniques and thematic 
problems of the American drama. (Students taking this 
course may also be interested in THR 101 Fine Arts: 
Introduction to Theatre and THR 111 Acting.) 

3 Class Hours; Prerequisite: ENG 110 or 110S 


LIT 233 World Drama (3) 
Studies in dramatic theories, techniques and thematic 
relationships of the world drama. (Students taking this 
course may also be interested in THR 101 Fine Arts: 
Introduction to Theatre and THR 111 Acting.) 

3 Class Hours; Prerequisite: ENG 110 or 110S 


LIT 235 =‘ Tragic and Comic Vision 
of Shakespeare (3) 
Shakespeare as both dramatist and poet. Emphasis on 


selected comedies, histories, tragedies. 
3 Class Hours; Prerequisite: ENG 110 or 110S 


LIT 240 The Poetic Experience: 

Sight and Sound (3) 
An exploration of the different modes and moods of 
poetic expression. A thematic and structural approach 


to poetry as a total experience. 
3 Class Hours; Prerequisite: ENG 110 or 110S 


LIT 250 Women and Literature: 


Other Perspectives (3) 
Students practice critical analysis and evaluation of 
literary works by and about women written in diverse 
socio-political contexts. Emphasis is placed upon the 
relationship between the text and its cultural setting 
and upon other, non-traditional critical perspectives, 
including feminist perspectives. 
3 Class Hours; Prerequisite: ENG 110 or 110S 


LIT 253 Psychological 

Investigation 

in Literature (3) 
The application of Jungian, Freudian, and other psycho- 
logical theories and insights to selected short stories, 
novels, and poems to promote more penetrating appre- 
ciation of character’s motivations and actions and the 
literary work in general. 
3 Class Hours; Prerequisite: ENG 110 or 110S 


LIT 255 Modern Existential 

Literature (3) 
An investigation of the themes of alienation and the 
absurd in selected prose and poetry to shed light on 
humanity’s current existential crisis. 
3 Class Hours; Prerequisite: ENG 110 or 110S 


LIT 257 Heritage of Modern 


Literature (3) 
An attempt to define modern literature as an embodi- 
ment and development of antique themes and traditions 
through the comparative study of the epic, the novel and 
related genre. 
3 Class Hours; Prerequisite: ENG 110 or 110S 


LIT 260 Detective Fiction (3) 


Acritical study of one of the most popular literary forms 
of our time, designed for armchair detectives. Starting 
with Poe, Conan Doyle (Sherlock Holmes) and other 
classics in the field, the course traces the development 
of the detective story from its puzzle-solving beginnings 
to the modern psychological novel of crime and detec- 
tion. 

3 Class Hours; Prerequisite: ENG 110 or 110S 


LIT 263 Children’s Literature (3) 
Children’s literature with introduction to the variety of 
books available today and development of standards for 
evaluating them. Prime concern is to help the student 
use the literature with children creatively, recognizing 
the importance of language arts, communication and 
listening skills in cognitive development. 

3 Class Hours; Prerequisite: ENG 110 or 110S 


LIT 268 Fantasy and the 

Anti-Story (3) 
An overview of two popular literary types: fantasy and 
anti-story. History of these types, with focus mainly on 
20th century development as the types have matured. 
Students read non-realistic fiction. 
3 Class Hours; Prerequisite: LIT 200 Introduction to 
Literature or Instructor’s Permission 


LIT 270 20th Century American 
Working-Class 


Literature (3) 
An examination of literature created by 20th Century 
American writers from working-class backgrounds. 
Emphasis on theme and structure in contemporary 
texts in several genres; some investigation of the works’ 
socio-political contexts. 
3 Class Hours; Prerequisite: ENG 110 or 110S 


LIT 272 Literature of the North 
American Wild (3) 
This course aims to involve the student in the thinking 
of seminal writers who struggled to define human be- 
ings’ relationship to the natural world. The approach is 
both literary and historical. It is historical in that it 
begins with the overwhelming effect that the fecundity 
of the new world had on writers and ends with the effect 
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that profound environmental problems are having on 
thinkers and writers today. It is literary in that it exam- 
ines writers who use the techniques and forms of expres- 
sion usually identified with writers of creative and imagi- 
nary literature. Students will read essays, fiction, and 
poetry. Some videos and media presentations will be 
viewed. 

3 Class Hours; Prerequisite: ENG 110 or 110S 


LIT 273. Women About Women in 
Russian and American Short 
Stories (3) 
An examinatioin of the short story created by 20th 
Century Russian and American Women Writers. Em- 
phasis on theme and structure in contemporary texts; 
some cross-cultural investigations of relationships be- 
tween settings and the context of women's lives. 
3 Class Hours 


LIT 274 Introduction to African 


American Literature (3) 
This will be a survey course which will inroduce stu- 
dents to African American literature from Colonial 
America to the present. Various genres, representative 
works, and major writers will be examined in terms of 
development, theme, structure, and context. This will 
be a study of African American literature as both artistic 
and cultural expression. 
3 Class Hours 


LIT 276 Native American 

Literature (3) 
Acritical study of literature of selected Native American 
tribes in distinct geographical areas of North America. 
Reading of traditional and contemporary works, with 
emphasis on translated myths, legends and songs handed 
down through the oral tradition. Some investigation of 
the works' cultural contexts. 
3 Class Hours 


LRS 101 Study Management (1/2) 
General principles of academic success, relationship of 
outside work and study, scheduling and organizing 
time, study and concentration, learning style evalua- 
tion. Students will construct a working study schedule. 
3 Class Hours for 3 Weeks 


LRS 102 Memory and Exams (1/2) 


Theories of memory. Methods of review, strategies for 
taking essay and objective examinations dealing with 
test anxiety. 

3 Class Hours for 3 Weeks 


LRS 103 Textbook Mastery (1/2) 
Use of college textbooks as study aids, principles of 
effective text reading, text study systems. Extensive 
application of these principles in the student’s own 
textbook. 


3 Class Hours for 3 Weeks 
LRS 104 Listening and 
Notetaking (1/2) 


Examination of organizational patterns as they exist in 
oral communication. Exploration of systems on 
notetaking, and application of systems to student’s own 
lectures and notes. 

3 Class Hours for 3 Weeks 


LRS 105 Learning Skills (2) 


Principles and techniques of academic success. Focus 
will be on classroom skills such as text reading and 
notetaking skills. time management and exam taking 
strategies also will be covered. All techniques will be 
directly applied in the students’ content courses. 

3 Class Hours for 12 Weeks; course starts at the 
beginning of the third week of the semester; Corequisite: 
Students should be enrolled in a credit-bearing course 
which includes a textbook 


Note: Students may not receive credit toward gradua- 
tion requirements from LRS 101/102/103/104/106 if 
they use LRS 105. 


106 


LRS 106 College Success (3) 
A review of students’ learning experiences and personal 
learning styles. Characteristics of the independent 
learner, goal setting and academic success. General 
principles and techniques of effective study, including 
time management, improvement of memory and con- 
centration, efficient textbook reading, and strategies for 
taking class notes and exams. 

Note: Students may not receive credit for LRS 101/102/ 
103/104/105 if they receive credit for LRS 106 to fulfill 
graduation requirements. 


LRS 110 The Research Paper (1) 
Shaping the Paper: Development of a topic, location of 
appropriate resources and digestion of the material. 
Writing the Paper: Outlining effective composition and 
proper form. A hands-on approach in which students 
actually research a topic and compose a term paper. 

2 Class Hours for 8 Weeks; Course starts at the 
beginning of the fifth week of semester 


LRS 120 The Art of Thinking (1) 
Logic as an art. Logical principles taught in imaginative 
ways to achieve understanding. Emphasis on the prac- 
tice of reasoning. Fundamental logic rules are taught as 
tools to enable the students to gain experience and 
confidence in thinking about issues that are important 
to them. 

2 Class Hours for 8 Weeks; Course starts at the 
beginning of the fourth week of the semester 


LRS 130 Introduction to 
Microcomputers and 
Word Processing (2) 
Introduction to all aspects of the microcomputer through 
lecture and practice. Students will master at least one 
word processing package, as well as gain familiarity with 
both a graphics and a spreadsheet package. This course 
is intended for students who have no prior knowledge of 
microcomputers. 
3 Class Hours for 10 Weeks; Course starts at the 
beginning of the fifth week of the semester 


LRS 150 Advanced Learning 

Skills (3) 
An intensive course in the examination and exploration 
of the learning process. Students will synthesize their 
knowledge, understanding, and appreciation of the learn- 
ing process to plan, implement and evaluate their own 
peer tutoring. Emphasis on workshopping and collabo- 
rative learning. Intended for tutors, Supplemental In- 
struction Leaders, and students considering a career in 
education. 
3 Class Hours; Prerequisite: Department Chair Inter- 
view and Approval 


MAT 090 Arithmetic and the 

Language of Algebra (0) 
Arithmetic of whole numbers, fractions and decimals. 
Percent, measurement, metric units, ratio and propor- 
tion. Language of algebra, arithmetic of signed num- 
bers, solving simple equations. Problem solving. Note: 
This course is designed to provide the skills necessary 
for students to successfully complete MAT 092, MAT 
113, MAT 114. 
4 Class Hours 


MAT 092 Introduction to the 
Concepts of Algebra (0) 


Addition, subtraction, multiplication, division and sim- 
plification of algebraic expressions. Graphing, solving 
linear equations and inequalities in two variables. Qua- 
dratic forms. 

4 Class Hours; Prerequisite: MAT 090 or equivalent 
Note: This course is a prerequisite for MAT courses 
numbered 125 or lower 


MAT 096 Metric Conversion 
and Dosages (0) 


Common fractions and decimal fractions. Metric com- 
putations. Apothecary systems. Apothecary, metric and 
household conversions. Designed to meet the math- 
ematics proficiency required for clinical nursing course. 
1 Class Hour; Prerequisite: Placement by Nursing 
Department 


MAT 097 Intravenous Medications 

and Pediatric Dosage (0) 
Calculations of pediatric dosages based on body weight. 
Calculation of minimum fluid requirements. Designed 
to meet the mathematics proficiency required for sec- 
ond year nursing program. 
1 Class Hour; Prerequisite: Placement by Nursing 
Department 


MAT 099 Elementary Algebra (0) 
Basic arithmetic operations — basic algebraic opera- 
tions, linear equations, graphing, factoring, algebraic 
fractions, systems of linear equations, exponents and 
scientific notation, roots and radicals, quadratic equa- 
tions, trigonometric functions and graphs, solving right 
triangles. Designed to prepare technical students to 
enter MAT 139 Algebra, PHY 100 Preparatory Physics 
and CHM 102 Preparatory Chemistry. 

5 Class Hours; Prerequisite: MAT 092 or equivalent 


MAT 113 Mathematical 

Explorations I (3) 
An introduction to the variety and structural beauty of 
mathematics. Topics include: descriptive statistical 
measures and graphs; probability, combinatorics, set 
theory, normal distribution, informal and formal statis- 
tical inference, group decision making involving achiev- 
ing fairness, apportionment problems and voting 
schemes. For Liberal Arts and Business students, not for 
Science majors. 
3 Class Hours; Prerequisite: MAT 090 Arithmetic and 
the Language of Algebra or equivalent 


MAT 114 Mathematical 

Explorations II (3) 
An introduction to the variety, structural beauty and 
practical applications of mathematics. Topics include: 
networks, trees, solving scheduling problems, sequences, 
applications of geometric growth, congruent and simi- 
lar triangles, the Golden ratio, fractals, symmetry and 
transformations. For Liberal Arts and Business stu- 
dents, not for Science majors. 
3 Class Hours; Prerequisite: MAT 090 Arithmetic and 
the Language of Algebra or equivalent 


MAT 117 Elementary Finite 
Mathematics with 
Algebra (4) 
Sets, probability, matrix algebra, graphic, inequalities, 
linear programming, permutations and combinations, 
linear models of equilibrium, systems of linear equa- 
tions, solving equations and inequalities. (Students may 
not use both MAT 145 and MAT 117 to meet graduation 
requirements.) } 
4 Class Hours; Prerequisite: MAT 092 Introduction to 
the Concepts of Algebra 


MAT 119 Basic Modern 


Mathematics I (3) 


Algebra of propositions. Algebra of sets. Operations with 
various bases. Properties of the operations of addition, 
subtraction, multiplication, and division for the sets of 
whole numbers, integers, rational and real numbers. 
Introduction to number theory. Introduction to modu- 
lar systems. Computing simple and compound interest. 
For Liberal Arts and Related Careers students - recom- 
mended for elementary education majors. 

3 Class Hours; Prerequisite: MAT 092 Introduction to 
the Concepts of Algebra or equivalent 


MAT 120 Basic Modern 

Mathematics II (3) 
Solving linear equations, inequalities and word prob- 
lems. Graphing lines, parabolas and inequalities. Infor- 
mal geometry, basic constructions and calculation of 
areas and volumes. Permutations and combinations. 
Simple and conditional probability, Introduction to 
statistics, Course includes writing assignments. For 
Liberal Arts and Related Careers students - recom- 
mended for elementary education majors. (W course.) 
3 Class Hours: Prerequisite: MAT 092 Introduction to 
the Concepts of Algebra or equivalent 





MAT 124 Statistics I (3) 
Descriptive statistics, organization and presentation of 
data, measures of central tendency, variance, standard 
deviation, exploratory data analysis, binomial distribu- 
tion, statistical inference, hypothesis testing, confi- 
dence intervals, normal distribution, chi-square distri- 
bution, students t-distribution, F-distribution, correla- 
tion and regression. (Students may not use both MAT 
124 and MAT 125 to meet graduation requirements.) 
3 Class Hours; Prerequisite: MAT 092 Introduction to 
the Concepts of Algebra, or equivalent 


MAT 125 Statistics I w/Computers (3) 
An introduction to the computer language Minitab and 
its applications to descriptive statistics, organization 
and presentation of data, measures of central tendency 
and dispersion, exploratory data analysis, binomial dis- 
tribution, statistical inference, hypothesis testing, con- 
fidence intervals, normal distribution, Student t-distri- 
bution, chi-square distribution, F-distribution, correla- 
tion and regression. (Students may not use both MAT 
124 and MAT 125 to meet graduation requirements.) 
3 Class Hours, 1 Laboratory Hour; Prerequisite: MAT 
092 Intro to the Concepts of Algebra or equivalent 


MAT 139 Algebra (4) 


Real and complex numbers, algebraic operations, func- 
tions and graphs, exponents and logarithms, linear and 
quadratic equations, systems of linear equations, linear 
inequalities, the binomial theorem, matrices and deter- 
minants. 

4 Class Hours; Prerequisite: MAT 099 Elementary 
Algebra or equivalent ~ 


MAT 140 Trigonometry (4) 


Definitions and graphs of the trigonometric functions 
and their inverses. Verifying trigonometric identities, 
reference angles, solving triangles, Law of Sines, Law of 
Cosines, trigonometric form of complex numbers, 
DeMoivre's Theorem. Applications. 

4 Class Hours; Prerequisite: MAT 139 Algebra or 
equivalent 


MAT 145 Finite Mathematics (3) 


Matrices, matrix operations, solving systems of equa- 
tions using matrices, simplex method, probability, game 
theory, graph theory, and networks. (Students may not 
use both MAT 145 and MAT 117 to meet graduation 
requirements.) 

3 Class Hours; Prerequisite: MAT 139 Algebra or 
equivalent 


MAT 146 Introduction to 


Calculus (3) 
Analytic geometry of lines and parabolas; functions and 
their graphs; limits and continuity; differentiation rules 
and applications; integration techniques and applica- 
tions; exponential and logarithmic functions and appli- 
cations. Recommended for Social Science, Health Sci- 
ence and Business students. Not for Mathematics ma- 
jors or Science majors in the A.S. degree program. 
3 Class Hours; Prerequisite: MAT 139 Algebra or 
equivalent 


MAT 161 Pre-Calculus (4) 
A functional approach to algebra and trigonometry 
emphasizing computational skills and graphing. Alge- 
braic operations, functions, graphs, exponents, loga- 
rithms, polynomial equations, systems of equations, 
inequalities, solution of triangles, Trigonometric func- 
tions and their graphs. Complex numbers and vectors. 
Applications. This course is designed for students who 
have prior experience with Algebra and Trigonometry. 
4 Class Hours; Prerequisite: Placement by Advisor 


MAT 162 Applied Calculus I (4) 


Basic analytic geometry, distance formula, equations of 
lines and conics, limits, L'Hosplital's rule, continuity 
and the derivative; differentiation of polynomials, 
maxima and minima; differentials and approximation; 
applications in kinematics and circuits; the definite 
integral and applications to finding area, center of 
gravity, volume of revolution, work done; approximate 
integration; differentiating products and quotients; 


implicit differentiation and related rates, differentiation 
and integration of logarithmic, exponential, trigono- 
metric and inverse trigonometric functions. 

4 Class Hours; Prerequisite: Pre-Calculus or equiva- 
lent 


MAT 181 Calculus I with 

Analytic Geometry (4) 
Auniversity parallel calculus course covering equations 
of lines, functions, limits and continuity. Differentia- 
tion of algebraic and trigonometric functions with ap- 
plications including curve sketching, rectilinear mo- 
tion, related rates, maxima and minima. Summation, 
integration and the Fundamental Theorem of Calculus. 
Applications of the definite integral including area, 
volume, arc length, surface area. Opportunities to ana- 
lyze problems using computers. 
4 Class Hours; Prerequisite: MAT 161 Pre-Calculus 
Mathematics or equivalent 


Note: Students may not use more than one of the 
following to meet graduation requirements: MAT 146, 
MAT 162, MAT 181. 


MAT 182 Calculus II with 
Analytic Geometry (4) 


Differentiation and integration of logarithmic, expo- 
nential, hyperbolic functions, inverse trigonometric, 
inverse hyperbolic functions and parametric expres- 
sions. Techniques of integration including integration 
by parts, partial fractions and trigonometric substitu- 
tion. Improper integrals indeterminate forms and 
L’Hopitals rule. Conic sections and rotation of axes. The 
polar coordinate system and its applications to differen- 
tiation and integration. Vectors in two and three dimen- 
sions. Unit tangents and normals. Lines and planes in 
three space. Dotand cross product, curvature. Projectile 
motion. Opportunities to analyze problems using com- 
puters. 

4 Class Hours; Prerequisite: MAT 181 Calculus I with 
Analytic Geometry 


MAT 224 Statistics II (3) 


Review of probability fundamentals, discrete random 
variables and probability distributions. Continuous ran- 
dom variables and probability distributions, joint prob- 
ability distributions and random samples, central limit 
theorem, point estimation, interval estimations, hy- 
pothesis testing, analysis of variance, multifactor analy- 
sis of variance, linear regression and correlation, 
nonlinear and multiple regression, the analysis of cat- 
egorical data and non-parametric procedures. 

3 Class Hours; Prerequisite: MAT 124 Statistics I or 
MAT 125 Statistics I w/Computers and MAT 139 
Algebra 


MAT 245 Design of Experiments (3) 
This course is an introduction to the most common 
types of statistical designs and analyses of experiments. 
Topics include single-factor experiments with random- 
ized blocks, Latin squares, incomplete blocks, two- 
factor experiments, 2* and 3* designs with correspon- 
dence, fractional designs, and other selected topics. 

3 Class Hours; Prerequisite: MAT 224 Statistics II 


MAT 250 Discrete Mathematics (4) 


Sets, functions, mathematical induction, relations, par- 
tially ordered sets, combinatorics including permuta- 
tions, the pigeonhole principle, binomial and multino- 
mial coefficients, recurrence relations, generating func- 
tions, the principles ofinclusion-exclusion. Graph theory, 
including paths and connectedness, minimum length 
paths, Eulerian and Hamiltonian graphs, graph isomor- 
phisms, trees, planar and nonplanar graphs. 

4 Class Hours; Prerequisite: MAT 182 Calculus II w/ 
Analytic Geometry 


MAT 264 Linear Algebra (4) 
Linear equations and matrices, vector spaces, inner 
product spaces, linear independence, linear transforma- 
tions. Determinants and Cramer’s rule, systems of ho- 
mogeneous equations, Gram-Schmidt process and di- 
agonalization. Eigenvalues, eigenvectors and applica- 
tions. 

4 Class Hours; Prerequisite: MAT 182 Calculus II with 
Analytic Geometry 


MAT 266 Introduction to Higher 

Math (3) 
This course provides a rigorous introduction to the 
concepts of sets, functions, sequences, series, differen- 
tiation and integration. Emphasis will be placed on 
writing mathematics clearly and concisely. Recom- 
mended for Mathematics majors or Computer Science 
and Engineering Science students as advised. 
3 Class hours; Prerequisite: MAT 281 Calculus III or 
permission of the instructor 


MAT 281 Calculus III with 
Analytic Geometry (4) 


Infinite series and convergence testing, power series, 
radius of convergence. Partial differentiation, direc- 
tional derivatives, gradients, maxima and minima. Vol- 
ume and other applications done by multiple integrals. 
Line integrals and Green’s theorem. Introduction to 
first order differential equations. Opportunities to ana- 
lyze problems using computers. 

4 Class Hours; Prerequisite: MAT 182 Calculus II with 
Analytic Geometry 


MAT 282 Differential Equations 

with Linear Algebra (4) 
First and second order differential equations. Matrices, 
determinants, eigenvalues and eigenvectors, and sys- 
tems of linear equations. Linear independence, span- 
ning sets, basis of a vector space, the Wronskian, and 
differential operators. Homogeneous and nonhomoge- 
neous linear differential equations with constant coeffi- 
cients. Methods of undetermined coefficients, and varia- 
tion of parameters. Systems of linear differential equa- 
tions, Laplace transforms, and power series solutions. 
4 Class Hours; Prerequisite: MAT 281 Calculus Il 
with Analytic Geometry 


MAT 299 Independent Study (1-4) 


The student undertakes an independent project in his/ 
her specialty under the guidance of a faculty member. 
Only one independent study course allowed per semes- 
ter. Consideration may be given a project involving 
work assignment. 

Prerequisite: Department Chairperson Permission 


MDA 102 Medical Assisting 

Science (2) 
Introduction to the profession of medical assisting. 
Qualifications and duties, professional affiliation, his- 
tory of medicine, ethics and professionalism, the role of 
the medical assistant in the physician’s office. Interac- 
tions with patients and staff. 
2 Class Hours 


MDA 104 Keyboarding 

and Medical 

Word Processing (2) 
Introduction to and development of basic keyboarding 
skills on typewriters and computer keyboards and intro- 
duction to word processing. Students will have the 
opportunity to learn keyboarding and word processing 
functions and apply that knowledge with hands-on de- 
velopment of skills. Emphasis will be on application to 
medical correspondence, reports, and chart notes. For 
Health Science students only. 
4 Laboratory Hours; Prerequisite: BIO 131 Human 
Biology and HIT 106 taken concurrently or consent of 
instructor 


MDA 106 Medical Correspondence 

and Communications 

Using Computers (4) 
Introductory course in computers with emphasis on 
Word Processing. Development of correspondence and 
medical reports on the computer using dictaphones. 
Fundamentals of transcription, speed building and ac- 
curacy using medical terminology. 
2 Class Hours, 4 Laboratory Hours; Prerequisite: HIT 
106 Medical Terminology I and MDA 104 Keyboarding 
or consent of the instructor 
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MDA 114 Standard First Aid 
Management of 
Emergencies (1) 
The causes, care and prevention of accident/emergency 
lifesaving situations. Mastery level of learning for the 
proficiency of basic skills. Certification by National 
Safety Council. Recognizing, managing and aiding the 
physician in medical emergencies and maintaining 
emergency supplies. 
2 Laboratory Hours 


MDA 115 Medical Assisting 
Procedures I (4) 


Basic clinical procedures of medical assisting in the 
physician’s office. Use and management of diagnostic 
instruments and equipment. Related patient care, pro- 
fessional ethics, medical terminology nomenclature. 
For Medical Assisting students. 

3 Class Hours, 2 Laboratory Hours; Prerequisite: HIT 
106 Medical Terminology or consent of instructor 


MDA 201 Medical Assisting 

Procedures II (4) 
Introduction to basic microbiology, hematology and 
urinalysis. Collection, preparation and testing of blood, 
urine and body fluids. Significance of laboratory analy- 
sis. For Medical Assisting students. 
2 Class Hours, 4 Laboratory Hours; Prerequisite: BIO 
132 Human Biology II], MDA 115 


MDA 206 Medical Office 

Management (4) 
Medical office administrative procedures, such as book- 
keeping principles and practices, patient health records, 
insurance forms, banking and postal services, payroll 
records, patient accounts, office machines. Mechanics 
of applicable medical correspondence. Appointment 
scheduling, supplies and inventory. Emphasis on prac- 
tical application of administrative techniques. For Medi- 
cal Assisting students. 
3 Class Hours, 3 Laboratory Hours; Prerequisites: 
MDA 102 Medical Assisting Science and MDA 106 
Medical Correspondence and Communications 


MDA 207 Advanced Medical Office 
Management (4) 
Accounting, payroll and bookkeeping procedures. Com- 
puterized applications for payroll. Banking, spread- 
sheets and reconciliations of bank statements. Use of 
Peg Board/Write It Once System integrated with the 
accounting objectives. Preparation of Internal Revenue 
deposits, records, and year-end reports for the Medical 
Office. For Medical Assisting students only. 
3 Class Hours, 2 laboratory Hours; Prerequisites: MDA 
102 Medical Assisting Science, MDA 106 Medical 
Correspondence and Communications Using Comput- 
ers, concurrent with MDA 206 Medical Office Manage- 
ment 


MDA 208 Medical Ethics, Law 

and Economics (3) 
Emphasizing the medical ethics which set the standards 
of conduct for physicians, as well as guidelines for 
medical assistants. Requirements to practice medicine, 
legal liabilities of the profession, and the importance of 
medicolegal consent forms. Legal arrangements of pri- 
vate medical practices, medical care financing, and 


systems of health care delivery 
3 Class Hours 


MDA 210 Pharmacology (2) 


A practical course relevant to health science courses. 
Emphasizes knowledge of prescriptions and prescrip- 
tion writing. Basic principles of mathematics in phar- 
macy. Drugs governed by U.S.P. standards which are in 
common use and the generic-pharmaceutical relation- 
ship. Drug grouping action in relation to human physi- 
ology. For Health Science students. 

2 Class Hours; Prerequisite: BIO 132 Human Biology 
II or consent of instructor 
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MDA 211 Medical Assisting 
Procedures III (4) 


Advanced technical procedures in medical assisting 
specifically oriented to the various medical specialties. 
Techniques of electrocardiography, audiometry and 
physical therapy. Field trips and practical experiences 
give additional background outside of the classroom. 
3 Class Hours, 2 Laboratory Hours; Prerequisite: BIO 
132 Human Biology, MDA 115, Medical Assisting 
Procedures I and II MDA 201 


MDA 245 Directed Practice (5) 
Directed practical experience as an extern in physician's 
offices, medical centers, school health departments, 
rehabilitation clinics, and other health care facilities, 
weekly seminar. For senior Medical Assisting students 
who must have a 2.0 overall average. 

1 Class Hour, 16 Laboratory Hours; Prerequisites: 
MDA 206 Medical Office Management and MDA 201 
Medical Assisting Procedures II. MDA 211 Medical 
Assisting Procedures III and MDA 210 Pharmacology 
must be taken previously or concurrently 


MET 110 Introduction to 
Technologies (1/2) 


Personal computers are used to familiarize students 
with a software package that includes word processing, 
spreadsheets and graph construction. Library research, 
local industry tours, and a review of employment and 
transfer opportunities provide students with valuable 
insight into their future roles in Mechanical Engineer- 
ing Technology. 

1 Class Hour 


MET 112 Metrology (3) 


The study of the science of measurement. Systems of 
measurement. Accuracy, precision and reliability com- 
pared. Standards, including surface finish. Students 
learn to use the steel rule, calipers, micrometers, fixed 
gauges, feeler gauges, radius gauges, gauge blocks and 
surface plates, height and planer gauges, V-blocks, 
toolmaker’s flat, mechanical indicating equipment, vi- 
sual gauge, air gauges, toolmaker’s microscope, optical 
flats and angle measuring equipment. Calibration of 
instruments and appropriate recordkeeping. 

3 Class Hours; Prerequisite: MAT 124 Statistics I or 
MAT 139 Algebra 


MET 113 Engineering DrawingI (2) 
An introductory course designed to develop under- 
standing and problem-solving skills necessary to use the 
principles of descriptive geometry and orthographic 
projection used in preparing engineering drawings. 
Topics to include dimensioning, sectional views and 
auxiliary views. 

1 Class Hour, 3 Laboratory Hours 


MET 116 Engineering Drawing II 

with CAD (2) 
A second course in engineering drawing, emphasizing 
layout, detail and assembly drawings. Includes topics in 
geometric dimensioning and tolerancing with an intro- 
duction to computer aided drafted. 
1 Class Hour, 3 Laboratory Hours; Prerequisite: MET 
113 Engineering Drawing I 


MET 118 Survey of Basic 

Industrial Safety 

and First Aid (3) 
Work area safety, safe material handling, tool and equip- 
ment safety, machinery safeguards, personal protec- 
tion, electrical safety, hazardous materials and opera- 
tion, fire prevention, understanding OSHA, first aid. 
2 Class Hours 


MET 121 Manufacturing 
Processes I (2) 


A basic study of manufacturing materials and processes, 
such as: cutting-tool materials and cutting fluids, elec- 
trical discharge machining, properties of materials, 
drilling and related hole making processes, joining 
processes and equipment, producing and processing 
ferrous and non-ferrous metals. Laboratory exercises 
provide an opportunity for actual practice in the opera- 
tion of selected manufacturing equipment. 

1 Class Hour, 3 Laboratory Hours 


MET 122 Manufacturing 


Processes II (3) 
A continuation of the basic study of manufacturing 
processes. The nature of metals and alloys, heat treat- 
ment, various casting processes and the processing of 
metals by hot and cold working techniques. Special 
topics include screw thread systems and their measure- 
ment, indexing, gear terminology and manufacturing 
methods, tapers and Computer Numerical Controlled 
machining. Laboratory exercises parallel classroom top- 
ics and will provide the student with an opportunity to 
practice some of these manufacturing methods. 
2 Class Hours, 2 Laboratory Hours; Prerequisite: MET 
121 Manufacturing Processes I 


MET 132 Applied Mechanics (4) 
STATICS: Free body diagram, trusses, friction, cen- 
troids, moments of inertia. 

DYNAMICS: Motion of particles and bodies without 
consideration of the forces required to produce or main- 
tain motion (Kinematics), unbalanced forces and the 
motion they produce (kinetics), work and energy, im- 
pulse and momentum. 

4 Class Hours; Prerequisites: PHY 161 Physics I and 
MAT 161 Pre-Calculus or equivalent or Department 
Chairperson approval 


MET 141 Mechanical Drawing I (2) 
An introductory course in the fundamentals of engi- 
neering drawing. Topics include lettering, geometric 
construction, basic dimensioning, orthographic projec- 
tion, sectioning, auxiliary view, sketching and shape 
description. 

1 Class Hour, 2 Laboratory Hours 


MET 142 Mechanical Drawing II 
w/CAD (2) 
A continued study in engineering drawing with an 
introduction to a CAD System. Selected topics to in- 
clude assembly drawings, fits and tolerances, geometric 
dimensioning and tolerancing along with an introduc- 
tion to CAD, 
1 Class Hour, 2 Laboratory Hours; Prerequisite: MET 
141 Mechanical Drawing I 


MET 211 Basic Mechanical CAD (2) 
Introduction to the College’s Mechanical CAD System. 
Command structure, screen controls, and use of menus 
to create, edit, and manipulate geometry for 2D and 3D 
models, Use of special features for the production of fully 
detailed layout drawings from 2D and 3D models. File 
management. Selected topics. 

1 Class Hour,,2 Laboratory Hours; Prerequisite: MET 
116 Engineering Drawing II with CAD or Department 
Chairperson approval 


MET 213 Advanced Mechanical CAD (2) 
Use of the College's Mechanical CAD System to create, 
edit, and manipulate advanced 2D and 3D geometric 
entities. Use of multiple views, viewport, levels, mask- 
ing, and color. Use of axes options, construction planes 
and offsets, along with advanced 3D modeling tech- 
niques. Applications to assemblies and descriptive ge- 
ometry. Selected topics. 

1 Class Hour, 2 Laboratory Hours; Prerequisite: MET 
211 Basic Mechanical CAD 


MET 220 Programming CNC 
Machine Tools (3) 


An introductory course in the fundamentals and some of 
the advanced principles of CNC Milling/Turning. Topics 
to include: Introduction to NC/CNC Machinery (history, 
input media and tooling), New Part Production Set-up, 
Typical Controller Operations (store, load and edit pro- 
grams) and “Manual Part Programming” of CNC ma- 
chine tools using the industry standard “G” and “M” 
Codes. 

2 Class Hours, 2 Laboratory Hours; Prerequisite: MET 
122 Manufacturing Processes II 


MET 221 Tool Design (4) 
Introduction to the problems of tool design with empha- 
sis on planning the process of production, designing and 
developing the necessary tools, and utilizing available 
manufacturing facilities. Practical analysis and com- 
parison of the use and costof tools, jigs and fixtures, dies, 
molds and gauges as they are used in modern manufac- 
turing. 

4 Class Hours; Prerequisite: MET 122 Manufacturing 
Process II and MAT 139 Alegbra 


MET 222 Hydraulics and 
Pneumatics (3) 


Basic theory of hydraulic and pneumatic systems. Com- 
binations of systems in various circuits, basic designs 
and functions of circuits and motors, controls, electro- 
hydraulic servo-mechanisms, plumbing, filtration, ac- 
cumulation and reservoirs. 

2 Class Hours, 2 Laboratory Hours; Prerequisite: MET 
132 Applied Mechanics 


MET 223 Computer Integrated 
Machining (3) 
A continuation of Programming CNC Machine Tools. 
The emphasis of this course is on “Computer Assisted 
Part Programming.” The course is designed to include 
students who have had no exposure to computer opera- 
tions, but have knowledge of machine shop operations 
including CNC machine tools. The MS-DOS operating 
system and CAD/CAM software are introduced. Students 
use CAD to create part drawing files and CAM to choose 
the machining process, assign tool parameters, define 
the tool path, give path verification, develop the post- 
processor and to transfer the CNC code to the CNC 
machine tool. 
2 Class Hours, 2 Laboratory Hours; Prerequisite: MET 
220 Programming CNC Machine Tools 


MET 224 Control Systems (3) 


Hydraulic, pneumatic, mechanical, electrical and elec- 
tronic control systems and components. Basic descrip- 
tion, analysis and explanation of operation. Typical 
performance characteristics, limitation on performance 
accuracy, applications and their utilization in industrial 
processes. 

3 Class Hours; Prerequisite: MET 122 Manufacturing 
Process II and MET 222 Hydraulics and Pneumatics 


MET 235 Strength of Materials (3) 


Normal, shear, bearing, thermal and torsional stresses 
and strains. Stress-strain curves. Shearing forces, bend- 
ing moments, shearing stresses and deflection of beams. 
Columns and pressure vessels. Students will be required 
to write programs in FORTRAN. 

2 Class Hours, 3 Laboratory Hours; Prerequisite: MET 
132 Applied Mechanics and CST 122 FORTRAN 


MET 236 Statics and Strength 
of Materials (4) 


The study and analysis of applied forces and the effects 
these forces have on engineering materials. The laws of 
force and moment of equilibrium are used to develop 
free body diagrams and solve problems in concurrent 
and nonconcurrent force systems. Calculated forces are 
then used to study the stress-strain relationships devel- 
oped as a result of tension, compression, shearing, 
torsion and bending of various materials. 

3 Class Hours, 3 Laboratory Hours; Prerequisites: 
MAT 140 Trigonometry and PHY 161 Physics I 


MET 238 Mechanical Design (4) 


Application of the principles of strength of materials to 
the design of machine elements. Design and analysis of 
shafts, analysis of mechanism: displacement, velocity 
and acceleration. Design of cam profiles. Students will 
be required to write programs in FORTRAN. 

3 Class Hours, 3 Laboratory Hours; Prerequisite: MET 
235 Strength of Materials 


MET 243 Fiuid Mechanics (3) 


The study of fluid statics and dynamics. Topics include 
fluid forces, flow measurement, the steady flow energy 
equation, viscosity, laminar and turbulent flow, fric- 
tional losses, pipeline systems, drag and lift. Writing 
Emphasis Course. 

2 Class Hours, 3 Laboratory Hours; Prerequisite: MET 
132 Applied Mechanics 


MET 244 Thermodynamics (3) 


A study of the property and energy relationships in non- 
flow and steady flow applications. Topics include ideal 
gas relationships, real working substances, the first and 
second law of thermodynamics, thermodynamic cycles, 
and available energy. The cycle concept is applied to 
steam power, internal combustion engines, gas tur- 
bines, refrigeration and heat pumps. Consideration is 
also given to combustion analysis, and heat transfer. 

2 Class Hours, 3 Laboratory Hours; Prerequisite: PHY 
162 Physics Ii 


*MET 246 Refrigeration and 

Air Conditioning (3) 
Review of selected topics in thermodynamics, fluid 
mechanics and heat transfer. Analysis of the mechanical 
refrigeration cycle and psychometric processes. Deter- 
mination of heating and cooling loads. Introduction to 
the design of air handling systems and the selection of 
heating and cooling equipment. 
3 Class Hours; Prerequisite: PHY 161 Physics I 


MET 252 Engineering Materials (4) 
Atomic bonding, crystals, noncrystalline materials, phase 
equilibria, microstructures, strengthening and tough- 
ening of materials, polymers and composites, conduc- 
tion materials, magnetic and dielectric properties, and 
corrosion. 

3 Class Hours, 3 Laboratory Hours; Prerequisites: 
MET 235 Strength of Materials and MET 121 Manu- 
facturing Processes I or MET 236 Statics and Strength 
of Materials 


*MET 253 Engineering Materials (3) 


Atomic bonding, crystals, noncrystalline materials, phase 
equilibria, microstructures, strengthening and tough- 
ening of materials, polymers and composites, conduc- 
tion materials, magnetic and dielectric properties, and 
corrosion. 

2 Class Hours, 2 Laboratory Hours; Prerequisites: 
MET 235 Strength of Materials and MET 121 Manu- 
facturing Processes I or MET 236 Statics and Strength 
of Materials 


MET 263 Engineering Statistics 
and Quality Control (2) 


Introduces measures of the central tendency and disper- 
sion of data. Relates the theories of statistics and prob- 
ability to the industrial techniques of control charting 
and acceptance sampling. Emphasizes the concepts of 
accuracy, precision, and repeatability in engineering 
measurement. Topics include normal, hypergeometric, 
binomial, and Poisson distributions; control charts for 
mean, range, fraction defective, etc.; single and mul- 
tiple, sampling; specifications tolerances, and measure- 
ment. 

1 Class Hour, 2 Laboratory Hours; Prerequisite: MAT 
161 Pre-Calculus or MAT 139 Algebra 


MET 264 Statistical Quality 

Assurance (2) 
Introduces measures of the central tendency and disper- 
sion of data. Relates the theories of statistics and prob- 
ability to the industrial techniques of control charting 
and acceptance sampling. Emphasizes the concepts of 
accuracy, precision and repeatabilaity in engineering 
measurement. Topics includ normal, hypergeometric, 
binomial, and poisson distributions; control charts for 
mean, range, fraction defective, etc.; single and multiple 
sampling; specifications tolerances, and measurement. 
1 Class Hour, 3 Laboratory Hours; Prerequisite: MAT 
139 Algebra or MAT 161 Pre-Calculus. This course to 
be used within the Mechanical Engineering Technol- 


ogy program. 


*MET 280 Management Decisions (2) 


Objective criteria and evaluation in making decisions. 
Currently accepted procedures to conceive manage- 
ment models and systems. 

2 Class Hours 


*MET 285 Time, Motion and 

Wage Study (2) 
Analysis of time spent and methods used for industrial 
tasks. Relations to wage structure on individual and 
plant-wide basis. 
2 Class Hours; Prerequisite: MAT 139 Algebra 


*MET 286 Production Control (2) 


Planning, scheduling and routing of goods through a 
plant from raw materials to finished products. Produc- 
tion control principles, the control of manufacturing 
processes. 

2 Class Hours; Prerequisite: MAT 139 Algebra 


*MET 287 Plant Layout and 
Materials Handling (2) 


Plant arrangement as it influences industrial opera- 
tions. Assembling data, coordinating operations, devel- 
oping operational layouts, evaluative arrangements. 
Materials handling requirements, planning and evalua- 
tion. 

2 Class Hours; Prerequisite: MAT 139 Algebra 


MET 295 Seminar (1-3) 
An opportunity for the interested student to becorne 
involved with the process of research, formal paper 
preparation, formal delivery and defense of ideas pre- 
sented. Also a critical evaluation of ideas set forth by 
others. 

Prerequisite: As established by the Department Chair- 
person 


MET 299 Independent Study (2-4) 


The student undertakes an independent project in his 
specialty under the guidance of a faculty member. Only 
one independent study course allowed per semester. 
Consideration may be given a project involving a work 
assignment. 

Prerequisite: Approval of Department Chairperson 


MLT 110 Introduction to Medical 
Laboratory Technology (1) 


Overview of medicine and the field of Medical Technol- 
ogy. Designed to acquaint the student with the clinical 
laboratory and with the professional role of the tech- 
nologist/technician in that setting. Discussions will 
include the variety of opportunities open to those enter- 
ing the field. 

1 Class Hour 


MLT 201 Hematology and 

Coagulation (3) 
Comprehensive study of the hemopoietic and hemo- 
static systems and the normal physiology and classic 
pathology of both systems. Emphasis is on the mechan- 
ics and interpretation of routine and special test proce- 
dures. 
3 Weeks: 2 Class Hours, 4 Laboratory Hours per day; 
Prerequisite: BIO 132 and approval of MLT advisor 


MLT 201P Hematology and 


Coagulation Practicum (3) 
Clinical experience in the hematology laboratory of an 
affiliated hospital. Designed for observation and devel- 
opment of technical skills needed to perform in a hema- 
tology/coagulation laboratory. 
3 Weeks: 30 Hours per week of practicum; Corequisite: 
MLT 201 Hematology and Coagulation 


MLT 202 Urinalysis/Body Fluids (1) 


Study of the physiologic processes which result in the 
formation of urine and body fluids. Emphasis on analy- 
sis of fluids and interpretation of test results. 

1 Week: 2 Class Hours, 4 Laboratory Hours per day; 
Prerequisite: BIO 132 and permission of MLT advisor 
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MLT 202P Urinalysis/Body 

Fluids Practicum (1) 
Clinical experience in the Urinalysis/Body Fluid area of 
an affiliated hospital. Designed to give students experi- 
ence and competence in performing standard labora- 
tory techniques. 
1 Week: 40 Hours of Practicum; Corequisite: MLT 202 
Urinalysis/Body Fluids 


MLT 203 Microbiology (6) 
Survey of the microbial world, from taxonomy, mor- 
phology, and structure to metabolism, genetics, and 
growth characteristics of microbes. Emphasis in the 
latter part of course on the isolation and identification 
of medically important microbes. 

5 Weeks: 3 Class Hours, 3 Laboratory Hours per day; 
Prerequisite: BIO 132 and permission of MLT advisor 


MLT 203P Microbiology 

Practicum (2) 
Clinical experience in the Microbiology area of an affili- 
ated hospital. Students gain competence in diagnostic 
techniques used in the growth and identification of 
medically important microbes, 
2 Weeks: 40 Hours per week; Corequisite: MLT 203 
Microbiology 


MLT 204 Phlebotomy (1) 
Training and experience in the practice of phlebotomy, 
teaching students to recognize and use blood collection 
equipment, practice universal precautions, and perform 
procedures of routine venipuncture and skin puncture. 
Practical experience at affiliated hospitals. 

8 Class Hours; 30 Practicum Hours; Prerequisite: 
Permission of MLT advisor 


MLT 205 Immunology (3) 


Study of mechanisms of immune response, including 
discussions of humoral and cell-mediated immunity, 
complement, phagocytosis, and the interaction of all 
systems. Immunodeficiency, autoimmunity, immune 
proliferation and immunopathology examined in rela- 
tion and contrast to normal immune function. Labora- 
tory sessions emphasize testing to determine immune 
status and diagnose disease. 

2 Weeks: 4 Class Hours, 2 Laboratory Hours per day; 
Prerequisite: BIO 132 and permission of MLT advisor 


MLT 205P Immunology Practicum (1) 
Clinical experience in the immunology area of an affili- 
ated hospital. Designed to give students experience and 
competence in performing standard laboratory tech- 
niques. 

1 Week: 35 Hours; Corequisite MLT 205 


MLT 206 Immunohematology (2) 
Introduction to the field of blood banking. Theoretical 
knowledge of blood groups and blood grouping, compo- 
nent and transfusion therapies, transfusion reactions, 
and allo- and autoantibody formation. In laboratory 
sessions the student performs ABO and Rh grouping, 
antibody identification, and compatibility testing. 

2 Weeks: 2 Class Hours, 4 Laboratory Hours per day; 
Prerequisite: MLT 205 or permission of MLT advisor 


MLT 206P Immunohematology 
Practicum (2) 

Experience in the Blood Bank of an affiliated hospital. 

Students perform routine blood bank procedures. 

2 Weeks: 35 Hours per week; Corequisite: MLT 206 

Immunohematology 


MLT 207 Clinical Chemistry (5) 
Designed to cover the principles and analytical methods 
of clinical chemistry as performed in the medical labo- 
ratory. The relationship of physiochemical measure- 
ments of body function in health and disease including 
the renal, liver, digestive and respiratory systems. Em- 
phasis on those chemical tests which evaluate the func- 
tion of these systems related to metabolism, protein 
synthesis, pH, blood gases, electrolyte balance, enzymes 
and hormones. Laboratory work includes the theory, 
operation and maintenance of the specialized and semi- 
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and fully automated analytical instrumentation used to 
perform these chemical tests. 

5 Weeks: 2 Class Hours, 4 Laboratory Hours per day; 
Prerequisite: CHM 146, CHM 133 and permission of 
MLT advisor 


MLT 207P Clinical Chemistry 
Practicum (3) 
Clinical experience in the Chemistry and special Chem- 
istry areas of an affiliated hospital, Students practice 
methods learned in MLT 207 Clinical Chemistry to 
expand their technical skills into a broader range of 
equipment and more advanced instrumentation. 
3 Weeks: 35 Hours per week; Corequisite: MLT 207 
Clinical Chemistry 


MLT 298 Special Topics (1-2) 
Special courses covering topics in Medical Technology 
which are not available within and are beyond the scope 
of the usual course offerings. 

Prerequisite: Departmental approval 


MLT 299 Independent Study (1-4) 


Individual student project in an MLT specialty, con- 
ducted under the direction of a faculty member and 
approved by the department chairperson. 
Prerequisite: Departmental approval 


MUS 101 Introduction to Music (3) 


A survey course examining the music of the great 
composers representing each major period of Music 
History. How to listen to different forms of music such 
as symphonies, concertos, opera and jazz will be in- 
cluded in the topics covered. Emphasis on developing 
listening skills to bring the student to an informed 
awareness and understanding of great music. 

3 Class Hours 


MUS 105 Music Theory I (3) 


A beginning course in music theory, including basic 
rudiments of music. Pitch and rhythmic notation, scales 
and intervals. Ear training through melodic and rhyth- 
mic drills and dictation. 

3 Class Hours 


MUS 106 Music Theory II (3) 
Continuation of Music Theory I. Traditional harmony, 
exercises in melodic, rhythmic and harmonic dictation, 
aural analysis, beginning composition. 

3 Class Hours; Prerequisite: MUS 105 Music Theory I 
or consent of instructor 


MUS 107 Music Theory III (3) 
Acontinuation of MUS 106 Music Theory II. Writing and 
analyzing seventh chords, secondary and borrowed 
chords, modulation, and musical form will be addressed. 
3 Class Hours; Prerequisite: MUS 106 - 

Music Theory II 


MUS 111 19th Century Music (3) 
Important musicians and musical styles of the Roman- 
tic Period. Emphasis on developments in piano litera- 
ture, the symphony orchestra and opera. Listening to 
selected recordings and attendance at local concerts. 
3 Class Hours; Prerequisite: MUS 101 - Introduction 
to Music or permission of the instructor 


MUS 112 20th Century Music (3) 


Important musicians and musical styles of the 20th 
century. Emphasis on the trends and development of 
music in America. Leading European composers. 

3 Class Hours; Prerequisite: MUS 101 Introduction to 
Music or consent of instructor 


MUS 114 History of Opera (3) 
A survey of the various styles of opera from the 17th 
through the 20th centuries. Emphasis on the works of 
master composers — Monteverdi, Mozart, Verdi and 
Wagner; impact of opera on music history; social and 
cultural contents of opera. 

3 Class Hours; Prerequisite: MUS 101 or permission of 
instructor 


MUS 115 Ear Training I (1) 
Aural training in melodic dictation and sight singing in 
two clefs. Also discrimination of intervals needed to 
sight read music. 

2 Studio Hours 


MUS 116 Ear Training II (1) 
Acontinuation of MUS 115 - Ear Training I. Emphasizes 
dictation in two parts in various clefs and further devel- 
ops interval and rhythmic discrimination. 

2 Studio Hours; Prerequisite: MUS 115 - 

Ear Training I 


MUS 117 Ear Training III (1) 
Acontinuation of MUS 116 - Ear Training II. Will stress 
the development of dictation in three parts, modulation, 
and sightsinging. 

2 Studio Hours; Prerequisite: MUS 116 - 

Ear Training II 


MUS 120 Piano Class I (1) 


Group piano lessons are given which will allow students 
the opportunity to develop basic piano skills and develop 
proper technique on the instrument. 

2 Laboratory Hours 


MUS 121 Piano Class II (1) 
This course is acontinuation of Piano Class | and further 
develops the necessary piano skills required to perform 
elementary to intermediate piano literature. 

2 Laboratory Hours; Prerequisite: MUS 120 Piano 
Class I 


MUS 180 Jazz Improvisation (2) 
Basic concepts of soloing in the jazz idiom for instru- 
mentalists. Teach students to interpret chord symbols 
and understand the sounds that they represent in a 
meaningful way to create a jazz solo with their instru- 
ment. Attendance at jazz concerts required. 

1 Class Hour, 3 Studio Hours, 2 Lecture Hours; 
Prerequisite: MUS 105 Music Theory I or permission 
of instructor; May be repeated for credit once 


MUS 185 Beginning Guitar (1) 
Emphasis on Music Fundamentals, scales, chords, read- 
ing rhythms and learning to accompany singers. Stu- 
dents must own their own instruments. 

2 Studio Hours 


MUS 186 Guitar Ensemble (1) 


Provide students the opportunity to perform music for 
the guitar in agroup setting. Emphasis will be on group 
and individual playing. The music played will be chosen 
with respect to the historical literature available. 

2 Studio Hours; May be repeated for credit 3 times 


MUS 187 The Guitar: 

Its History and Music (3) 
The development of the physical and musical history of 
the instrument is presented through live performances 
and recordings. The history of the guitar and its impor- 
tance relative to composers and performers throughout 


music history will be identified. 
3 Class Hours 


MUS 188 Practical Music Theory 

for the Performing 

Musician (3) 
Designed to help the novice performer of music under- 
stand key signatures, scales, rhythms, chords, form 
intervals, transposition, notation and sight reading. 
Emphasis on fundamentals of music and practical appli- 


cation of what is learned. 
3 Class Hours 


MUS 190 The College Choir (1) 
Students who sing in the College Choir receive one 
credit per semester. 

3 Studio Hours (May be repeated 3 times for credit.) 


MUS 191 Music Performance (1) 
Students who participate in the recitals or concerts of 
the academically associated Broome Community Col- 
lege Music Performance groups receive one credit per 
semester. 

May be repeated 3 times for credit 


MUS 192 Woodwind Ensemble (1) 
May be repeated 3 times 


MUS 193 Brass Ensemble (1) 
May be repeated 3 times 
MUS 194 Voice Class I (1) 


Provides any student the opportunity to learn correct 
vocal production, breath control, diction, articulation 
and musical interpretation of art songs. Emphasis is on 
tonal production and group and individual singing. 

2 Studio Hours 


MUS 195 Jazz Ensemble (1) 
By audition only. 
May be repeated 3 times 


MUS 196 String Ensemble (1) 
(Not for guitarist.) 
May be repeated 3 times 


MUS 197 Applied Music I (1) 
For students in their first semester. To enable instru- 
mental and vocal students to study privately with a 
teacher and develop their musical performance abili- 
ties. Not a course for beginners. A minimum of 15 
lessons required per semester. Cost of lessons not in- 
cluded in BCC tuition. 

2 Studio Hours 


MUS 198 Applied Music II (1) 
Continuation of MUS 197 Applied Music I, for second 
semester students. A minimum of 15 lessons required 
per semester and continued musical growth and matu- 
rity in solo and ensemble performance is expected. Cost 
of lessons not included in BCC tuition. 

2 Studio Hours; Prerequisite: MUS 197 Applied Music 
I 


MUS 199 Intermediate Guitar (1) 
Continuation of beginning guitar. Emphasis on picking 
techniques, fingerings, chords, music readings and per- 
formance. There will also be a greater emphasis on 
technique. 

2 Studio Hours; Prerequisite: MUS 185 Beginning 
Guitar 


MUS 201 College Band (1) 


College band is required of all woodwind, brass and 
percussion majors and open to the campus community. 
The band performs two major concerts during the year 
as well as providing music for various college functions. 
Membership is by audition. May be repeated three times. 
3 Studio Hours 


MUS 294 Voice Class II (1) 
Continuation of Voice Class I and for students who have 
performed in high school musicals, chorus and/or those 
who have studied privately. This is a group situation in 
which vocal literature appropriate to individual and 


group singing will be sung. 

2 Studio Hours; Prerequisite: MUS 194 Voice Class I 
or permission of instructor 

MUS 297 Applied Music III (1) 


Continuation of MUS 198 Applied Music II, for third 
semester students. 

2 Studio Hours; Prerequisite: MUS 198 Applied 
Music II 


MUS 298 Applied Music IV (1) 
Continuation of MUS 197 Applied Music III, for fourth 
semester students. 

2 Studio Hours; Prerequisite: MUS 297 Applied 
Music III 


MUS 299 Independent Study: 

Music (1-3) 
An individual student project concerned with advanced 
work in a specific area of music. Conducted under the 
direction of a faculty member, independent study is 
concerned with material beyond the scope and depth of 
the ordinary course. 
Prerequisite: 3 semester hours of college level work in 
music 


PED 100 Archery (1/2) 
Fundamentals of shooting — seven-step approach. 
Proper target shooting technique and form stressed. 

4 Class Hours, 11 Laboratory Hours per semester 


PED 103 Backpacking (1) 
A series of laboratories and lectures culminating in a 
four-day mandatory backpacking trip. Students learn to 
select, care for, and use properly the essential equip- 
ment, as well as some low-cost alternatives to expensive 
items. The stress is on safety and low ecological impact 
camping. 

15 Class Hours, 15 Laboratory Hours per half semester 


PED 106 Badminton (1/2) 
Instruction and practice in the various strokes. Rules, 
terminology and equipment. Strategy for singles and 
doubles. 

4 Class Hours, 11 Laboratory Hours per half semester 


PED 107 Ballet I (1) 
Beginning Ballet will introduce students to the basic 
elements of classical ballet in ballet technique classes. 
8 Class Hours, 22 Laboratory Hours 


PED 112 Bowling (1/2) 


Bowling fundamentals including ball selection, grip, 
stance, approach and delivery. Etiquette, scoring, cor- 
rection of basic mistakes in delivery. Classes are at off- 
campus site and students must pay for own games, shoe 


rental and transportation. 
3 Class Hours, 12 Laboratory Hours per half semester 
PED 118 Personal Fitness (1) 


Individualized physical fitness program. Students iden- 
tify their personal fitness profiles then participate in an 
exercise program designed to improve or maintain their 
fitness levels. 

8 Class Hours, 22 Laboratory Hours 


PED 119 Personal Fitness (1-12) 


Individualized physical fitness program. Students iden- 
tify their personal fitness profiles, then participate in an 
exercise program designed to improve or maintain their 
fitness levels. 

12 Class Hours, 33 Laboratory Hours 


PED 121 Golf (1/2) 


Basic skills, etiquette and strategy. Student required to 
play nine holes andhitata driving range, providing their 
own transportation and fees. Clubs provided for those 
without. For the beginning golfer. 

4 Class Hours, 11 Laboratory Hours per half semester 


PED 122 Horsemanship (1) 
Basics of grooming, saddling and safety procedures. 
Development and expansion of riding skills. Elementary 
knowledge of horses, their care and maintenance.Two 
options available: 1. English. 2. Western. (Additional fee 
and taught off campus.) 

8 Class Hours, 22 Laboratory Hours per semester 


PED 127 Jogging (1/2) 
Jogging as a possible leisure time activity. Physiological 
benefits, improvement of technique and basic principles 
of training. Individual works at own level and sets own 
goals. Distance usually worked: 2 miles. 

3 Class Hours, 12 Laboratory Hours per semester 


PED 130 Karate (1) 
Classical karate on the beginning and intermediate 
levels. Philosophy and brief history of karate. Basic kata 
(forms) together with self-defense and prearranged spar- 
ring techniques. Free sparring with no body contact. 
Emphasis is on physical conditioning and mental disci- 
pline. 

8 Class Hours, 22 Laboratory Hours per semester 


PED 135 Jazz Dance I (1) 


Jazz dance technique through practical skill work, jazz 
styles and dance combinations. 
8 Class Hours, 22 Laboratory Hours per semester 


PED 137 Jazz Dance II (1) 
Acontinuation of Jazz Dance I, emphasizing jazz dance 
techniques throught practical skill work. 

8 Class Hours, 22 Laboratory Hours per semester; 
Prerequisite: PED 135 or previous dance experience 


PED 139 Self-Defense (1/72) 
Brief explanation of karate, judo and other martial arts. 
Approximately 10 basic self-defense movements which, 
if properly acquired and practiced, can be applicable to 
many situations. Basic techniques of blocking, falling, 
punching and general body shifting motions. No defi- 
nite dress required. A student should remember that 
exercises are meant to increase flexibility and endur- 
ance of muscles, and the dress should be a comfortable 
one for this purpose. Although this is not the formal 
karate class, the class will be conducted with formality 
and discipline. 

3 Class Hours, 12 Laboratory Hours per semester 


PED 143 Cross-Country Skiing (1/2) 


Instruction and practice in cross-country skiing — 
beginning through advanced. conduct, terminology, 
safety and equipment. Classes both on and off campus. 
Skis, poles, bindings provided; students responsible for 
boots and transportation. 

3 Class Hours, 12 Laboratory Hours per semester 


PED 144 Aerobics (112) 


Alowimpact, high energy cardiovascular program done 
with a music background. Floor aerobics, step aerobics, 
body toning, and resistance bands included. Open to 
both men and women. 

12 Class Hours; 33 Laboratory Hours 


PED 146 Aerobics (1) 


Alow impact, high energy cardiovascular program done 
with a music background. Floor aerobics, step aerobics, 
body toning, and resistance bands included. Open to 
both men and women. 

8 Class Hours, 22 Laboratory Hours per semester 


PED 147 Soccer (Women) (1/2) 
PED 148 Soccer (Men) (1/2) 
Instruction and practice in the fundamental skills of 
kicking, tackling, trapping, dribbling and heading. Rules 
and tactics. Team competition. Separate sections for 
men and women. 

4 Class Hours, 11 Laboratory Hours per half semester 


PED 149 Snorkeling (1) 
Designed to teach the swimmer the techniques of snor- 
keling, safety equipment selection and skills. Offered to 
student taking Tropical Ecology during intersession. 
8 Class Hours, 22 Laboratory Hours per semester 


PED 150 Personal Nutrition (1) 
Students will learn the basic principals of good nutri- 
tion; how energy nutrients work within their body and 
how they can use nutrition to improve their overall 
health. They will also be able to utilize this information 
to decipher the current nutrition recommendations 
being addressed in the media. 

15 Class Hours 


eAll asterisked (*) courses are taught evenings only and 
when enrollment permits. 
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PED 169 Tennis (1/2) 
Instruction and practice in the basic strokes — fore- 
hand, backhand, serve and volley. Rules, terminology 
and equipment. Strategy for singles and doubles. 

4 Class Hours, 11 Laboratory Hours per half semester 


PED 170 Trail Riding (1/2) 


Basics of grooming, saddling, and safety procedures. 
Development and expansion of riding skills — learning 
to cope with natural hazards like creeks, traffic, terrain. 
Elementary knowledge of horses, their care and mainte- 
nance. (Taught off campus and an additional fee is 
required.) 

4 Class Hours, 11 Laboratory Hours per half semester 


PED 171 Physiology of Exercise (1) 
Effect of exercise on cardiovascular and respiratory 
systems. Components of fitness, principles of training 
along with training prescriptions. Energy supply sys- 
tems discussed, Effective nutrition, ergogenic aids and 
environmental factors. 

15 Class Hours 


PED 172 Volleyball (1/2) 


A basic course in the fundamentals of power volleyball. 
Team strategy, history and rules. Drills and competitive 
play. 

4 Class Hours, 12 Laboratory Hours per half semester 


PED 173 Fitness Walking (1-12) 


Fitness Walking is a safe form of aerobic exercise which 
can be incorporated into one’s life style and individual 
fitness program. Proper shoes and foul weather gear is 
needed. 

9 Class Hours, 36 Laboratory Hours 


PED 175 Weight Training (1/2) 


Introduction to the Universal Gym as a means of physi- 
cal conditioning. Components of fitness and principles 
of training discussed. Several strength building pre- 
scriptions presented. 

3 Class Hours, 12 Laboratory Hours per half semester 


PED 299 Independent 
Study (172 or 1) 


Student undertakes a project of own choice with guid- 
ance from faculty member.The project is intended for a 
student who has completed requirements. 

Prerequisite: 2 Semester Hours in Physical Education 


PHI 102 General Philosophy (3) 


This course introduces Philosophy by examining some 
of its major areas, including Metaphysics (theories con- 
cerning the nature of reality), Epistemology (theories 
concerning the nature of human knowledge). Ethics 
(theories of morality) and Logic. 

3 Class Hours 


PHI 103 Philosophy of Mind (3) 


Introduction to metaphysical philosophy. Examination 
of the major views of reality: dualism, materialism, 
idealism, Analysis and discussion of evidence and argu- 
ments relating to issues such as “mind,” immortality, 
free will vs. determinism, and the existence of God. 

3 Class Hours 


PHI 104 Philosophy of Religion (3) 
Relation of religion and philosophy and an investigation 
of different concepts of God. Analysis of religions types 
and experiences, different attempts to justify religious 
beliefs. Investigation of the logic of religious experience 
through an analysis of the leading ideas in the philoso- 
phy of religion both as an historical and contemporary 
phenomenon. 

3 Class Hours 


PHI 111 Humanities (3) 
Critical analysis of human development from the early 
beginnings to the present state through a thematic 
investigation of literature, philosophy, history and the 
arts. Classical, Medieval, Renaissance and Metaphysical 
Periods. 

3 Class Hours 
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PHI 112 Humanities (3) 
Critical analysis of human development from the early 
beginnings to the present state through a thematic 
investigation of literature, philosophy, history and the 
arts. Neoclassical, Romantic, Victorian, Early Modern 
and Late Modern Periods. 

3 Class Hours 


PHI 120 Verbal Reasoning (3) 


To improve the student’s ability in reasoning. Concen- 
tration on qualifications, symbols, ambiguity, analysis 
and semantics. 
3 Class Hours 


PHI 201 Ethics: 

Moral Philosophy (3) 
Main classical and modern ethical theories, including 
such theorists as Plato, Aristotle, Mill, Kant, Moore. 
Comparison and contrast of normative and meta-ethi- 
cal theories, the good life and how one should act, the 
meaning of moral judgments and the criteria of validity, 
justification of moral beliefs and the ground of moral 
responsibility. 
3 Class Hours 


PHI 202 Logic (3) 
Analysis and practical application of the elements of 
logic as they apply to thinking on both a linguistic and 
formal level. Forms of argument, informal and formal 
fallacies, significance of the emotions on decision mak- 
ing, inductive and deductive processes. Symbolizing 
arguments and formal proofs of validity. 

3 Class Hours; Prerequisite: Any Philosophy (PHI) 
course or any Mathematics (MAT) course numbered 
MAT 139 or higher 


PHI 203 Philosophical Issues 

in American Education (3) 
An inquiry into educational problems which can be 
illuminated by philosophical perspectives: educational 
aims, conceptions of learning, nature of knowledge, 
ethics of teaching, theories of moral education, school 
and society, equal educational opportunity, freedom 
and authority, and curriculum. Philosophical back- 
ground to educational policy issues of special interest to 
prospective teachers, but also to individuals (citizens) 
concerned about public schools. 
3 Class Hours 


PHI 206 Social and Political 
Philosophy (3) 
A philosophical study of the social/political organiza- 
tion of society through an examination of such topics as 
justice, authority, leadership, individual rights, and of 
the relationship between the state and various social 
institutions, such as family, business, church, and edu- 
cation. 
3 Class Hours 


PHI 208 Humanities and 


Technology (3) 
An investigation of the interaction of humanities and 
technology. An examination of the reciprocal impacts of 
various human values and technology through consid- 
eration of these topics: methods of inquiry, communica- 
tion, life and death, the environment, and robotics and 
artificial intelligence. 
3 Class Hours 


PHI 299 Independent Study: 
Philosophy (1-3) 
An individual student project concerned with advanced 
work in a specific area of philosophy. Conducted under 
the direction of a faculty member, the independent 
study is concerned with material beyond the scope and 
depth of ordinary course. 
Prerequisite: 3 semester hours of college level work in 
philosophy 


PHS 110 Physical Science for Informa- 
tion Management (3) 
Physical principles related to the recording, storage, 
and retrieval of information. Paper, magnetic, electri- 
cal, optical, anmd photograpohic media are explored. 
Methods of physics and chemistry are applied to deter- 
mine the longevity of record storage and retrieval pos- 
sibilities in the event ofa disaster. Does not meet science 
requirement for LAAA, LAAS, or BAAS degree. 
2 Class Hours, 2 Laboratory Hours 


PHS 111 Physical Science 
for Today (3) 


Beginnings of astronomy, the earth and moon, planets 
and satellites, the sun and other stars, cosmology, chem- 
istry of our atmosphere, weather and methods of modi- 
fication, water cycle and pollution. Composition of the 
earth’s crust erosional processes, earthquakes and vol- 
canoes, plate tectonics, humans and their environment. 
Required laboratory field trips supplement classroom 
experience. Does not meet science requirement for 
LAAA, LAAS or BAAS degree. 

2 Class Hours, 2 Laboratory Hours 


PHS 113 Physical Science — 
Astronomy (4) 


The Copernican and Ptolemaic models of the solar 
system. The planets, sun, moon and comets. Stellar 
magnitudes and evolution of stars. The size and age of 
the universe and modern developments in astronomy 
and cosmology. Required field trips supplement class- 
room experience. 

3 Class Hours, 3 Laboratory Hours; Prerequisites: 
MAT 099 or equivalent 


PHS 114 Physical Science — 
Meteorology (4) 
Principles governing the atmosphere, its composition, 
structure and behavior; energy transfer and balance; 
and the changing seasons are presented. Humidity; the 
formation of dew, fog, and clouds; atmospheric stability 
and precipitation are examined. Forces that affect the 
winds and the wind-ocean connection are relayed to the 
students. The types of air masses and fronts and the 
process of cyclogenesis is described. Severe weather 
such as: thunderstorms, lightning, tornadoes, and hur- 
ricanes are discussed. 
3 Class Hours, 3 Laboratory Hours; Prerequisites: 
MAT 099 or equivalent 


PHS 115. Physical Science — 

Geology (4) 
Minerals, rocks — their structure and identification. 
Erosion of the crust, its uplifts and deformation. Earth- 
quakes and the interior of the earth. Tectonics and 
ecology from a geologic viewpoint. Required laboratory 
field trips supplement classroom experience. 
3 Class Hours, 3 Laboratory Hours; Prerequisites: 
MAT 099 or equivalent 


PHS 116 Physical Science — Energy 

and Environment (4) 
Basic energy principles and the role of these principles 
in understanding and appreciating the problems of the 
environment. Problems of pollution and depletion of 
natural resources. Application of physics in the everyday 
world. Required laboratory field trips supplement class- 
room experience. ' 
3 Class Hours, 3 Laboratory Hours; Prerequisites: 
MAT 099 or equivalent 


PHS 215 Physical Science — 
Historical Geology (4) 
Geologic time: catastrophism vs. uniformitarianism, 
relative and absolute dating, geologic time scale, stratig- 
raphy; environments: ecology, biogeography, marine 
and nonmarine sedimentary environs; evolution: 
Lamark, Darwin, speciation, extinction, evolutionary 
trends; mountain building and sedimentation: ancient 
and modern analogs; Precambrian: formation of solar 
system, Archean and Protozoic rocks, atmosphere, cra- 
tons, life, Edicara; Paleozoic, Mesozoic and Cenozoic: 
life, paleogeography, regional examples and extinctions. 
Required laboratory field trips supplement classroom 
experience. 
3 class hours, 3 Laboratory Hours; Prerequisites: MAT 
099 or equivalent and PHS 115 Physical Science - 
Geology 


PHY 090 Preparatory Physics (0) 
Application of basic numerical, algebraic, and trigono- 
metric procedures to the solution of physical problems. 
An applied academics approach is used to examine 
topics in force, work, rate, resistance, energy, power and 
momentum. For each topic, an attempt is made to 
discuss mechanical, fluid, electrical, and thermal indus- 
trial applications. 

3 Class Hours, 2 Laboratory Hours; Prerequisite: MAT 
099 Elementary Algebra or equivalent 


PHY 091 Preparatory Physics II (4) 
A continuation of PHY 090: The application of basic 
numerical, algebraic, and trigonometric procedures to 
the solution of physical problems using an applied 
academics approach. The topics examined are Momen- 
tum, Vibrations, Energy Transducers, Energy Convert- 
ers, Optical Systems, Radiation, and Time Constants. 
3 Class Hours, 3 Laboratory Hours; Prerequisite: PHY 
090 Preparatory Physics 


PHY 118 Physics for Physical 
Therapist Assistants (4) 
Forces, torques, linear motion, energy, momentum, 
conservation laws; temperature and heat, temperature 
scales, heat transfer, changes of state; electric fields, 
potential difference; Ohm’s law, DC circuits, magnetic 
field, electromagnetic induction, motion of charges in 
magnetic fields; wave motion, electromagnetic spec- 
trum, atomic structure. 
3 Class Hours, 2 Laboratory Hours; Prerequisites: 
MAT 099 or equivalent 


PHY 121 Physics for 

Radiographers (4) 
Motion, conservation laws, the electric field and poten- 
tial, Ohm’s law, DC circuits, the magnetic field, electro- 
magnetic induction, AC circuits, wave motion, electro- 
magnetic waves, atomic structure, production of x-rays, 
nuclear structure, radioactive decay, interaction of ra- 
diation with matter, radiation detection. For Radiologic 
Technology students. 
3 Class Hours, 2 Laboratory Hours; Prerequisites: 
MAT 099 or equivalent 


PHY 161 Physics I (4) 
Structure and language of physics. Standard units of 
measurement of length, mass and time. Basic math- 
ematical foundation: elementary trigonometry, vector 
algebra, powers of ten and significant figures. Mechan- 
ics: motion, Newton’s Law, work, energy and momen- 
tum principles, rotation. Properties of matter. Concepts 
of heat and temperature: kinetic theory; thermodynam- 
ics. First course in an introductory non-calculus se- 
quence. For Liberal Arts, Computer Studies and Engi- 
neering Technology students who need a Laboratory 
Science. 

3 Class Hours, 3 Laboratory Hours; Corequisite: MAT 
161 Pre-Calculus or equivalent 


PHY 162 Physics II (4) 


Waves and wave phenomena; mirrors and lenses; optical 
instruments; sound. Electricity and magnetism — elec- 
trostatics, electrical circuits, electromagnetic phenom- 
ena. Selected topics in modern physics. Second half of 
PHY 161 Physics I. 

3 Class Hours, 3 Laboratory Hours; Prerequisite: PHY 


161 Physics 


PHY 181 Engineering Physics I (4) 
Vectors, equilibrium, kinematics, Newton’s Law of Mo- 
tion, centripetal force, work and energy, impulse and 
momentum, rotation, elasticity, harmonic motion, hy- 
drostatics and hydrodynamics. 

3 Class Hours, 2 Laboratory Hours; Corequisites: MAT 
181 Calculus I and EGR 100 Orientation 


PHY 182 Engineering Physics II (4) 
Coulomb’s Law, electric field, Gauss’ Law, electric po- 
tential and energy, capacitance, DC circuits, magnetic 
induction, magnetic forces and torques, induced EMF, 
self-inductance, AC circuits, electromagnetic waves. 
Prerequisite: PHY 181 Engineering Physics 1; 
Corequisites: MAT 182 Calculus II and EGR 100 
Orientation 


PHY 281 Engineering Physics III (4) 
Temperature, heat transfer, thermodynamics, kinetic 
theory, waves, sound, geometrical and physical optics, 
introduction to quantum mechanics, atomic and nuclear 
physics. 

4 Class Hours; Prerequisites: 1 year of Calculus and 
PHY 182 Physics II or equivalent; Corequisite: EGR 
200 Orientation 


*PLA 110 Survey of Paralegalism (3) 
Role of the paralegal and attorney. Introduction to 
jurisprudence and functions of administrative agencies. 
Local, state, federal courts. Introduction to contracts, 
torts, negligence, criminal procedure, real property law, 
law office management. Legal terminology. 

3 Class Hours 


*PLA 120 Advanced Paralegalism (3) 


Continuation of law office management. Introduction 
to research techniques, family law, surrogate, wills and 
estates, agency and partnership, bankruptcy, corporate 
law, commercial paper, workman’s compensation with 
procedures and practices of each. Legal terminology. 
3 Class Hours 


*PLA 200 Real Property Law (3) 
Comprehensive survey of law of real property, empha- 
sizing, practical application to a paralegal function. 
Analysis of form of deeds, bonds, notes,mortgages, as- 
signments, discharges, purchase of contracts, leases, 
options. Training in searching title, basic understand- 
ing of abstracts of title, real property litigation, estates, 
condemnation and foreclosure. 

3 Class Hours; Prerequisite: PLA 110 Survey of 
Paralegalism or permission of department 


*PLA 207W Legal Writing and 

Research (3) 
Developmentof legal research and drafting skills through 
use of digests, reporter systems, and other features of 
law libraries. Analysis of various types of legal docu- 
ments for clarity, composition, conciseness. Practice in 
research and drafting of legal documents. Writing Em- 
phasis Course. 
3 Class Hours; Prerequisites: PLA 110 Survey of 
Paralegalism, ENG 110 Written Expression I, and 3 
additional credits in PLA or department permission 


*PLA 215 Estates, Probates and 


Trusts (3) 
Disposition of descendent’s property, law of interstate 
succession, execution and probate of wills, nature and 
creation of trusts and the administration of estates and 
trusts, estate and gift tax preparation. 
3 Class Hours; Prerequisite: PLA 110 Survey of 
Paralegalism or permission of department 


*PLA 220 Contracts (3) 
The law of contracts, their historical significance, for- 
mation, validity interpretation, transfer or contractual 
rights. Assignment, third party beneficiaries, discharge, 
breach and remedies. (BUS 118 Business Law I may be 
substituted with department permission.) 

3 Class Hours 


*PLA 222 Medical Law (3) 
General coverage of how legal and medical issues are 
inter-related, including right to treatment, organ trans- 
plant, right to die, abortion issues, medical malpractice, 
informed consent, insanity defense, surrogate mothers. 
Lecture and discussion. How these topics affect the role 
of the attorney and paralegal in servicing client needs. 
3 Class Hours 


*PLA 225 Family Law (3) 
Pleadings relative to general practice of law in relation- 
ships to the family unit. Laws relating to marriage, 
divorce, annulment, custody and support, adoption, 
name change, guardianship, paternity. Written plead- 
ings and necessary research pertaining to these aspects 
of family law. 

3 Class Hours 


*PLA 226 Taxation Law for 

Paralegals (3) 
Principles of federal taxation, analysis of IRS code and 
related case law, emphasis on law and concepts of 
taxation, basic and advanced tax law terminology, litiga- 
tion involving the IRS. Exploration of social changes, 
and factors involving tax problems, current issues in tax 
reform, perspective of the paralegal regarding resolu- 
tion of tax disputes. 
3 Class Hours 


*PLA 227 Constitutional Law for 
Paralegals (3) 
The practice of everyday general law as affected by the 
U.S. Constitution, and the Bill of Rights, with applica- 
tions to the paralegal function. Issues of contemporary 
concern including cases of local courts and of the 
Supreme Courtand their implications for law in general 
and society at large. 
3 Class Hours 


*PLA 240 Corporate Law (1) 
Types, uses and organization of the corporation, anti- 
trust and securities law, mergers and consolidation, 
liquidation and dissolution. 

1 Class Hour - 5 Week Session 


*PLA 250 Municipal Law (1) 
Structure and operations of local government in New 
York State. Evolution of local government in New York 
during the first two centuries of its existence. Laws, 
ordinances, and operations. 

1 Class Hour - 5 Week Session 


PLA 251 Federal Civil Procedure (1) 


Federal court system, rules of civil procedure including 
pleading, motions, depositions, litigation procedures 
and the role of the paralegal. 

3 Class Hours - 5 Week Session 


PLA 252 Applied Real Estate (1) 
Role of the paralegal in Real Estate transactions includ- 
ing agreements, abstracts, preparation of documents, 
contracts, and closing procedures. Students conduct a 
“mock” real estate transaction. 

3 Class hours - 5 Week Session 


PLA 253 Computers in the 

Law Office (1) 
Computer applications including hardware and soft- 
ware, financial management, word processing, real es- 
tate practice packages, computerized research, litiga- 
tion support, and document management. 
3 Class Hours - 5 Week Session 


*PLA 260 Labor-Management 


Relations (Labor Law) (1) 
Labor-management relations in the public and private 
sectors. Taft-Hartley Act, National Labor Relations Act 
and Wagner Act, unfair labor practices, labor contracts, 
arbitration and mediation, availability of injunctions in 
labor disputes. 

1 Class Hour - 5 Week Session 
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*PLA 270 Vehicle and Traffic 

Law (1) 
Regulations of traffic within the state of New York. 
Emphasis on violations and traffic-related misdemean- 
ors resulting from violation of the rules of the road and 


court proceedings resulting therefrom. 
1 Class Hour - 5 Week Session 


*PLA 280 Litigation and Trial 
Preparation (1) 

Intake procedure, systems and analysis, concepts of 

jurisdiction and venue, parties to an action, pleadings, 

pre-trial procedures, motions and special practice, spe- 

cial proceedings, trials, judgments and appeals. 

1 Class Hour - 5 Week Session 


*PLA 290 Landlord-Tenant 

Relations (1) 
Problems faced by landlords and tenants, private hous- 
ing, live-in arrangements, covenants, leases, warran- 
ties. Tenant and landlord rights and obligations. 
1 Class Hour - 5 Week Session 


PLA 295 Paralegal Practicum (4) 


Designed for students without previous exposure to the 
legal field to observe and study operations, policies, and 
procedures performed by paralegals in various settings, 
(private firms, public agencies, commercial corpora- 
tions, etc.). Emphasis on attorneys and paralegals inter- 
action and paralegal relations with areas outside the 
office (clients, municipal agencies, other firms, com- 
mercial institutions, other legal agencies, etc.). Final 
report integrating the practical and theoretical aspects 
of their experiences. 

2 Class Hours and 4 Laboratory Hours; Prerequisites: 
30 credits of counseled coursework, at least 12 of 
which must be in PLA credits or permission of depart- 
ment chairperson 


*PLA 299 Independent Study: 
Paralegal (1-3) 
An individual student project in paralegal studies which 
is beyond the scope or requirements of the courses 
offered by the program. Conducted under the direction 
of a faculty member or attorney, and approved by the 
program coordinator. 
Prerequisite: PLA Survey of Paralegalism plus three 
additional hours in a 200 level PLA course 


POS 201 Introduction to American 
Government (3) 
American political institutions, processes and behavior. 
The relationships among cultural, legal and social as- 
pects of the political system. Structure, organization 
and function of political parties, pressure groups and 
mass media. Application to contemporary issues and 
events. 
3 Class Hours 


POS 204 American State and 
Local Government (3) 


Theory and practice of state and local government, 
utilizing a problem- solving or “policy” approach. Stu- 
dents are encouraged to explore in depth the workings 
of city and county governments locally. 

3 Class Hours 


POS 299 Independent Study (1-3) 
An independent student project which is beyond the 
scope of courses currently offered by the department, 
directed by a faculty member with approval of the 
department chairperson. 

Prerequisite: 3 Semester hours of political science 


PSY 100 Psychology of Personal 
Adjustment (3) 
Investigation of bio-social factors which influence hu- 
man behavior with emphasis on: (1) development of 
physical, mental, emotional, social and spiritual well- 
being; (2) personal responsibility for one’s lifestyle and 
the consequences that flow from one’s choices. (This 
course cannot be used as a prerequisite for other psy- 


chology courses.) 
3 Class Hours 
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PSY 110 General Psychology (3) 


Definition and description of psychology. Topics may 
include functions of neural system, sensation and per- 
ception, learning, memory, motivation, emotion, con- 
flict and frustration, personality, social psychology. 
Methods and statistical applications, history and fields 
of psychology. 

3 Class Hours 


PSY 210 Developmental 

Psychology (3) 
Human development from infancy through childhood, 
adolescence, and adulthood. Intellectual growth, per- 
sonal and social adjustment, the relationship between 
physical and mental development, and typical problems 
in various states of the life-cycle are considered. Espe- 
cially for Nursing students. 
3 Class Hours Prerequisite: PSY 110 General Psychol- 
ogy 


PSY 211 Child Development (3) 
The growth, maturation and development of children, 
including mental and motor phases, learning, motiva- 
tion and personality formation. 

3 Class Hours; Prerequisite: PSY 110 General Psy- 
chology 


PSY 212 Adolescent Development (3) 


The developmental tasks of the adolescent years, influ- 
ence of people and institutions on self-concept. Physi- 
cal, psychological, intellectual effects and intellectual 
growth. 
3 Class Hours; Prerequisite: PSY 110 General Psy- 
chology 


PSY 214 Abnormal Psychology (3) 
Survey of the normal and abnormal personality with 
special emphasis on certain causal factors pertaining to 
maladaptive behavior. A general framework for under- 
standing abnormal behavior patterns, including com- 
mon misconceptions, accepted definitions, and the clas- 
sification of mental disorders. 

3 Class Hours; Prerequisite: PSY 110 General Psy- 
chology 


PSY 217 Introduction to 
Counseling Theory 
and Practice (3) 


Varied methods of counseling, employing current theo- 
ries, situational examples and means for determination 
of method to be used. Practical cases in social sciences, 
clinics, hospitals, and educational institutions. Overall 
training and personality of the counselor. 

3 Class Hours; Prerequisite: PSY 110 General Psy- 
chology 


PSY 223 Intelligence and the 
Mentally Retarded (3) 


An introduction to the major areas of atypical social, 
emotional and cognitive development. Attention will be 
focused on the problems, etiologies and expectancies of 
the social and/or emotional maladjustments and the 
cognitive atypicalities (Learning Disabilities, Mental 
Retardation, Savants, etc.) Special consideration will be 
given to intelligence testing and the educational, social, 
legal and placement needs of the atypical individual. 

3 Class Hours; Prerequisite: PSY 110 General Psy- 
chology 


PSY 227 Behavior Modification (3) 


Principles of behavior modification using classical and 
operant techniques, Practical applications of these prin- 
ciples to the fields of child care, psychotherapy and 
correctional institutions. 

3 Class Hours; Prerequisite: PSY 110 General Psy- 
chology 


PSY 230 Psychology of Women (3) 
A course focusing on the scientific study of female 
behavior, personality, and the biological, psychological 
and cultural determinants of women’s roles in society. 
3 Class Hours; Prerequisite: PSY 110 


PSY 299 Independent Study (1-3) 


An individual student project in psychology which is 
beyond the scope or requirements of the courses offered 
by the department, conducted under the direction of a 
faculty member and approved by the department chair- 
person. 

Prerequisites: PSY 110 General Psychology plus 3 
additional hours in a 200 level PSY course 


PTA 100 Introduction to 

Physical Therapy I (4) 
The history and development of medicine is outlined. 
The profession of physical therapy is presented with 
emphasis on the definition of the role and education of 
the physical therapist assistant. Students acquire basic 
knowledge of SOAP note writing, medical terminology, 
health care institutional organization, ethics, medical- 
legal aspects of patient care, and fiscal considerations 
involved. Interpersonal skills and professional/patient 
interactions are discussed. 
4 Class Hours; Corequisite: BIO 131 


PTA 101 Introduction to Physical 
Therapy II (4) 

This course is a continuation of PTA 100. General 

concepts of disease and disease processes are discussed. 

Diseases of selected organs are studied. 

4 Class Hours; Prerequisite: PTA 100; Corequisite: 

BIO 132 


PTA 102 Introduction to 

Rehabilitation (4) 
The principles of normal body alignment, body mechan- 
ics, posture, balance and movement are presented. Bed 
positioning, moving and lifting the dependent patient 
are discussed and demonstrated. Goniometrics, transfer 
and elevation activities, passive and self range of motion 
exercises are practiced. The therapeutic gymnasium, 
wheelchairs and assistive devices are introduced. Archi- 
tectural barriers are explored. The rehabilitation of the 
patient with spinal cord injury, cerebrovascular acci- 
dent and amputation is studied. 
6 Class Hours; Prerequisites: PTA 100, BIO 131, PHY 
118 


PTA 103 Physical Agents 

and Massage (4) 
Basic principles of massage and application of modali- 
ties are presented. Specific skills practiced in the labo- 
ratory include various massage techniques; use of hot 
and cold packs, paraffin application; use of whirlpool 
and contrast baths; use of ultrasound; application of 
microwave diathermy; use of electrical stimulation; and 
ultraviolet and infrared radiation therapy techniques. 
Principles and procedures related to the use of the 
Hubbard tank, therapeutic pool and intermittent com- 
pression are also discussed. 
6 Class Hours; Prerequisites: PTA 100, BIO 131, PHY 
118; Corequisite: PTA 101 


PTA 110 Clinical Affiliation I (2) 
This course constitutes the student's first clinical affili- 
ation assignment. The student spends three to five work 
days in one health care facility working under the 
supervision of a physical therapist. The student is as- 
signed to work with patients requiring treatments with 
which the student is familiar including simple modali- 
ties, simple exercise routines, ambulation and activities 
of daily living. The student meets with the clinical 
coordinator several times during the five-week period to 
assess progress. 

90 Clinical Hours over 3-6 weeks; Prerequisites: PTA 
101, 102, 103, 105 


PTA 201 Kinesiology (4) 
Muscle structure and function are reviewed. Normal 
human motion is studied. Manual Muscle Testing is 
studied in the laboratory. Posture and normal gait are 
reviewed. Pathological gait patterns are presented and 
analyzed. 

6 Class Hours; Prerequisite: BIO 132, PHY 118, PTA 
102; Corequisite: PTA 202 


All asterisked (*) courses are taught evenings only and 
when enrollment permits. 


PTA 202 Therapeutic Exercise (4) 


The principles and techniques of therapeutic exercise 
are presented. Specific neurological, medical, surgical 
and orthopedic conditions are studied. Chest physical 
therapy including postural drainage is practiced. 

6 Class Hours; Prerequisites: PTA 101, BIO 132, PHY 
118; Corequisite: PTA 201 


PTA 210 Clinical Affiliation II (4) 
This course constitutes the student’s second clinical 
affiliation assignment. The student spends two days in 
one health care facility working under the supervision of 
a physical therapist. The student is assigned to work 
with patients requiring treatments with which the stu- 
dent is familiar including simple modalities, simple 
exercise routines, ambulation and activities of daily 
living. The student is also introduced to the patient 
requiring therapeutic exercise routines which are part 
of the student’s concurrent course work. The student 
meets with the clinical coordinator during the fifteen- 
week period to assess progress. 

180 Clinical Hours during 15 weeks; Prerequisite: 
PTA 110; Corequisite: PTA 201, 202 


PTA 213 Senior Seminar I (5) 


Additional neurological, orthopedic, medical and surgi- 
cal conditions are presented. Basic principles of testing 
and complex treatment procedures are included so that 
the student understands and is aware of how to assist the 
Physical Therapist. Additional psychosocial issues are 
also discussed. This course is presented in a seminar 
format of two to four-hour segments for the first 7 weeks 
of the semester. 


SPECIAL CONSIDERATIONS: This course may be pre- 
sented by guest lecturers and sessions may be held off 
campus in various health care facilities depending upon 
the particular topic. Significant preparation time out- 
side of regular class hours is required. 

75 Class Hours during 7 weeks; Prerequisites: PTA 
201, 202, 210 


PTA 220 Clinical Affiliation III (6) 


This course constitutes the student’s final clinical affili- 
ation assignment. The student works full-time in one 
health care facility for a period of six weeks under the 
supervision of a physical therapist. The student is as- 
signed to work with all types of patients requiring 
treatments with which the student is familiar including 
all modalities, exercise routines, gait training and ac- 
tivities of daily living. The student meets with the 
clinical coordinator several times during the six-week 
period to assess progress. 
240 Clinical Hours during 6 weeks; Prerequisites: PTA 
210, 213 


PTA 224 Senior Seminar II (1) 


This final course of the student's academic career is 
designed to allow students to integrate their theoretical 
knowledge and their clinical experience. Students meet 
in seminar format and present case studies based on 
their clinical experience. If time permits special topics 
are presented and discussed. In addition a student/ 
teacher conference is required for each student prior to 
graduation. Course meets three hours per day, three 
days per week during final two weeks of the semester. 

9 Class Hours for 2 weeks; Prerequisites: PTA 213, 
220 


PTA 299 Independent Study (1-4) 


Course content covering advanced work in Physical 
Therapist Assistance on which the instructor and stu- 
dent agree. The material is beyond the scope of an 
ordinary course and it must be approved by the depart- 
ment chairperson. Conducted under the direction of a 
faculty member. 

Prerequisite: Department approval 


RAD 100 Introduction to 


Radiologic Technology (3) 
Overview of radiologic technology through the study of 
its historical development, its placement in the medical 
field today, the organization of a modern radiology 
department, professional ethics, medicolegal aspects of 
radiology, medical terminology and math for 
radiographers. 
3 Class Hours 


RAD 101 Radiologic 
Technology I (3) 


Introduction to the basic principles of radiographic 
imaging including recording media, processing meth- 
ods, radiographic quality and radiographic accessories. 
Lecture and laboratory are coordinated to enhance 
these fundamental concepts. 

3 Class Hours, 1 Laboratory Hour 


RAD 102 Radiologic 

Technology II (3) 
Advanced study of the factors contributing to the radio- 
graphic image. Writing Emphasis Course. 
3 Class Hours, 1 Laboratory Hour; Prerequisite: RAD 
101 Radiologic Technology I or permission of instruc- 
tor 


RAD 103 Positioning I (2) 
Instruction and practice in radiographic positioning or 
the appendicular skeleton. 

6 Laboratory Hours 


RAD 104 Positioning II (1) 
Instruction and practice in radiographic positioning of 
the axial skeleton. 

3 Laboratory Hours; Prerequisite: RAD 131 Clinical 
Education I 


RAD 110 Methods of Patient 

Care (1) 
Patient care procedures routinely performed in the 
radiology department. 
1 Class Hour, 1 Laboratory Hour 


RAD 115 Radiation Protection (1) 


Basic radiation protection for the student radiographer. 


RAD 131 Clinical Education I 
(Winterim) (0) 
Introduction and orientation to the radiology depart- 
ment in an affiliated hospital. (Successful achievement 
is a graduation requirement.) 
2 Weeks of instruction; Prerequisites: BIO 131 Hu- 
man Biology I and all first semester RAD designated 
courses 


RAD 132 Clinical Education II (2) 
Observation and clinical experience for the develop- 
ment of competency involving elementary radiographic 
procedures in an affiliated hospital. 

16 Laboratory Hours; Prerequisite: RAD 131 Clinical 
Education (Winterim) or permission of instructor 


RAD 133 Clinical Education II 
(Summer Term I) (3) 
Clinical experience for development of competency in- 
volving general radiographic procedures in an affiliated 
hospital. 
40 Laboratory Hours; Prerequisites: RAD 132 Clinical 
Education II and BIO 132 Human Biology II or 
permission of instructor 


RAD 201 Radiologic 

Technology III (3) 
Principles and operation of radiographic imaging equip- 
ment, including x-ray tubes, tomography, mobile units, 
fluoroscopy television and digital radiography. 
3 Class Hours; Prerequisites: PHY 121 Physics for 
Radiographers and RAD 102 Radiologic Technology II 
or permission of instructor 


RAD 204 Advanced Positioning (1) 
Instruction and practice in positioning techniques in- 
volving the skull, facial bones, and advanced radio- 
graphic procedures. 

3 Laboratory Hours; Prerequisite: RAd 133 Clinical 
Education III or permission of instructor 


RAD 216 Imaging Modalities (1) 
Introduction to the principles of computerized axial 
tomography, nuclear medicine, magnetic resonance 
imaging, and ultrasound. 

1 Class Hour; Prerequisite: RAD 201 Radiologic Tech- 
nology III or permission of instructor 


RAD 220 Radiologic Pathology (2) 
A presentation of the various medical and surgical 
diseases and their relationship to radiographic proce- 
dures. 

2 Class Hours; Prerequisite: BIO 132 Human Biology 
II or permission of instructor 


RAD 225 Special Radiographic 
Procedures (3) 

Introduction to radiographic examinations involving 

surgical procedures and specialized equipment. Writing 

Emphasis Course. 

3 Class Hours; Prerequisite: RAD 230 Clinical Educa- 

tion IV or permission of instructor 


RAD 230 Clinical Education IV (3) 
Practical application of advanced positioning techniques 
with emphasis on the skull and facial bones. 

24 Laboratory Hours; Prerequisite: RAD 133 Clinical 
Education III (Summer) or permission of instructor 


RAD 231 Clinical Education V 
(Winterim II) (0) 


Clinical assignment devoted to the application of radio- 
graphic procedures under direct supervision in a coop- 
erating hospital. (Successful achievement is a gradua- 
tion requirement.) 

2 Weeks of instruction; Prerequisite: RAD 230 Clinical 
Education IV or permission of instructor 


RAD 232 Clinical Education VI (3) 
Practical application of advanced radiographic proce- 
dures under direct supervision in an affiliated hospital. 
24 Laboratory Hours; Prerequisite: RAD 231 clinical 
Education V (Winterim) or permission of instructor 


RAD 233 Clinical Education VII 
(Summer Term II) (3) 


Clinical experience for the development of competency. 
40 Laboratory Hours 


RAD 245 Radiobiology (2) 
Radiobiology and advanced radiation protection proce- 
dures related to diagnostic and therapeutic uses of 
radiation. 

2 Class Hours; Prerequisite: RAD 201 Radiologic 
Technology III or permission of instructor 


RAD 250 Image Assessment (2) 
The basic principles and techniques of quality assurance 
testing presented and illustrated through laboratory 
experiments. Major emphasis on the tests and measure- 
ments used to analyze imaging systems with minimum 
information loss. 

2 Class Hours, 1 Laboratory Hour; Prerequisite: RAD 
201 Radiologic Technology III or permission of in- 
structor 


RAD 295 Seminar in 

Radiography (2) 
Preparation of the technical report and its organization 
for both written and oral presentation. Readings in 
current literature and journals. 
2 Class Hours; Prerequisite: Senior Year Status 


RAD 299 Independent Study (1-3) 
An individual student project concerned with advanced 
work in a specific area of radiography. Independent 
study is concerned with material beyond the scope and 
depth of courses currently offered by the department. 
Conducted under the direction of a faculty member. 
Prerequisite: Department Chairperson approval 
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RDG 090 Reading Fundamentals (0) 
A non-credit course involving individual diagnosis of 
student’s reading strengths and weaknesses, and devel- 
opment and implementation of program to upgrade 
basic skills. Content to vary with individual student. 

4 Class Hours 


RDG 092 College Preparatory 


Reading (0) 
An individualized course emphasizing vocabulary ex- 
pansion, inferential and critical comprehension, and 
flexible rate. Instruction and practice of reading skills to 
specific content areas. 
4 Class Hours 


RDG 094 College Vocabulary 

Skills (0) 
Designed to provide students with several methods of 
mastering vocabulary encountered in college courses. 
Students will review dictionary skills. Learn to infer 
meanings from context, structural analysis, and meth- 
ods of studying vocabulary for examinations. In-class 
practice will be designed to fit students’ individual 
needs, 
2 Class Hours for 8 Weeks 


RDG 110 Efficient Reading (1) 


Developmentof skills characteristic of the mature reader. 
Examination of structure of material, emphasis on iden- 
tification of purpose, flexibility of rate. 

2 Class Hours for 10 Weeks; Course starts at beginning 
of third week of semester 


RDG 120 Critical Reading (3) 
Emphasis is on critical reading and thinking skills. 
Students will analyze and evaluate college level readings 
beyond the literal level. Critical thinking skills will also 
be applied to the mastery of content area text material. 
3 Class Hours 


RIM 100 Introduction to Records/ 


Information Management (3) 
This course gives the student an overview of various 
configurations of recordkeeping systems. The student 
will study file classification systems, file management 
and concepts of database management. 


3 Class Hours 

RIM 101 Systems and Functions of 
Records/Information 
Management (3) 


This course introduces the student to the scope and 
problems involved in administering a program. The 
course focuses on the life cycle of records. This includes 
all phases from creation to storage, and retrieval to 
disposition of records. Records inventory and analysis, 
and records protection and disposition are discussed. 
An overview of equipment and supplies necessary to 
implement a Records and Information Management 
program is included. 


3 Class Hours 

RIM 200 Specialized Functions in 
Records/Information 
Management (3) 


This course introduces students to the following func- 
tions of Records/Anformation Management: Forms Man- 
agement, Disaster Prevention and Recovery, Micro- 
graphics, Optical Disk Technology and Reprographics. 
3 Class Hours 


RIM 297 Cooperative Work 

Experience (3) 
Students will be placed in supervised records and infor- 
mation management positions in local government 
offices, Cooperative work experience students will meet 
with their coordinator weekly to discuss such topics as 
interviewing techniques and job analysis and evalua- 
tion. 
Prerequisite: RIM 100, RIM 101 and RIM 200 
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RUS 101/102 Beginning 

Russian I & Il (4) 
Basic principles of grammar and syntax. Reading and 
discussion of graded literary and cultural texts. 
4 Class Hours, | Laboratory Hour 


RUS 201 Intermediate 
Russian I (3) 
Review of grammar and its application to spoken and 


written Russian. Reading of literary and cultural texts. 
3 Class Hours 


RUS 202 Intermediate Russian II (3) 
Continuation of RUS 201. 
3 Class Hours 


SAC 101 The Individual in a 

Changing 

Environment (3) 
Individual interaction and reading designed to foster 
understanding and application of psychological and 
emotional growth within the many environments we 
are part of. Basic class material is the individual and 
group analysis of student’s experience within an imme- 
diate unstructured setting. Focus on analysis and orga- 
nization of experience into a personally rewarding con- 
ception of growth. Individual self-development projects 
outside the class. 
3 Class Hours 


SAC 110 Orientation for 
International Students (2) 


An orientation course for international students de- 
signed to aid in their adjustment as students at Broome 
Community College. Study skills, academic regulations, 
the American educational system, individual educa- 
tional and vocational goals, American customs. Espe- 
cially intended for students during their initial semester 
of enrollment in conjunction with English-as-a-Sec- 
ond-Language course offerings, such as ESL 103, 104, 
106. (This course is not acceptable for credits toward a 
degree.) 

2 Class Hours 


SAC 250 Career Exploration (3) 


How to plan, establish, change a career. The process of 
deciding on a career and implementing career goals, 
assessment of values, interests and skills plus their 
relationship to occupations. Analysis of the labor mar- 
ket needs, identification of employers and sources of 
occupation information, the means of securing employ- 
ment through proposals, resumes, applications and job 
interviews. Supportive small group atmosphere. Class 
activities include discussion, speakers, testing, andindi- 
vidual counseling within career development theory. 
3 Class Hours 


SAC 251 Career Search (1) 


For people who know their interests, skills, and values 
but are not sure which career field or lifestyles would be 
most satisfying to them. Sources of occupational infor- 
mation, analysis of labor market needs, what colleges 
and college majors best prepare students for their career 
goals. For students who are beginning a career, chang- 
ing careers, or returning to the job market. For students 
who scored 13-18 on My Vocational Situation. Support- 
ing small group atmosphere. Discussion sessions, speak- 
ers, testing field work, and individual counseling. 

2 Seminar Hours 


SAC 295 Seminar in Human 

Potential (3) 
Human Potential seminar centers on the person within 
a positive group setting while working on and with the 
potential of all involved. It assists persons in achieving 
the following: becoming more self-directed, self-moti- 
vating, self-aware, self-controlled, self-disciplined and 
empathetic toward others. The focus is on developing 
the person’s own resources by utilizing specific and 
structured procedures. 
3 Class Hours 


SAP 115 Semester Abroad (15) 
Students studying overseas for a semester are registered 
for this course before departure. It signifies a full 
semester of study rather than a particular course. Once 
students register abroad, SAP 115 is dropped and re- 
placed by the actual courses enrolled in, All SAP and OP_ 
designators indicate a course taken in a BCC sponsored 
program overseas and are assigned regular letter grades. 
Prerequisites: see page 18 


SOC 110 Introduction to 

Sociology (3) 
Sociological facts and principles dealing with the scien- 
tific study of human relationships. Emphasis on analysis 
and study of culture and human society, socialization, 
groups and group structures, collective behavioral pat- 
terns and the concept of social institutions. Initial 
experiences for students who desire an introduction to 
the sociological perspective. 
3 Class Hours 


SOC 111 Social Problems (3) 


The sociology of social and urban problems. Topics may 
include crime, population, inequality, discrimination, 
mental illness, attitudes toward work, social control and 
the dynamics of social change. Students should be 
aware that individual instructors approach these prob- 
lems in different ways, depending on students’ and 
instructors’ interests. SOC 110 Introduction to Sociol- 
ogy is recommended as an initial experience. 

3 Class Hours 


SOC 210 Crime and Deviant 

Behavior (3) 
The theoretical aspects of deviance as crime, variations 
in crime rates, the social and psychological causes of 
crime, other deviant behavior and the salient research 
discoveries in these areas. Specific areas within crimi- 
nology will be reviewed from a multidisciplinary ap- 
proach to permit as broad an understanding of the 
problem as possible. 
3 Class Hours; Prerequisite: SOC 110 Introduction to 
Sociology, SOC 111 Social Problems or instructor’s 
permission 


SOC 230 The Family/Marriage 

and its Alternatives (3) 
Social and personal factors which make for adequate 
family functioning, the forms the family takes, its inter- 
nal processes and the functions it serves in society. 
Covers systematically the important theoretical and 
experimental ground on those issues relevant to both 


the scholarly and practice-minded student. 
3 Class Hours 


SOC 234 Sociology of Chemical 
Dependency (3) 


Examines the social issues and problems of chemical 
dependency in American society. Legal and illegal sub- 
stances, the causes of substance abuse, and alternatives 
will be examined. 


SOC 250 Introduction to 

Social Work (3) 
Social work as a profession in the context of the social 
welfare institution; historical and philosophical roots of 
social work and social welfare; attributes of the social 
work role; social workers’ knowledge base; fields ‘of 
social work practice. 
3 Class Hours; Prerequisites: SOC 110 Introduction to 
Sociology and PSY 110 General Psychology 


SOC 299 Independent Study (1-3) 
An individual student project in sociology which is 
beyond the scope or requirements of the courses offered 
by the department, conducted under the direction of a 
faculty member and approved by the department chair- 
person. 

Prerequisite: 3 Semester Hours in Sociology 


SOS 111 Public Affairs (3) 


Contemporary problems examined in the context of 
American democratic social and political beliefs and 
practices. Meaning of liberty, equality, individualism, 
justice, and civic obligation. Proposals for problem 
solving via “public policy.” 

3 Class Hours 


SOS 116 Social and Cultural 
Dimensions of International 
Business (3) 
An overview of the social, cultural, political, and eco- 
nomic factors that influence the trade related interac- 
tion of nations and the operations of global business 
enterprises. Trade theory, economic integration, global 
sourcing, export-import basics, cultural awareness, and 
other current topics relating to international business 


will be covered. 
3 Class Hours - Cross-listed as BUS 116 


SOS 120 Science Technology 
and Democratic Society (3) 


A study of the interaction of the forces of science and 
technology with the major institutions (i.e., govt., 
industry, the family, education, and organized religion) 
of contemporary democratic society. Differing view- 
points on the function and purpose of technology with 
respect to key public policy issues (i.e., genetic engi- 
neering, solid waste management, evolution/creation- 
ism, space exploration, fetal tissue research, etc.) will be 
considered. Such issues will vary from term to term. 
(satisfies General Education, Civic Education require- 
ment.) 

3 Class Hours 


SOS 126 War, Peace anda 
Just World Order (3) 


Is war the product of our nature or our nurture? Is the 
war system an inherent part of the nation state system? 
Can war be controlled or eliminated in the existing 
world? If not, on what shape and form will a new world 
have to be based? How will it be brought into being? 
These questions and related issues will be addressed as 
we ponder the prospect of war, peace and a just world 
order as humanity enters the 21st century. 

3 Class Hours 


SOS 143 Fatherhood (3) 
Focus on the scientific study of father behavior, atti- 
tudes towards fathers, historical views, and the eco- 
nomic, social, cultural, and political factors and issues 
influencing men's roles as fathers. 

3 Class Hours 


SOS 145 Sex and Gender (3) 
Social, psychological and biological determinants of 
femaleness and maleness, and femininity and masculin- 
ity. Sociological, psychological, economic, political and 
physical causes of sexism. Relationship to cultural evo- 
lution. 

3 Class Hours 


SOS 146 Introduction to 


Gerontology (3) 
Multidisciplinary analysis of the bio-psycho-social char- 
acteristics of older persons. Examination of major issues 
and dynamics involved in the process of growing old. 
3 Class Hours; Prerequisite: PSY 110 General Psy- 
chology or permission of instructor 


SOS 150 Introduction to Human 

Service Work (6*) 
Treatment modalities, goal planning facility usage, coun- 
seling, helping skills, principles of human development, 
etiology, normalization, detection. Institutionalization 
effects, empathy training, evaluation, problem solving 
transactional skills, theoretical systems, ethical issues. 
Psychoactive drugs, habilitative and rehabilitative pro- 
grams, community services. 


*Credit available only to those who complete success- 
fully a certified institution-based training program and 
credit is only applicable toward the Associate in Science 
degree in the Liberal Arts Division’s Mental Health and 
Retardation Emphasis. Credit cannot be used to fulfill 
other social science requirements. 

6 Class Hours 


SOS 155 Media and Society (3) 
An in-depth examination and analysis of the impacts and 
effects of the mass media upon society and the converse 
societal influences upon the media. Includes such issues 
as media concentration, portrayal of violence, stereo- 
typing, the public’s right to know, among others. 
Prerequisite: COM 100 or SOC 110 


SOS 290 Social Science Field 
Experience (3) 
Each student spends a minimum of 90 hours working in 
the community. Periodic meetings, outside reading, 
and written reports are required. During the meetings, 
agency functions and goals will be discussed and ana- 
lyzed. 
1 Class Hour; Prerequisite: 6 Credit Hours in psychol- 
ogy or sociology plus completion of a concurrent 
enrollment in 3 additional credit hours in either of 
these areas. For Mental Health students. 


SPA 101, 102 Beginning 

Spanish (4, 4) 
This is the first half of a comprehension-based founda- 
tion course. Special emphasis is placed on the develop- 
ment of listening comprehension, Reading, writing and 
speaking skills emerge through practice in and out of 
class. 
4 Class Hours; Prerequisite: SPA 101 Beginning Span- 
ish for SPA 102 


SPA 201 Intermediate SpanishI (3) 
First course in a cultural, conversational and literary 
approach to the Spanish language. Review and continu- 
ation of grammar and syntax will be emphasized through 
writing, reading and conversation on Spanish and Latin 
American literary works of recognized authors. 

3 Class Hours; Prerequisite: SPA 102 Beginning 
Spanish 


SPA 202 Intermediate Spanish If (3) 


Second course of a cultural, conversational and literary 
approach to Spanish language. Students will have the 
opportunity to discuss and analyze a wide variety of 
topics, while reviewing and continuing to explore the 
grammar and syntax of the Spanish language. 

3 Class Hours; Prerequisite: SPA 201 Intermediate 
Spanish I 


SPA 203 Spanish in 


Conversation (3) 
This conversational class will intensively emphasize 
oral practice in the classroom through a wide variety of 
topics. 
3 Class Hours; Prerequisite: SPA 202 Intermediate 
Spanish II or its equivalent 


SPA 204 Spanish in Conversation 
and Composition through 
Literary Works (3) 
The Spanish language in conversation and basic compo- 
sition practice through the reading of various literary 
works. Classroom discussion and conversation based on 
these texts. A 
3 Class Hours; Prerequisite: SPA 203 Spanish in 
Conversation 


SPK 106 English Speech 
Communication for Speakers 
of Other Languagues (3) 


This course is designed for international students as a 
bridge between ESL 114 and SPK 110. There will be 
some practice in articulation, pronunciation, and vo- 
cabulary, but the emphasis of the course will be on 
introducing various public speaking skills and provid- 
ing exercises that will help students feel comfortable 
using English to communicate a specific idea in front of 
a group. 


SPK 110 Effective Speaking (3) 
Speech communication through voice, words, and ac- 
tion. Voice production, diction, platform presence. Or- 
ganization of ideas. Practice in presenting speeches of 
different types. 
3 Class Hours 


SPK 203 Advanced Speaking (3) 
Designed so students can review what they have learned 
in SPK 102 Effective Speaking, learn advanced tech- 
niques for informative and persuasive speaking, learn 
techniques for special speaking occasions. Involvement 
ina debate as ameans of perfecting research techniques, 
impromptu speaking skills and the processes of logical 
thinking and organizing. 

3 Class Hours; Prerequisite: SPK 102 Effective 
Speaking 


SPK 299 Independent Study: 

Speech (1-3) 
An individual student project concerned with advanced 
work in a specific area of speech. Conducted under the 
directions of a faculty member, independent study is 
concerned with material beyond the scope and depth of 
the ordinary course. 
Prerequisite: 3 Semester hours of college level work in 
Speech 


SQC 100/200 Orientation (0) 


Guest speakers discuss common problems quality as- 
surance students encounter. Student contact with in- 
dustry is established through field trips. 

1 Class Hour 


SQC 111 Acceptance Sampling 
Techniques (3) 
A thorough study of acceptance sampling techniques 
for attributes and variables. Operating Characteristic 
curves, Lot-hy-Lot acceptance plans based on LTPD, 
AOQLand AQL. Dodge-Romig, MIL-STD 105D, Sequen- 
tial Probability Ratio Test (SPRT) Sequential Sampling, 
Continuous Sampling, MIL-STD 414. 
3 Class Hours 


SQC 112 Metrology (3) 


The study of the science of measurement. This course 
will deal with the principles and practice of precision 
measurement. Topics to include fixed gages, microme- 
ters, verniers, thread gaging, comparison measure- 
ment, optical measuring instruments, calibration and 
angle measurement. 

3 Class Hours; Prerequisite: MAT 125 Statistics I with 
Computers or MAT 139 Algebra 


SQC 113 Statistical Process 

Control (3) 
A thorough study of Process Capability Analysis and 
Control Chart procedures. Capability Indices, Control 
charts for attributes, p, np, c, u, d control charts for 
variables x, R, S. Cusum charts. Distinctions made 
between process capability and process control. 
3 Class Hours; Prerequisite: MAT 125 Statistics I with 
Computers 


SQC 220 Senior Practicum (3) 
This course is designed to allow students to integrate 
their theoretical knowledge with real world situations. 
Working in teams, students are assigned to case studies 
involving actual or fictitious data. The course empha- 
sizes computer usage, classroom presentations, and 
written reports. ISO 9000 Standards and problem solv- 
ing techniques including Pareto diagrams, process flow- 
charts, check sheets, brainstorming, cause-and-effect 
diagrams, multi-voting schemes are discussed. 

3 Class Hours; Prerequisites: ENG 150 Technical 
Writing, SQC 111 Acceptance Sampling Techniques, 
SQC 112 Metrology, SQC 113 Statistical Process 
Control, SQC 244 Reliability and Life Testing, MAT 
224 Statistics 11; Corequisite MAT 245 Design of 
Experiments 
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SQC 244 Reliability and Life 

Testing (3) 
Fundamentals of Probability, Probability Distribution, 
Discrete Distributions: Binomial, Hypergeometric, Pois- 
son, Pascal, Continuous Distributions: Normal, Expo- 
nential, Gamma, Log-normal, Weibull, Introduction to 
Reliability, Failure Rate, MTBF, MTTF, Mean Life, Prob- 
ability of Survival for series systems and parallel redun- 
dant systems, basics of life testing, based on preassigned 
number of failures, preassigned time, SPRT, maintain- 
ability and MTTR. 
3 Class Hours; Prerequisite: MAT 125 Statistics I with 
Computers 


SQC 297 Cooperative Work 

Experience (1-3) 
Cooperative education in Quality Assurance may be 
available. On-the-job experience may be obtained in an 
industrial setting whose operations require process con- 
trol, statistical analysis, problem solving skills, or other 
tools of Quality Assurance. To be eligible a student must 
maintain acumulative grade point average of at least 2.5 
with aminimum 3.0 in MAT and SQC courses, and have 
no "F" grades. 
Prerequisite: Placement by advisor 


THR 101 Theater Appreciation (3) 


Art of the theater to increase understanding and appre- 
ciation of drama. A cultural approach considering the 
interrelationship of all aspects of production including 
plays, acting, directing, costume, make-up and lighting. 
Attendance at local productions. (Students taking this 
course may also be interested in LIT 230 American 
Drama, LIT 233 World Drama.) 


3 Class Hours 
THR 109, 110 Practicum in 
Theater Design 
and Technology (3, 3) 


Stage design (both lighting and scenic) and construc- 
tion techniques are studied first hand, as students par- 
ticipate in actual production of two plays each semester. 
Problems encountered during a production are ana- 
lyzed. Individualized instruction is increased as stu- 
dents begin to focus on their particular areas of interest. 
3 Class Hours each 


THR 111 Acting: External Style (3) 
Fundamental acting techniques. Development of indi- 
vidual skills and disciplines relative to external acting 
techniques. Use of face, voice and movement. 

3 Class Hours 


THR 112 Acting: Internal Style (3) 
Intensive application of acting techniques through scene 
study and performance. Problems of character analysis, 
internal acting and style. 

3 Class Hours 


THR 117 Creative Dramatics (3) 
Fundamentals of creative dramatics, its use in teaching, 
recreation and rehabilitation. Introduction to tech- 
niques used and practical application opportunities, 

3 Class Hours 


THR 121 Make-up for TV 

and Film (1) 
Use of prosthetics and cosmetics. Techniques of execut- 
ing age, character, and stylistic effects. Students to 


provide pertinent materials. 
2 Studio Hours 


THR 140 Presentation for 

Radio/TV (3) 
Presentation as on-air personality. Development of vi- 
sual and vocal techniques relating to presentation of 


news, interviews, commercials and announcements. 
3 Class Hours 
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THR 151 Theater Production I (3) 
Classroom and workshop study relative to production of 
plays, including historical and dramatic perspective. 
Script analysis, play selection, audience research, pub- 
licity, administration of a theater. 

3 Class Hours 


THR 152 Theater Production II (3) 


Classroom and workshop for stage production. Special 
attention to stage management, operation of stage crews, 
house management. Coordination of visiting and tour- 
ing theater companies regarding production and logis- 
tics. 

3 Class Hours; Prerequisite: THR 151 Theater Produc- 
tion I 


THR 161 Playwriting (3) 
Scriptwriting for the theatre. Attention to style, editing, 
and suitability for performance. 

3 Lecture Hours; Prerequisite: ENG 110 and any THR 
course 


THR 165 Dance for Actors I (1) 


Basic dance techniques, dance characterization, and 
movement relative to performance in musical theatre. 
2 Studio Hours 


THR 175 Dance for Actors II (1) 


Intensive dance techniques, dance characterization, and 
movement relative to performance in musical theatre. 
2 Studio Hours 


THR 190 Broome Community 


College Theater (1) 


Students who participate in the plays and performances 
of the BCC Theater Co. receive one credit per semester. 
(May be repeated 3 times for credit.) 


THR 201, 202 Children’s Theater (3, 3) 


Touring children’s theater company during academic 
year. Performances at area elementary schools for 
classtime and assembly programs. Visiting with stu- 
dents pre/post production. Design and construction of 
costumes, sets, and properties. Analysis of children- 
oriented plays, development of scripts, rehearsal and 
performance. 

3 Class Hours each 


THR 203 Summer Touring 

Children’s 

Theater Company (3) 
Touring children’s theater company during summer, 
Performances at area recreation centers, parks, camps 
and playgrounds. Visiting with children pre/post pro- 
duction. Design and construction costumes, sets, and 
properties. Analysis of children-oriented plays, develop- 
ment of scripts, rehearsal and performance. 
3 Class Hours 


THR 218 Role Study and 


Characterization (3) 
The varied creative processes by which an actor might 
develop a characterization are studied in theory and 


explored in practice with emphasis upon screenwork. 
3 Class Hours 


THR 219 Periods and Styles 

of Acting (3) 
Procedures and techniques necessary for acting in the- 
atrical and period productions such as Elizabethan, 
Italian Renaissance, Restoration, Absurdist and innova- 
tive styles. 
3 Class Hours 


THR 221 History of The Theatre (3) 


History of stage production with emphasis on theatre as 
a performing art. Chronological examination of theatre 
activity as a mirror of social and cultural experience 
from primitive times through the Renaissance. 

3 Class Hours 


THR 222 History of the Theatre (3) 
History of stage production from the 18th Century to 
the present, with attention to the contribution of dra- 
matic literature and the fine arts to stage development. 
3 Class Hours 


THR 231 Stage Direction I (3) 
Examination of the perspective of the director in rela- 
tion to himself, the play, the actors, designers, play- 
wright, and the collaborative evolution of the produc- 
tion. Development of directing methods and techniques 
in terms of casting, pictorial emphasis and harmony, 
rehearsal and production procedures. Preparation of 
prompt book and direction scenes. Proscenium and 
non-proscenium techniques. 

3 Class Hours 


THR 232 Stage Direction II (3) 
Detailed analysis of directing in relation to theatrical 
styles and periods. Examination of the techniques of 
such directors as Meyerhold, Antoine, Guthrie and 
Kazan. Direction of pertinent scenes. 

3 Class Hours 


THR 266 Acting for TV, Film 

and Commercials (3) 
Proficiency in performing before the camera. Character 
analysis, quick study, re-takes, voice-overs, studio pro- 
jection, facial nuances, and subtlety of mannerism. 
2 Class Hours, 2 Studio Hours 


THR 276 Rehearsal and 

Performance for 

Television (3) 
Casting, rehearsing, and acting in made-for-television 


drama and comedy scripts. 
3 Class Hours 


THR 299 Independent Study: 

Theater (1-3) 
An individual student project concerned with advanced 
work in a specific area of theater. Conducted under the 
direction of a faculty member, independent study is 
concerned with material beyond the scope and depth of 
the ordinary course. 
Prerequisite: 3 Semester hours of college level work in 
theater 


TTM 102 Introduction to Tourism 


and Travel (3) 
This course will introduce the student to the broad 
nature of travel and tourism, including present status 
and future trends in the industry. Study of world-wide 
destinations including culture, attractions, language, 
currency and flag carriers. Course will also focus on 
local and regional tourism. 
3 Class Hours 


TTM 117 Tourism Suppliers and 
Wholesalers (3) 


Comprehensive study of the wide variety of business 
entities that supply various services in the travel tour- 
ism field. The course will focus on suppliers such as 
domestic/international airlines, railways/AMTRAK, car 
rental agencies, motor coach lines, tour organizers, 
cruise lines, and others in the hospitality field. Repre- 
sentatives from businesses in these areas will be used as 
guest speakers and will focus on employment opportu- 
nities. Writing Emphasis Course. 

3 Class Hours 


TTM 217 Airline Ticketing and 
Documentation (3) 

This course will acquaint the student with the principles 

of documentation, ticketing, and tariffs associated with 

the travel industry. Students will also work hands-on, 

with travel-related reference materials. 

3 Class Hours; Prerequisite: TTM 102 


TTM 260 Destination/Convention 
Marketing and 
Management (3) 
Organizing and marketing group tourism services. Ac- 
tivities of convention and visitor bureaus in marketing 
and planning meetings, conventions, and other activi- 
ties directed at groups. Functions including convention 
sales, tourism development, visitor information ser- 
vices, and general promotion will be studied, with spe- 
cial emphasis on local/regional destinations and activi- 
ties. 
3 Class Hours; Prerequisite: TTM 102 


TTM 291 Computerized Reservation 
Systems (3) 
Introduces the student to computerized reservation 
systems. Included will be instruction on: building the 
passenger name record, flight availability, pricing, and 
car/hotel reservations. Students will acquire all of the 
skills needed to do complete travel planning for the 
travel consumer. Includes extensive use of travel-re- 
lated reference materials, and computer software simu- 
lations of the SABRE system. 
3 Class Hours; Prerequisites: TTM 102 and TTM 217 


TTM 298 Travel and Tourism 
Externship (1-3) 


Career-related employment in areas such as travel agen- 
cies, hotels, car rental companies, airlines, tour opera- 
tors, restaurants, and visitor and convention bureaus. 
BCC is also a member of the Walt Disney World intern- 
ship program. 

1-3 Class Hours; Prerequisite: Senior status, in final 
semester or by permission of instructor 
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PROGRAM-IDENTIFYING NUMBERS 


State regulations require a listing of all curriculums, together with the degrees they lead to and their HEGIS code numbers. HEGIS stands for 
Higher Education General Information Survey, and the HEGIS numbers for each curriculum are official federal and state designations, Enrollment 
in other than registered or otherwise approved programs may jeopardize a student's eligibility for certain aid awards. 


HEGIS Degree _ Curriculum HEGIS Degree Curriculum 


5001 CERT 
5002 AAS 
0506 AS 
5004 AAS 
5005 CERT 


Business Skills 

BUS-Accounting 

BUS-Business Administration 
BUS-Marketing Management & Sales 
Office Technologies 

5005 AAS BUS-Secretarial Science-Administrative Assistant 
5005 AAS BUS-Secretarial Science-Executive 
5005 Records Information Management 
0508 Hotel and Retaurant Management 
5008 Communication and Media Arts 
5012 CERT Interior Design 

5099 CERT Paralegal Assistant 

5099 AAS Paralegal 

5099 Travel and Tourism 

5101 Computer Science 

5104 Computer Technology 

5203 Dental Hygiene 

5205 Medical Laboratory Technology 
5207 Radiologic Technology 

5208 Nursing 

5213 Health Information Technology 


BCC Refund Regulations 


Federal regulations have established certain changes in the College's 
refund policy. The amount of refund a student receives when withdrawing 
from courses depends on a variety of factors: (1) whether the refund is partial 
or a complete withdrawal from all classes; (2) day of the semester the 
Registrar's office received notification of the withdrawal; and, (3) if federal 
funding is received as either a new or returning student. If you receive any 
funding from Federal Title IV sources (PELL, SEOG, College Work Study, 
or Perkins, Stafford, Unsubsidized Stafford or Parent Plus Loans), the 
following refund schedule is mandated by federal regulations. 


REFUND SCHEDULE 


PARTIAL 
WITHDRAWAL 











COMPLETE WITHDRAWAL 




























Day Returning First time 
of All Students Non-TitleIV Title IV Title IV 
Semester B iC D 


100% 100% 100% 


100% 100% 100% 


Prior to day 1 









TO FIND THE REFUND PERCENTAGE ABOVE: 

. Determine the "day" of the semester you have completed a Drop/Add at 
the Registrar's Office (Wales 206). The schedule is based on the overall 
college calendar for the semester and only includes days of instruction on 
Monday through Friday. The meeting days or time of any specific class/ 
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5214 Medical Assistant 

5219 Physical Therapist Assistant 

5305 Chemical Engineering Technology 
5309 Civil Engineering Technology 

5310 Electrical Engineering Technology 
5312 Industrial Technology - Quality Assurance 
5312 Industrial Technology - Quality Assurance 
5315 Mechanical Engineering Technology 
5404 Dietary Manager 

5503 Early Childhood 

5503 Early Childhood 

5505 Criminal Justice 

5505 Criminal Justice - Police 

5507 Fire Protection Technology 

5507 Fire Protection Technology 

0901 Engineering Science 

4901 Liberal Arts and Related Careers 
4901 Liberal Arts and Related Careers 
4901 Liberal Arts and Related Careers 
4901 Individual Studies 

4901 Individual Studies 


NOTE — "CERT" means certificate, not a degree. 


course does not influence the refund determination. Please note that a 100% 
refund is granted only through the first day of the semester. 
2. Ifyou are still registered in a class, the refund is partial. Use column A, Partial 
Withdrawal, to determine refund. 
3. If you are not registered in any classes you are a Complete Withdrawal, and 
you can determine the refund schedule by using column B, C or Das follows: 
If you receive no federal funding, use column B 
If you are a Title IV returning student, use column C 
If you are a first time student at Broome Community College and also 
are receiving Title IV funds, use column D 


ADDITIONAL INFORMATION: 

Non-Title IV includes students attending BCC who have paid their entire 
tuition bill with personal funds, TAP, BCC Foundation Scholarships, Outside 
Scholarships, and/or by Third Party Billing approval. This refund schedule will 
also be used for students who may have federal financial aid pending which has 
not been approved before the date of withdrawal. 

Title IV student refunds are mandated by Federal Regulations from the US 
Department of Education. When a student receiving Title IV funding completely 
withdraws from the College, a prorated amount based on the date of withdrawal, 
must be returned to these federal program fund sources. Title IV funding 
covers grant sources such as PELL, SEOG, College Work Study Student, or 
loans from Perkins, Stafford or Parent Plus programs. 

Returning Title IV students are those who have attended BCC prior to the 
current semester. No full or partial refunds will be granted until after day 38 of 
the semester to allow for federally required processing. This refund will be 
reduced by a federally approved Title IV Administrative Fee of 5% of tuition and 
fees or $100, whichever is less. 

First time Title IV means any student who has not attended BCC prior to 
the current semester. No full or partial refunds will be granted until after day 
45 of the semester to allow for federally required processing. This refund will 
be reduced by a federally approved Title IV Administrative Fee of 5% of tuition 
and fees or $100, whichever is less. 

Exceptions to the refund schedule are Summey, Weekender, and short 
course classes which will have a prorated refund schedule (by % of time) if federal 
funding is involved. For Short Courses or Summer refunds, 90% will be refunded 
for a partial withdrawal through the first 5 days of asummer term or short course 
and 0% thereafter. For Weekender partial withdrawals, 90% will be refunded 
through Friday following the first weekend and 0% thereafter. 
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STATE UNIVERSITY OF NEW YORK (SUNY) 





THOMAS A. BARTLETT, Chancellor 


Broome Community College is one of the 64 colleges that com- 
prises the State University of New York (SUNY), which was established 
by the State Legislature in 1948. The 64 units include 30 locally- 
sponsored two-year community colleges like Broome. 

State University’s 64 geographically dispersed campuses bring 
educational opportunity within commuting distance of virtually all 
New York citizens and comprise the nation’s largest, centrally man- 
aged system of public higher education. 

When founded in 1948, the University consolidated 29 State- 
operated, but unaffiliated, institutions. In response to need, the 
University has grown to a point where its impact is felt educationally, 
culturally and economically the length and breadth of the State. 

More than 400,000 students are pursuing traditional study in 
classrooms or are working at home, at their own pace, through such 
innovative institutions as Empire State College, whose students 
follow individualized and often non-traditional paths to a degree. Of 
the total enrollment, approximately 36 percent of the students are 25 
years or older, reflecting State University’s services to specific con- 
stituencies, such as refresher courses for the professional commu- 
nity, continuing educational opportunities for returning service 
personnel, and personal enrichment for more mature persons. 

State University’s research contributions are helping to solve 
some of modern society’s most urgent problems. It was a State 
University scientist who first warned the world of potentially harmful 
mercury deposits in canned fish, and another who made the connec- 
tion between automobiles and industrial exhaust combining to cause 
changes in weather patterns. Other University researchers continue 
important studies in such wide-ranging areas as immunology, ma- 
rine biology, sickle-cell anemia, and organ transplantation. 

More than 1,000 Public Service activities are currently being 
pursued on State University campuses. Examples of these efforts 
include special training courses for local government personnel, 
State civil service personnel, and the unemployed; participation by 
campus personnel in joint community planning or project work, and 
campus-community arrangement for community use of campus 
facilities. 


A distinguished faculty includes nationally and internationally 
recognized figures in all the major disciplines. Their efforts are 
recognized each year in the form of such prestigious awards as 
Fulbright-Hays, Guggenheim and Danforth Fellowships. 

The University offers a wide diversity of what are considered the 
more conventional career fields, such as business, engineering, 
medicine, teaching, literature, dairy farming, medical technology, 
accounting, social work, forestry and automotive technology. Addi- 
tionally, its responsiveness to progress in all areas of learning and to 
tomorrow’s developing societal needs has resulted in concentrations 
which include the environment, urban studies, computer science, 
immunology, preservation of national resources, and microbiology. 

Overall, at its EOC’s, two-year colleges, four-year campuses and 
university and medical centers, the University offers more than 4,000 
academic programs. Degree opportunities range from two-year asso- 
ciate programs to doctoral studies offered at 12 senior campuses. 

The 30 two-year community colleges operating under the pro- 
gram of State University play a unique role in the expansion of 
educational opportunity. They provide local industry with trained 
technicians in a wide variety of occupational curriculums, and offer 
transfer options to students who wish to go on and earn advanced 
degrees. 

The University passed a major milestone in 1985 when it gradu- 
ated its one-millionth alumnus. The majority of SUNY graduates 
pursue careers in communities across the State. 

State University is governed by a Board of Trustees, appointed by 
the Governor, which directly determines the policies to be followed by 
the 34 State-supported campuses. Community colleges have their 
own local boards of trustees whose relationship to the SUNY Board is 
defined by law. The State contributes one-third to 40 percent of their 
operating costs and one-half of their capital costs. 

The State University motto is: “To Learn — To Search — To 
Serve.” 
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COLLEGE OF THE STATE UNIVERSITY OF NEW YORK 


COMMUNITY COLLEGES 


(Locally-sponsored, two-year colleges under the program of State University) 


Adirondack Community College at Glens Falls 
Broome Community College at Binghamton 
Cayuga County Community College at Auburn 
Clinton Community College at Plattsburgh 
Columbia-Greene Community College at Hudson 
Community College of the Finger Lakes at Canandaigua 
Corning Community College at Corning 
Dutchess Community College at Poughkeepsie 
Erie Community College at Williamsville, Buffalo, 
and Orchard Park 
Fashion Institute of Technology of New York City 


Jefferson Community College at Watertown 

Mohawk Valley Community College at Utica 

Monroe Community College at Rochester 

Nassau Community College at Garden City 

Niagara County Community College at Sanborn 

North Country Community College at Saranac Lake 
Onondaga Community College at Syracuse 

Orange County Community College at Middletown 
Rockland Community College at Suffern 

Schenectady County Community College at Schenectady 
Suffolk County Community College at Selden, Riverhead, 


Fulton-Montgomery Community College at Johnstown 


Genesee Community College at Batavia 


Herkimer County Community College at Herkimer 


Hudson Valley Community College at Troy 


Jamestown Community College at Jamestown 


and Brentwood 


Sullivan County Community College at Loch Sheldrake 


Tompkins Cortland Community College:at Dryden 


Ulster County Community College at Stone Bridge 
Westchester Community College at Valhalla 


STATE-OPERATED COLLEGES 


UNIVERSITY CENTERS 

State University of New York at Albany 

State University of New York at Binghamton 
State University of New York at Buffalo 
State University of New York at Stony Brook 


COLLEGES OF ARTS AND 
SCIENCES 

State University College at Brockport 

State University College at Buffalo 

State University College at Cortland 

State University of New York Empire State 

College 

State University College at Fredonia 

State University College at Geneseo 

State University College at New Paltz 

State University College at Old Westbury 

State University College at Oneonta 

State University College at Oswego 

State University College at Plattsburgh 

State University College at Potsdam 

State University College at Purchase 


COLLEGES AND CENTERS FOR THE 
HEALTH SCIENCES 

Health Sciences Center at Brooklyn 

Health Sciences Center at Syracuse 

College of Optometry at New York City 

(Health Sciences Center at Buffalo) * 

(Health Sciences Center at Stony Brook) * 


COLLEGES OF TECHNOLOGY 

State University of New York College of 
Technology at Alfred 

State University of New York College of 
Technology at Canton 

State University of New York College of 
Agriculture and Technology at Cobleskill 

State University of New York College of 
Technology at Delhi 

State University of New York College of 
Technology at Farmingdale 
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State University of New York College of 
Agriculture and Technology at Morrisville 

State University of New York College of 
Technology at Utica/Rome** 

(Upper Division and master’s programs) 


SPECIALIZED COLLEGES 

State University of New York College of 
Environmental Science and Forestry at 
Syracuse 

State University of New York Maritime College 
at Fort Schuyler 


* The Health Sciences Centers at Buffalo and 
Stony Brook are operated under the administra- 
tion of their respective University Centers. 


** This is an upper-division institution autho- 
rized to offer baccalaureate and master’s degree 
programs. 


STATUTORY COLLEGES 

New York State College of Agriculture and Life 
Sciences at Cornell University 

New York State College of Ceramics at Alfred 
University 

New York State College of Human Ecology at 
Cornell University 

New York State College School of Industrial 
and Labor Relations at Cornell University 

New York State College of Veterinary Medicine 
at Cornell University 


STATE UNIVERSITY OF NEW YORK 
BOARD OF TRUSTEES 

Chair: Frederic V. Salerno, B.S., M.B.A., Rye 

Vice Chair: Arnold B. Gardner, A.B., LL.B., 
Buffalo 

Roderick G. W. Chu, B.S., M.B.A., New York City 

D. Clinton Dominick, A.B., LL.B., Newburgh 

Judith Lasher Duken, B.S., M.S., C.A.S., 
Plattsburgh 

Hazel Dukes, B.A., New York City 

Elizabeth A. Falvo, Loundonville 

Gary G. Fryer, B.A., Albany 

John L.S. Holloman, Jr., B.S., M.D., East Elmhurst 

Alan V. Iselin, B.A., Albany 

Miles L. Lasser, A.B., LL.B., CPA, Jamestown 

Thomas Dixon Lovely, B.A., M.A., Garden City 

Victor Marrero, B.A., LL.B., New York City 

Nancy H. Nielsen, A.B., M.S., Ph.D., M.D., 
Orchard Park 

Rosemary C. Salomone, B.A., M.A., Ed.M., 
Ph.D., J.D., LL.M., Brooklyn Heights 

N. Theodore Sommer, B.A., J.D., Binghamton 


Chancellor 
Dr. Thomas A. Bartlett 


Provost and Vice Chancellor for Academic 
Programs 
Joseph C. Burke 


Secretary of the University 
Martha J. Downey 


Senior Vice Chancellor 
Harry K. Spindler 


University Counsel and Vice Chancellor for 
Legal Affairs 
Sanford H. Levine 


ADMINISTRATION, FACULTY 





BROOME 
COMMUNITY 
COLLEGE 


Sponsored by the County of Broome 
Timothy M. Grippen, County Executive 





Education, Culture and 
Recreation Committee of Broome 
County Legislature 

DAVID LINDSEY, Chairperson 
WAYNE HOWARD 

ANDREW KAVULICH 

VINCENT PASQUALE 

KELLY WAGSTAFF 


College Board of Trustees 


JAMES A. CARRIGG, Chairperson 
President and CEO 
New York State Electric and Gas 
GEORGE AKEL 
President, Giant Food Markets 
SHARON DYER 
Attorney 
CONSTANCE ENO 
Teacher, Vestal Central School District 
LEO GILROY, JR. 
United Food and Commercial Workers 
District Union, Local One 
JUDITH C. PECKHAM 
Executive Director, Hoyt Foundation 
GEORGE S. SARKISIAN 
President and CEO, Sarco Industries 
& Sarkisian Brothers, Inc. 
NICHOLAS G. SERAFINI, JR. 
President, Serafini Transportation Inc. 
JOAN H. YOUNG : 
Teacher, Binghamton School District 
STUDENT TRUSTEE 


PRESIDENT 


DONALD A. DELLOW 
A.A., Paul Smith College 
B.A., SUNY at Oswego 
M.Ed., Ed.D., University of Florida 


VICE PRESIDENTS 


BRYAN K. BLANCHARD 
Vice President for Academic Affairs 
B.A., M.A., Wake Forest University 
Ph.D., University of Colorado at Boulder 
CHARLES J. QUAGLIATA 
Vice President for Student 
and Community Affairs 
Chancellor’s Award for Excellence 
in Professional Service 
Professor in English 
B.S., LeMoyne College 
M.A., Syracuse University 


HELEN C. VERES 
Vice President for Administrative and 
Financial Affairs 
A.B., College Misericordia 
M.S., SUNY at Cortland 
Ph.D., Cornell University 


KATHLEEN M. McKENNA, 
Affirmative Action Officer 
B.A., LeMoyne College 
J.D./M.S.F.S., Georgetown University 


ACADEMIC 
AFFAIRS 
DIVISION 


BRYAN K. BLANCHARD 

Vice President for Academic Affairs 

B.A., M.A., Wake Forest College 

Ph.D., University of Colorado at Boulder 
ELIZABETH CARTER, Staff Associate to the 

Vice President for Academic Affairs 

B.A., Binghamton University 

M.A., Binghamton University 





CAREER AND ACADEMIC 
ADVISING CENTER 


JOAN L. SHINAULT, Coordinator 
B.S., M.A., Binghamton University 
LESLIE A. DAHLGREN, Advisor 
B.A., SUNY at Cortland 
DIANA M. JOHNSON, Advisor 
B.S., Binghamton University 
THERESA KOMOR 
B.S., Binghamton University 
LAURIE A. LAMB, Advisor 
A.A., Broome Community College 
B.S., SUNY at Cortland 
CARLA MICHALAK 
B.A., M.A., Binghamton University 





CECIL C. TYRRELL 
LEARNING RESOURCES CENTER 


LAWRENCE A. JENKINS, Asst. Librarian 
A.B., M.L.S. Syracuse University 

ANN REPASKY, Asst. Librarian 
B.S.E.D. Youngstown University 
M.E.L.S. Duquesne University 

CAROL RIPIC, Asst. Librarian 
B.A. SUNY at Albany 
M.S.L.S. Syracuse University 

KATHRYN NANNEMAN, Media Services 
Coordinator 
A.A.S., Southwestern Community College 
B.A., University of Missouri at Columbia 
M.S., University of Oklahoma 

JANE M. RAWOOF, Asst. Librarian 
B.A., George Washington University 
M.S.L.S., Catholic University 

DEBORAH L. SPANFELNER, Assoc. Librarian 
B.A., Nazareth College 
M.A., Binghamton University 
MLL.S., Syracuse University 


KURT NELSON, Tech. Asst. II 

A.A.S. Broome Community College 
KONRAD BACH, Media Technician 
DAVID LJUNGGREN, Media Technician 


Emeritus 


JAMES D. BAKER 

JOAN FOLEY 

JANET K. POLAND 
SUZANNE G, SULLIVAN 





CONTRACTED INTERNATIONAL 
EDUCATION PROGRAMS & CASS 
PROGRAM (Cooperative Association 
of States for Scholarships) 


ALBERTO MILLER, Director 
B.A., Universidad Nacional Mayor 
de San Marcos, Peru 
M.A., Ph.D., Binghamton University 
BARBARA FOSTER 
Assistant to the CASS Program 
B.A., Calvin College 


COUNSELING AND 
STUDENT DEVELOPMENT 
CENTER 
GARY G. SMITH, Director 
Chancellor’s Award for Excellence in 
Professional Service 
B.S., M.S., SUNY at Oneonta 
Ed.D., Nova University 
ALAN BENNETT, Full Counselor 
A.S., Dean Junior College 
B.S., M. Ed., Springfield College 
LYNN BALUNAS, Full Counselor 
B.S., University of Vermont 
M.S., Syracuse University 
M.S.W., Marywood College 
JAMES GORMLEY, Asst. Counselor 
A.A., Newton Junior College 
B.A., Suffolk University 
M.A., Binghamton University 
MARY ELLEN HOGAN, Asst. Counselor 
B.S., College of St. Rose 
M.A., Columbia University 
Ed.M., Columbia University 
JANET KUHNS, Assoc. Counselor 
B.A., Wilson College 
M.A., Marywood College 
MARY A. McCARTHY, Full Counselor 
A.A., Broome Community College 
B.A., SUNY at Cortland 
M.S., Ed.S., SUNY at Albany 
JOHN PAGURA, Asst. Counselor 
B.A., M.A., Binghamton University 
M.S.W., Marywood College 





COUNSELOR FOR DISABLED 
MARY ELLEN HOGAN, Asst. Counselor 
B.S., College of St. Rose 
M.A., Columbia University 
Ed.M. Columbia University 
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DISABLED STUDENT SERVICES 


BRUCE E. POMEROY, Coordinator 
A.A., Broome Community College 
B.A., University of Iowa 
M.A., Bradley University 





EDUCATIONAL OPPORTUNITY 
PROGRAM 
CLAUDIA CLARKE, Director 

B.A., College of New Rochelle 

M.A., Binghamton University 





INSTITUTIONAL RESEARCH 
ERIC E. BEAMISH 

B.S., Concordia College 

M.A., Ed.D., Columbia University 





SERVICES AND TRAINING 
RESOURCES FOR INDIVIDUALS 
IN VOCATIONAL TRAINING 
(STRIVE) 
NADIA SALAZAR, Coordinator 

A.A., Broome Community College 

B.S., Binghamton University 

M.S.W., Marywood College 


REGISTRAR’S OFFICE 


WILBERT E. CORPREW, Registrar 
B.A., Virginia Union University 
M.A., Binghamton University 
ROSEMARY ZINNER, Assistant Registrar 
A.A.S., Broome Community College 
B.S., Binghamton University 


SPONSORED PROGRAMS 


LYNDA E, SPICKARD 
Director of Sponsored Programs 
B.A., Colorado College 
M.A., University of Colorado at Boulder 


STUDENT SUPPORT SERVICES 
BRUCE E. POMEROY, Director 

A.A., Broome Community College 

B.A., University of Iowa 

M.A., Bradley University 
SANDRA B. MORRIS, Asst. Director 

A.A.S., SUNY at Cobleskill 

B.S., SUNY at Oneonta 


OFFICE OF COLLABORATIVE 
EDUCATION 


PENNY CORINO, Director 
B.S., Binghamton University 


VETERAN'S SERVICES 
JAN ESTES, Coordinator 
B.A., Ohio University 
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Deans 


JO VAN WELY, Dean 
Business and Office Technology 
Chancellor's Award for Excellence in 
Professional Service 
B.A., George Washington University 
M.S. Boston University 
GEORGE HIGGINBOTTOM 
Liberal Arts & Related Careers 
Chancellor's Award for Excellence 
in Professional Service 
Asst. Prof. in History 
B.A., Harvard College 
M.A., San Francisco State University 
Ph.D., Cornell University 
IRENE J. BYRNES, Staff Associate 
Assistant to the Dean 
B.A., Binghamton University 
M.A., Binghamton University 
WILLIAM C. BESTON 
Applied Sciences 
B.S., M.S., Clarkson University 
LINDA L. MAPES, Staff Assoc. 
Assistant to the Dean 
A.A., Broome Community College 
B.S., M.A., Binghamton University 


Faculty 


BIOLOGICAL SCIENCES 
GEORGE P. FERRARI, Chairperson 
B.S., M.S., St. John's University 

RICHARD FIRENZE, Prof. 
Chancellor’s Award for Excellence 
in Teaching 
B.S., Cornell University 
M.S., Elmira College 
ELLIOT REITZ, Prof. 
Chancellor’s Award for Excellence 
in Teaching 
B.S., Clarion State College 
M.S., Ohio University 
DAVID STERLING, Assoc. Prof. 
B.S., West Virginia Wesleyan College 
M.S., Purdue University 
DONALD B. WAGER, Prof. 
B.A., Harpur College 
M.A., Binghamton University 
Ph.D., Binghamton University 
DAVID K. WALSH, Professor 
Chancellor’s Award for Excellence 
in Teaching 
A.A.S., Orange County Community College 
B.S., SUNY at Buffalo 
M.N.S., University of Idaho 
MARK DEMETROS 
CLINTON KRAGER 
TAMARA IVAN 
DIANE T. KELLY 
ANNE MIELE 
LUIGI PIZZUTI 
SANDRA WHITTAKER 
CHRISTINE WIEGERS 








Emeritus 
FLOYD R. WEST 





BUSINESS (Accounting, 


Marketing/Management, 
Hotel/Restaurant Management, 
Business Administration, Travel/ 


Tourism, Real Estate) 
RICHARD BEHR, Chairperson, 
Professor 
A.S., Broome Community College 
B.S., M.B.A., Binghamton University 
W. JAMES ABBOTT JR., Prof. 
A.A.S., Broome Community College 
B.B.A., Clarkson College of Technology 
M.S., SUNY at Albany 
ANNE BLAKESLEE, Assoc. Prof. 
A.A., Broome Community College 
B.S., M.A.S., M.Ed., Johns Hopkins 
University 
JOHN J. BUNNELL, Prof. 
AAS., Alfred Agricultural and 
Technical College 
B.B.A., Drake College of Florida 
M.B.A., University of Scranton 
JAMES C. CAVERLY, Assoc. Prof. 
A.A.S., Broome Community College 
B.A., M.S., SUNY at Albany 
THOMAS E. DECELLE, Asst. Prof. 


A.A.S., Hudson Valley Community College 


B.S., Murray State University 
ROBERT D. FITZGERALD, Instr. 

A.A.S., Broome Community College 

B.S., Jacksonville University 

M.S., LaSalle University (Louisiana) 
CHARLES HESS, Assoc. Prof. 

B.S., Bloomsburg State College 

M.Ed., Bloomsburg State College 
THOMAS KANICK, Assoc. Prof. 

A.A.S., Broome Community College 

B.S., B.A., Bryant College 

M.S., Binghamton University 
MICHAEL J. KURYLA, Assoc. Prof. 

B.A., M.A., Binghamton University 
WAYNE LOCKWOOD, Assoc. Prof. 

A.A.S., Broome Community College 

B.S., Florida State University 

M.B.A., University of Scranton 
GERALD A. LOY, Asst. Prof., Esq. 

A.A.S, SUNY Delhi 

B.S. SUNY Albany 

M.S. SUNY Albany 

J.D. Syracuse University 
WILLIAM J. MATECHAK, Assoc. Prof. 

A.A., Keystone Junior College 

B.S., Bloomsburg State College 

M.S., Pennsylvania State University 
JANICE PITERA, C.M.A., Assoc. Prof. 

B.S., Penn State University 

M.B.A. Binghamton University 
THOMAS ROSSI, Prof. 

B.S., Macalester College 

M.B.A., Indiana University 
KENNETH R. SANFORD, Professor 

A.A.S., B.B.A., Rochester Institute 

of Technology 

M.S., Binghamton University 
MID SEMPLE, Professor 

M.A.S.S. Binghamton University 

Ph.D., Binghamton University 
RAYMOND VAN NESS, Asst. Prof. 

B.S., M.S., Elmira College 
NATHAN WALZ, Tech. Asst. II 

A.A.S., Broome Community College 
GLEN WOOD, Assoc. Prof. 

A.A., Brcome Community College 

B.A., M.S., Elmira College 


REYNALD C. WOJDAT, Asst. Prof. 
AA.S. Sullivan County Community College 
B.S. Rochester Institute of Technology 
M.B.A. University of New Haven 

ADAM YOUNKER, Assoc. Prof. 
B.S., King’s College 
M.B.A., University of Scranton 

ANNAMARY ALLEN 

DEBRA ANDRAKO 

DALE BALL 

CHARLES BRINK 

DAVID CAHILL 

KEITH CLEARY 

SUZANNE DiLELLA 

DEBRA DISSINGER 

ARETHA DONNELLY 

JEFFREY EADES 

GAIL FIORINI 

SALLY GILLESPIE 

PATRICK M. GLEASON 

WILLIAM HODEL 

JEFF LAKE 

THOMAS LAMPHERE 

JAMES LAVO 

SENATOR THOMAS LIBOUS 

ED LIPSKI 

JAMES MIRANDO 

JAMES MORRIS 

PATRICK O’BRYAN * 

DUANE PELKY 

ANNE F. PRISLUPSKY 

TIMOTHY REARDON 

DOROTHY RODNEY 

JOSEPH ROMANI 

ROB SALAMIDA 

JONATHAN SCHNEIDERMAN 

WILL SLOTE 

ARTHUR SMITH 

MARK STANLEY 

ANTHONY TANZINI 

MARGARET TURNA 

GERRIANNE WARREN 

JIMMY WEIERICH 

‘LORI WAHILA 


Emeritus 

ROBERT L. CANN 

A. JAMES KALBAUGH 
STAN LEE 

ROBERT NEWCOMB 
RICHARD W. STOWELL 
RALPH HOLLOWAY 





CHEMICAL ENGINEERING 
TECHNOLOGY AND CHEMISTRY 
BRENDAN R. FLYNN, Chairperson, Prof. 
B.S., M.S., Lowell Technological Institute 
Ph.D., Clarkson College of Technology 
MICHAEL J. COSTELLO, Prof. 
B.S., University of Scranton 
Ph.D., Binghamton University 
JAMES L. FISH, Asst. Prof. 
A.A.S., Fulton-Montgomery 
Community College 
B.S., Syracuse University 
M.A., Binghamton University 
ANTHONY G. LO TEMPIO, Prof. 
Chancellor’s Award for Excellence 
in Teaching 
B.S., St. Bonaventure University 
M.S., SUNY College at Oneonta 
M.S., Cornell University 
WILLIAM METZAR, Prof. 
AAS., Broome Community College 
B.S., M.S., SUNY College 
of Environmental Science and Forestry 


JOHN W. MICHA, Tech. Asst. II 
A.A.S., Broome Community College 
CATHERINE M. RYAN, Tech. Asst. II 
A.A., Broome Community College 
B.A., Binghamton University 
HAROLD H. TRIMM, Prof. 
B.S., M.S., Ph.D., Clarkson University 
MICHAEL J. WOVKULICH, Asst. Prof. 
B.S., SUC Cortland 
M.A., Ph.D., SUNY Buffalo 
ELAINE ALFONSETTI 
FELIPE MACIAS 
HAPPINESS SINGLER 


Emeritus 
MICHAEL ORINIK 
DAVID FERGUS 


CIVIL ENGINEERING 


TECHNOLOGY 
KELLI H. LIGEIKIS, Assoc. Prof. 
B.S., Clarkson University 
M.A., Binghamton University 
Professional Engineer 
ARTHUR L. HAAS, Prof. 
B.S., University of Rhode Island 
M.S., University of Illinois 
Professional Engineer 
GORDON SHERET, Inst. 
A.A.S., SUNY at Delhi 
B.S., B.A., SUNY Buffalo 
Professional Engineer and 
Professional Land Surveyor 
SAM A. BAKI 
DONALD BROWN 
JAMES BRYDEN 
ROBERT COSTELLO 
TROY DEANNER 
RALPH SIGNORELLI 


Emeritus 
JONATHON ROOK 
STEPHEN G. STEELE 





COMPUTER STUDIES 
DAVID MCLOUGHLIN, Chairperson, Prof. 

A.A.S., Cayuga Community College 

B.S., LeMoyne College 

M.A., Ph.D., Binghamton University 
PAULETTE GANNETT, Asst. Prof. 

B.S., M.S., Binghamton University 
RACHEL HINTON, Asst. Prof. 

B.S., M.S., Binghamton University 
GARY KOHUT, Tech. Asst. II 

A.S., Broome Community College 

B.S., Binghamton University 
ALICE MCNEELY, Assoc. Prof. 

B.F.A., Syracuse University 

M.S., Binghamton University 
BETH MOLLEN, Assoc. Prof. 

B.A., SUNY at Cortland 

M.B.A., University of Scranton 
WILLIAM MURRAY, Prof. 

B.S., M.S., Ed.D., Temple University 
JOANNE O’DONNELL, Asst. Prof. 

B.A., M.A., Binghamton University 
CHRIS PAPPAS, Assoc. Prof. 

B.A., SUNY at Oneonta 

M.S., Binghamton University 
SANDRA WRIGHT, Asst. Prof. 

B.A., University of Tennessee 

M.B.A., Binghamton University 
OWEN FITZGERALD 
SONDRA FOREMAN 


AMARDEEP KAHLON 
MOLLY POLIQUIN 
JENNIFER SEDELMEYER 
SARA WEXLER 

ED ZISKA 


Emeritus 
MARY DIEGERT 





CRIMINAL JUSTICE 

RICHARD FITZPATRICK, Coordinator 
A.A.S., Broome Community College 
B.S., Elmira College 
M.S., Elmira College 

C. SCOTT BOWEN 

WILLIAM BROWN 

LOUIS CROSETTO 

KENNETH CRUMP 

KEVIN DOOLEY 

CARL FENESCY 

ROBERT KENT 

PHILOMENA KUSHNER 

ROBERT O’LEARY 

JAMES SHOEMAKER 

STEPHEN VIZVARY 

BRADLEY WAHL 





DENTAL HYGIENE 
DOROTHY J. WALSH, R.D.H., Chairperson 
AAS., Broome Community College 
B.S., SUNY at Cortland 
M.A., Binghamton University 
PAULA J. FITCH, R.D.H., Inst. 
A.A.S., Broome Community College 
B.S., Binghamton University 
FREDERICK 0, JOHNSON, D.M.D. 
Prof., Supervising Dentist 
B.A., Colgate University 
D.M.D., University of Pennsylvania 
MAUREEN MULLINS HANKIN 
R.D.H., Assoc. Prof. 
B.S., University of Detroit 
M.P.H., University of Michigan 
SUZANNE M. MAIER, R.D.H., Professor 
AAS., Broome Community College 
B.S., Boston University 
M.S., Binghamton University 
KATHLEEN CASE, R.D.H. 
KATHLEEN DUMBAULD, R.D.H. 
PAMELA QUINN, R.D.H. 
CAROLE STANLEY, R.D.H. 
ANNE UNCAPHER, R.D.H. 
CATHY WILLIAMS, R.D.H. 


Emeritus 
D. ELSIE WAGER 





DIETARY MANAGER 

JUDITH KOMARINETZ, R.D., Coordinator 
PETER BALZANI, R.D. 

LUCILLE BOEHM, R.D. 

KAREN HOJSIK, R.D. 
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EARLY CHILDHOOD 

BARBARA NILSEN, Coordinator 
A.A.S., Broome Community College 
B.S., M.A.S.S., Binghamton University 
Ed.D., Nova University 

SUE BENNETT 

CAROL FULLER 

MERRY MCNALLY 

MARY ROUSO 

JOAN ROZEN 

ANN SCHULTISE 

THERESA SOLECKY 

MARCY SWARTZ 

BRENDA TESTANI 

BRENDA TRUEX 


ELECTRICAL ENGINEERING 


TECHNOLOGY 
ALAN C. DIXON, Chairperson, Prof. 
Chancellor's Award for Excellence 
in Teaching 
B.S.E.E., M.S., Clarkson University 
JAMES L. ANTONAKOS, Professor 
A.A.S., Broome Community College 
B.S.E.E., Rochester Institute of Technology 
M.S., Binghamton University 
CHRISTOPHER J. CONANT, Assoc. Prof. 
A.A.S., Broome Community College 
B.T., M.S., Binghamton University 
BRUCE F. DeVOE, Assoc. Prof. 
B.S., M.S., SUNY at Buffalo 
GARY C. DiGIACOMO, Asst. Prof. 
A.A.S., Broome Community College 
B.T., M.S., Binghamton University 
DONOVAN E. McCARTY, Tech. Asst. II 
A.A.S., Broome Community College 
GARY OSTRANDER, Assoc. Prof. 
A.A.S., Broome Community College 
B.S., SUNY at Cortland 
M.S., Rochester Institute of Technology 
BINA PARAMASIVAIAH, Assoc. Prof. 
B.S.E.E., Bangalore University, India 
M.S.E.E., University of Connecticut 
MICHAEL COPPOLA 
DANIEL J. YOUNGS 


Emeritus 

CHARLES W. DAHILL 
WILLIAM DERVAY 
RICHARD J. LEO 
ROBERT L. REID 
EDWARD F. TROICKE 


ENGINEERING SCIENCE 
AND PHYSICS 
JACK D. FOSTER, Chairperson, Prof. 
Chancellor's Award for Excellence 
in Teaching 
B.S., Calvin College 
M.S., Yeshiva University 
JOSEPH BIEGEN, Prof., Coordinator 
B.Ch.E., B.S., M.S., 
Ph.D., Clarkson University 
GEORGE EGER, Tech. Asst. II 
A.A.S., Broome Community College 
ROBERT K. FORSYTHE, JR., Prof. 
B.S., Ursinus College 
M.S., Clarkson University 
Ph.D., Kent State 
JOHN W. GERTY, Prof. 
B.A., SUNY at Buffalo 
M.S., University of lowa 
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MICHAEL GLASGOW, Asst. Prof. 
B.S., Memphis State University 
M.S., Binghamton University 

KAREN GOODMAN, Prof. 

B.S., SUNY at Albany 
M.S., Cornell University 

THOMAS B. GRACE, Assoc. Prof. 

B.S., M.S., Clarkson University 
Intern Engineer 

HOWARD HERZOG, Prof. 

B.E.E., M.S., City College of New York 

ROBERT LOFTHOUSE, Asst. Prof. 
AS. Alfred State College 
B.S. Clarkson University 
M.S. Binghamton University 

LUDWIG P. LANGE, Prof. 

B.S., Concordia University, Montreal 
M.S., Birmingham University, 
United Kingdom 

RALPH McGREW,, Assoc. Prof. 

B.S., Pennsylvania State University 
M.S., Cornell University 

BRUCE OLDFIELD, Assoc. Prof. 

Chancellor's Award for Excellence 
in Teaching 

B.S., SUNY at Cortland 

M.A., Binghamton University 

RICHARD PLUMER, Professor 
B.S., M.S., Ph.D., University of Illinois 
A.M., Columbia University 

PETER RUGGIERI, Assoc. Prof. 

B.S., Cooper Union 
M.S., University of Pennsylvania 

SANAN ABDERRAHMAN 

MARILYN AKINS 

CLARE GIBBS 

COLETTE GLAESER 

LORRAINE SULLIVAN 


Emeritus 

GORDON DATES 
MARGUERITE RABOY 
IRVIN SIMSER 


ENGLISH 
RUSSELL N, LITTLEFIELD, Chairperson 
B.A., Colgate University 
M.A., SUNY at Cortland 
REBECCA J. BENNETT, Assoc. Prof. 
B.A., SUNY at Fredonia 
M.A., University of Tennessee 
DENTON COVERT, Jr., Assoc. Prof. 
B.A., West Virginia Wesleyan College 
M. Div., Wesley Theological Seminary 
M.A., Binghamton University 
MARGARET DEYS, Assoc. Prof. 
B.S., M.S., SUNY at Cortland 
MARY DICKSON, Prof. 
B.A., St. Lawrence University 
M.A., SUNY at Oswego 
PATRICIA DURFEE, Prof. 
B.S., SUNY at Buffalo 
M.A., John Carroll University 
ERNEST C. GIORDANI, Prof. 
B.A., M.A., Binghamton University 
DAVID M. LEVEE, Asst. Prof. 
B.A., Syracuse University 
JAMES B. NOVAK, Assoc. Prof. 
B.A., M.A., Binghamton University 
Ph.D., Syracuse University 
CHRIS ORIGER 
B.A., SUNY Buffalo 
M.A., Binghamton University 
GREG SARACENO, Assoc. Prof. 
B.A., Ithaca College 
M.A., Binghamton University 


ANN D. SOVA, Prof. 
Chancellor’s Award for Excellence 
in Teaching 
B.A., SUNY at Oswego 
M.A., SUNY at Cortland 
RICHARD STONER, Assoc. Prof. 
B.A., LeMoyne College 
M.A., Colgate University 
RUTH STRATTON, Assoc. Prof. 
A.A., Broome Community College 
B.A., M.A.T., Binghamton University 
ROBERTA WILLIAMS, Tech. Asst. II 
B.A., M.A., Ph.D., Binghamton University 
VICTORIA BELENKAYA 
ERICA BOYD 
MARIE COLUMBO 
PAUL DEAN 
MADELINE DENNIS 
CAROLANNE DUHAMEL 
DONALD DUNHAM 
NANCY ELDER 
SHARON FELLOWS 
PAUL FIRENZE 
BARBARA FOSTER 
KAREN FRANKLIN 
WILFRED GEHNE 
MICHAEL GEE 
ANNA HALLIGAN 
ALEXANDRA HEDER 
INGRID JORDAK 
KATHY LATTIMORE 
MARGERET LoGALBO 
DAVID MASLAR 
KAREN MOUILLESSEAUX 
FRIDOLIN MELLERT, Coor. ESL 
DIANNE METZER 
STEPHEN NATALE 
KATLIN NEWTON 
DONALD PHILLIPS 
DAVID PITCHER 
CRAIG RUSSELL 
SUZANNE SHEPARD 
BARBARA ULLMANN 


Emeritus 
STEPHEN KORDUCAVICH 
SHIRLEY OSMUN 





FIRE PROTECTION 


TECHNOLOGY 

STEPHEN ANDREW, Coordinator 
MARK DEDRICK 

THOMAS GEISENHOF 

RICHARD GILBERT 

MICHAEL HEIDE 

STEPHEN HRUSTISCH 

JOHN KRATOCHVIL 

THOMAS VROMAN 


— 





HEALTH INFORMATION 

TECHNOLOGY 

MARY ROSATO, Chairperson 
B.S., University of Detroit-Mercy 
M.A., Binghamton University 
R.R.A. 

JANE R. HLOPKO, Asst. Prof. 
A.A.S., Broome Community College 
B.S., Binghamton University 
M.A., Binghamton University 
A.R.T. 

MARY CASTERLINE, A.R.T., A.A.S. 

DOROTHY ERNEY, R.R.A., B.S. 

MARGARET GALLAGHER, A.R.T. 

NANCY GOBLET, R.R.A. 

GAIL KEIR, R.R.A. 

SUSAN PIXLEY, R.R.A. 

LINDA SMITH 

SANDRA THOMPSON, R.R.A. 

ELAINE TYLER, A.R.T. 

LORRAINE WENIG, A.R.T., A.A.S. 





HISTORY AND SOCIAL 
SCIENCES 
DOUGLAS GARNAR, Chairperson 
B.A., M.A., SUNY at Albany 
FRANCIS L. BATTISTI, Prof. 
Chancellor’s Award for Excellence in 
Teaching 
A.A.S., Broome Community College 
B.S., M.S., SUNY at Albany 
M.S.W., Syracuse University 
THOMAS L. CRANDELL, Prof. 
B.A., Kings College 
M.S., University of Scranton 
Ph.D., Cornell University 
CHARLES CROLL, Prof. 
B.A., Binghamton University 
M.S., SUNY at Oneonta 
FRANK S. DISTEFANO, Prof. 
A.B., University of South Carolina 
M.A., SUNY at Albany 
LORENZ FIRSCHING, Assoc. Prof. 
A.A., Broome Community College 
B.A., M.A., Ph.D., Binghamton University 
GERALD FREEMAN, Prof. 
A.A., Keystone Junior College 
B.S., East Stroudsburg State College 
M.S., SUNY at Cortland 
BENTZIL M. KASPER, Professor 
B.A., Boston University 
M.A.T., Antioch University 
M.Ph., Syracuse University 
M.B.A., Binghamton University 
JO ANNE MANIAGO, Professor 
Chancellor’s Award for Excellence 
in Teaching 
B.A., University of Tennessee 
M.A., Ph.D., Boston University 
KATHLEEN M. McKENNA, Asst. Prof. 
B.A., LeMoyne College 
J.D./M.S. F.S., Georgetown University 
ROGER McVANNAN, Prof. 
B.A., Binghamton University 
M.A., M.S., SUNY at Albany 
RICHARD M. ROMANO, Prof. 
B.A., St. Lawrence University 
M.A., Ph.D., Binghamton University 
MARGHERITA ROSSI, Asst. Prof. 
Coordinator, Mental Health and 
Human Services Program 
B.S., University of Scranton 
M.A., Fairleigh-Dickinson University 


JACQUELINE SHRADER, Assoc. Prof. 
B.S.N., Niagara University 
M.S.N., Syracuse University 

GORDON THOMASSON, Asst. Prof. 
B.A., UCLA 
M.A., University California, Santa Barbara 
Ph.D., Cornell University 

LEELAND WHITTED, Asst. Prof. 
B.A., Empire State College, SUNY 
M.S., Cortland 

GRETA WINGATE, Assoc. Prof. 
B.A., Boston University 
MLS, SUNY Albany 

WILLIAM BOWIE 

WILLIAM CASE 

BARBARA GESCHWENDER 

FRANCIS JANECEK 

HAROLD KOSTER 

KATHLEEN McKENNA 

CARLA MICHALAK 

ALBERTO MILLER 

PATRICK O’NEIL 

MARIBETH PALMER-KING 

DERRICK SPAN 

ROBERT SHIELDS 

MICHAEL VERCOLEN 


Emeritus 
PATRICIA BEGASSE 
FRANCIS CASELLA 
ROBERT COTTEN 
NORMAN HERBERT 
W. PORTER SWIFT 
MARY ANN THROUP 





HUMANITIES 
MICHAEL KINNEY, Prof., Chairperson 
Chancellor’s Award for Excellence 
in Teaching 
B.A., Glassboro State College 
M.M., Binghamton University 
Ed.D., Syracuse University 
JOHN BUTCHKO, Coordinator 
Communication and Media Arts 
A.A.S., Broome Community College 
B.S., M.S., SUNY at Oswego 
PAUL A. CHAMBERS, Prof. 
B.A., St. Bernard’s Seminary 
M.Ed., Cornell University 
ANNE BOYER COTTEN, Assoc. Prof. 
Coordinator, Interior Design 
B.S., Drexel University 
M.A., Cornell University 
FRANCIA ESPINOSA, Asst. Prof. 
B.A., M.A.T., Binghamton University 
MARTHA FENTY, Asst. Prof. 
B.A., Fisk University 
M.A.T., Binghamton University 
PATRICK O'NEIL, Assoc. Prof. 
B.A., M.A., Ph.D., Binghamton University 
PATRICIA WELLER, Assoc. Prof. 
A.A., Broome Community College 
B.A., Binghamton University 
ANGELO ZUCCOLO, Assoc. Prof. 
B.A., Providence College 
M.A., Binghamton University 
KATHERINE BACON 
RICHARD BARONS 
ELIZABETH BOSSONG 
DIANE CHAPMAN 
ELAINE CORTS 
TROY DEAMER 
JASON DETRANI 
TERRI ECKERT 
SAMUEL GIOVINAZZO 


GERALD GRAHAME 
ALEXANDRA HEDER 
LOLA KAMINSKY 
LAURA KENNEDY 
STEVE KORDUCAVICH 
LAURA LATTIMORE 
BARBARA LIGI 
GEORGETTA MAIOLO 
JEFFREY MARSHA 
MICHAEL McKIMMY 
JAMES PURTELL 
NANCY RYAN 

DAVE SACCO 
HELEN SACCO 
DIANA SCHMIDT 
CAROLE STANLEY 
PAUL SWEENY 
MICHAEL TANZER 
MARITZA VALENCIA 
JOHN YOUNG 
JANET ZABLOCKI 
MATTHEW ZUPNICK 


Emeritus 

HERBERT CHURCH-SMITH 
ROBERT KELLER 

MILTON KIRKPATRICK 
JOSEPH PETRONE 
HAROLD SUNSHINE 





LEARNING ASSISTANCE 
STEVEN NATALE, Chairperson 
B.A., St. John Fisher College 
M.A., SUNY at Brockport 
CARMEN DEVITA, Assoc. Prof. 
B.S., SUNY at Oswego 
M.A., Binghamton University 
LISA HUGHES, Coordinator, 
Learning Disabilities Program 
B.S., Ohio State 
M.A., Mansfield University 
DAVID MICHALAK, Coordinator 
Math Lab 
A.S., Broome Community College 
B.S.M.E., Rochester Institute of Technology 
M.A.T., Binghamton University 
LORETA PANICCIA, Coordinator, 
Peer Tutoring Program 
B.S., M.A., Binghamton University 
JOHN J. PIEROG, Asst. Prof. 
B.S., M.Ed., Plymouth State College 
Ed.D., Nova University 
AMY VAN SICKLE, Coordinator 
Interpreting Services 
ROBERTA WILLIAMS, Technical Assistant 
B.A., M.A., Ph.D., Binghamton University 
DONALD DUNHAM 
JUDY EVANS 
LAURIE MCKEVENEY 
KATHY RYDER 
ALICE WHITE 
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MATHEMATICS 
CARMELITA KEYES, Chairperson, Prof. 
B.A., University of Kansas 
M.A.T., M.S., Binghamton University 
JESSIE B. BROWNE, Asst. Prof. 
B.A., Temple University 
M.S. Binghamton University 
ANN CLEARY, Asst. Prof. 
A.B., Marywood College 
M.S.T., Binghamton University 
MORTON GOLDBERG, Prof. 
B.A., Binghamton University 
M.A., SUNY at Buffalo 
KARIN KIMBER, Asst. Prof 
B.A. Hartwick College 
M.A. Binghamton University 
ELIZABETH KLIPSCH, Assoc. Prof. 
B.S., University of Illinois 
M.S., University of Illinois 
JEAN M. KRICHBAUM, Assoc. Prof. 
B.S., LeMoyne College 
M.A., M.A.T., Binghamton University 
MARIA LANDER, Asst. Prof. 
B.S., Catholic University of Peru 
M.S., Catholic University of Peru 
M.S., Binghamton University 
DAVID MICHALAK, Tech. Asst. II 
A.S., Broome Community College 
B.S.M.E., Rochester Institute of Technology 
M.A.T., Binghamton University 
JOSEPH F. MILENSKY, Prof. 
B.A., Binghamton University 
M.A., University of New Mexico 
LUIS MORENO, Assoc. Prof. 
B.S., Rensselaer Polytechnic Institute 
M.S., SUNY at Albany 
PAUL O’HERON, Prof. 
A.A., A.A.S., Monroe Community College 
B.S., SUNY at Fredonia 
M.S., Michigan State University 
RICHARD L. REMIZOWSKI, Assoc. Prof. 
A.A.S., Mohawk Valley Community College 
B.A., SUNY at Oswego 
M.A., SUNY at Buffalo 
GREGORY SLIWA, Asst. Prof. 
B.S., Niagara University 
M.A., University of Missouri-Columbia 
MARY WOESTMAN, Asst. Prof. 
B.A. Rosemont College 
M.A. Temple University 
ROBERT WOODS, Assoc. Prof. 
B.S., St. Bonaventure University 
M.S., Elmira College 
MICHAEL ALUNNI 
THOMAS BOYUKA 
JANE COLAPIETRO 
GEORGIANN GALANT 
LOUIS HANNA 
MICHAEL IANNONE 
DOUGLAS LEIGH 
PATRICIA LIVERMORE 
BARBARA MOORE 
LAURA NEWTON 
JAFAR SALIMI 
WILLIAM SARGEANT 
SHELLEY STANLEY 
NANCY TRUDGEN 
JOHN TURNA 


Emeritus 
THADDEUS CZUPRYNA 
GORDON DATES 
CHARLES RICKER 
IRVIN C. SIMSER 
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MECHANICAL ENGINEERING 


TECHNOLOGY 

WILLIAM G. KELLY, Chairperson, Assoc. Prof. 
A.A.S., Johnson Institute of Technology 
B.S., SUNY College of Technology 
M.S., SUNY at Oswego 

DIRK J. ELLIOTT, Asst. Prof. 
A.S., Broome Community College 
B.S.M.E., Clarkson University 
M.A.T., SUNY at Cortland 

JOHN PETREWSKI, Asst. Prof. 
B.S., M.S., Wilkes College 

FRANCIS P. PLUNKETT, Asst. Prof. 
B.S., Spring Garden College 
M.S., Rochester Institute of Technology 
Professional Engineer 

ANDREW J. SOLAK, Tech. Asst. II 
A.A.S., Broome Community College 
B.S., Rochester Institute of Technology 

JOHN BRUCE 

LAIMONS DRUPA 

LOUIS EVANGELISTI 

DAVID HAGERMAN 

NATE OLSEN 

ROY TAYLOR 

RICHARD VLASAK 

ROBERT ZIELEWICZ 


Emeritus 

MARION A. FORBES 
HERBERT L. DURST 
DOUGLAS RITTENHOUSE 
BLAINE K. ELLIS 


MEDICAL ASSISTANT 
BONNIE LOU DEISTER, Chairperson 
A.A.S., Medical Assisting, DeAnza College, CA 
B.S.N., University of the State of New York 
CMA-C. 
THERESA J. GAVAZZI 
A.A.S., Medical Assiting, 
Broome Community College 
B.S., Binghamton University 
JUDITH KOMINOS-REITZ 
A.A.S., Nursing, 
Broome Community College 
B.S., Binghamton University 
M.S., Binghamton University 
JEROME A. MORRISON 
R.N., NREMT-P 
A.A.S., Nursing, 
Tompkins Community College 


CLINICAL AFFILIATE FACULTY 
MEDICAL ASSISTANT 
BARBARA BALACTI, R.N. 
MARY BUSS 

RACHELE CAROL 

TERRI DEAN 

PAM DEPRIMO 

PHYLLIS DEVINE, C.M.A. 
TERRY DONATO 

M. ELLEN DONOVAN 
KATHY FROST, C.M.A. 
BARBARA GARDNER 

BETTY GARDNER 

BEA GRACE, R.N. 

NANCY GREENE 

HELEN KILLIAN 

JOYCE KIRK 

PAT LESTER 

SANDY MAGNUS 
ROSEMARY MAHONEY 


JOANNE OFFNICK 
PATRICIA PADEN, C.M.A. 
KAREN PECKHAM 
DIANE PRECOPIO 
JOANNE RICHARDS 
SHARON WILCZEWSKI 
CAROL WOLFE 


Emeritus 

CLYDE CHAUNCEY 
MARY E. SCHUM 
TERESSA H. BURAN 





MEDICAL LABORATORY 


TECHNOLOGY 
JULIA E. PEACOCK, Chairperson 

B.S., Michigan State University 

M.S., SUNY Health Science 

Center at Syracuse 

MAXIMILLIAN D. BORSKI, Assoc. Prof. 

B.S., Southwest Missouri State College 

M.S., University of Missouri 
SHARON SICKLES, Ph.D., M.T. (ASCP) 
MIRIAM ARNOLD, B.A., C (ASCP) 
BARBARA BAGAN, M.T. (ASCP) 
DOUG BAILEY, M.T. (ASCP) 
RICHARD BEACH, B.S., C.T. (ASCP) 
DENISE BERRY, CLA (ASCP) 
DAVID BONHOFF, M.T. (ASCP) 
JEANNINE BONHOFF, M.T. (ASCP) 
SANDRA BORDWELL 
BARBARA BROWNRIGG, M.T. (ASCP) SH 
BONNIE BURTON, M.T. (ASCP) 
ANGELA CARRO, M.T. (ASCP) 
STEVEN COLLIER, B. Sc., C. (ASCP) 
DAVID COLLINS, B.S., ASCC 
ROBIN COOPER 
JAMES DANKO, B.S. 
JEANNIE DENUNZIO, M.T. (ASCP) SH 
GARABED FATTAL, M.D. 
ED FITZGERALD, M.L.T. (ASCP) 
NORMAN FREDERICK, M.T. (ASCP) 
CAROLYNN FULLER, M.B.A., M.T. (ASCP) 
CAROL GARDNER, M.T. (ASCP) 
MARK GOBEL, M.T. (ASCP) 
MARY GREENE, M.A., B.L.D. (ABB) 
SUE HEALD, M (ASCP) 
JUDITH HORVATH, M.L.T. (ASCP) 
JOSEPH HULL, M.S., C.L.S. (NCA) H. 
MARCIA JANKOWSKI, M.L.T. (ASCP), B.S. 
ALZINA JOHNSON, M.T. (ASCP) 
LINDA KEMERY, M.T. (ASCP) SM 
C. STEPHEN KWON, M.D. 
JAMES LOCKWOOD, M.T. (ASCP) S.H. 
LOURDES MADAMBA, C (ASCP) SC 
ROBIN PUZO, B.S., M.T. (ASCP) 
LINDA REDMOND, M.S., M.T. (ASCP) 
LYNETTE REXFORD, M.T. (HEW) 
DENISE ROGUS, M.L.T. (ASCP) 
LINDA RUNNE, B.S., M.L.T. (ASCP) 
JAMES TERZIAN, M.D. 
EVELYN THOMAS, B.S. 
WILLIAM TROLIO, M.B.A., M.T. 

(AMT), C.L.S. (NCA) 
ROBERT TUGGEY, Ph.D. 
NANCY VERSTEEG, C.L.A. (ASCP) 
DANIEL VESPI, M.T. (ASCP) 
ANDREA WADE, Ph. D., M.T. (ASCP) 
PATRICIA WALSH, M.S., M.T. (ASCP) 
JOHN WALTERS, B.S. 
JAYNE WEST, B.S. 
MARY LOU WHITAKER, B.A., M.T. (HEW) 
SHARON WHITTAKER 
KENNETH M. WIGGINS, C.L.T. 
TIMOTHY WILLIAMMEE, B.S., M.T. (ASCP) 


—- 


BARRY WINTERS, M.S.A., M.S.M.T., M.T. 
(ASCP) SM 

ANNE WOLANSKI, B.S.E., (ASCP) S.H. 

LYLA WOLFORD, M.T. (ASCP) S.C. 

LOREN WOLSH, M.D. 

ROSE ZEBROWSKI, B.A., M.T. (ASCP) 





NURSING 
CLAIRE LIGEIKIS-CLAYTON, 
Chairperson, Prof. 

B.S., Binghamton University 
M.S., Binghamton University 
MARLENE BENSON, Assoc. Prof. 

B.S., M.S., Binghamton University 
J. PATRICIA LEE, Assoc. Prof. 
B.S., Keuka College 
M.S., Syracuse University 
BARBARA MARCKX, Professor 
B.S.N., Georgetown University 
M.S.N., University of Colorado 
PATRICIA NEWLAND, Asst. Prof. 
B.S. SUNY Utica/Rome 
M.S. Syracuse University 
MARY P. MORE, Assoc. Prof. 
B.S., Villanova University 
M.S.N., Boston University 
JUDITH SAMSEL, Asst. Prof. 
B.S., Wilkes College 
MSN, Villanova University 
FAY BUNNELL 
BONNIE DEISTER 
JANET DENMAN 
WENDY HECKMAN 
KIM-MARIE HUCK 
LINDA JOWETT 
JUDY KOMINOS-REITZ 
ELIZABETH PULSE 
DEBRA RUTKOURSKI 
ROSEANN SULLIVAN 





OFFICE TECHNOLOGIES 
JOAN BANDURCHIN, Assoc. Prof. 
A.A.S., Broome Community College 
B.S., Kent State University 
M.S., SUNY College of Technology 
MARIE DAVENPORT, Prof. 
A.A.S., Broome Community College 
B.S., M.S., SUNY at Albany 
Ed.D., Nova Southeastern University 
PATRICIA C. FRANKS, Assoc. Prof. 
B.S., Bloomsburg University 
M.A.S.S., Binghamton University 
PATRICIA C. MULESKY, Tech. Asst. II 
A.A.S., Broome Community College 
AGATINA VALLONE, Assoc. Prof. 
A.A.S., Broome Community College 
B.S., M.S., SUNY at Albany 
ROBERT LANE 
NANCY LEHMAN 
SHANNON SMITH 
MARGARET TURNA 


EMERITUS 
ELIZABETH ALTENHOFEN 
EVELYN KATUSAK 





PARALEGAL 

GERALD LOY, Coordinator 
DANIEL CASELLA 

PETER CHARNETSKY 
PATRICIA DUNN 

SANDRA GARUFY 

EILEEN KANE 





PHYSICAL EDUCATION 
OZMUN G. WINTERS, Chairperson 
B.A., Syracuse University 
M.S., Ithaca College 
EDWIN C. DAUB, Assoc. Prof. 
B.S., M.S., SUNY at Cortland 
NANCY KENDROT, Inst. 
B.S., Cortland 
M.S., University of Scranton 
DUANE WHITTAKER, Asst. Prof. 
B.S., SUNY at Cortland 
HELEN BATTISTI 
THOMAS CARTER 
ADANA BRAUER 
TERESA DAVIS 
ROSELLE ILLSLEY 
NATHANIEL JACKSON 
GREGORY PETERSON 
HELENE YELVERTON 


PHYSICAL THERAPIST 
ASSISTANT 
DENISE ABRAMS, PT 
Chairperson, Asst. Prof. 
B.S., Russell Sage College 
CAROLE BARKLEY, P.T. 
A.A.S., Broome Community College 
ROBBIE LaMOREAUX, P.T., Instr. 
B.S., SUNY Health Science Center 
at Syracuse 





RADIOLOGIC TECHNOLOGY 

NANCY BUTTON, Chairperson 
R.T. Nesbitt Memorial Hospital 

School of Radiologic Technology 

B.A., Wilkes College 
M.S., Marywood College 

JANE DeMARIA, Asst. Prof. 
A.A.S., Broome Community College 
B.S., Medical College of Georgia 
M.A., Binghamton University 

BARBARA VALENTINO, Assoc. Prof. 
A.A.S., Broome Community College 
B.P.S., SUNY Empire State College 
M.A., Binghamton University 

KIM BRADLEY, R.T. (R) 

GALE BROWN, R.T. (R) 

DARETTE CUMMINGS, R.T. (R) 

LINDA DEAN, B.S., R.T. (R) 

ERICK EICHLER, R.T. (R) 

MAY GUMBLE, R.T. (R) 

JUANITA HARRISON, R.T. (R) 

PAMELA HOFFMAN, R.T. (R) 

BARBARA JONES, R.T. (R) 

MARK KOZENKO, R.T. (R) 

SUSAN MILLER, R.T. (R) 

FRED PFEIFFER, R.T. (R) 
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Summer School Begins .......c.cesssssssscsssssssrssseeeesessencensncenencensessnsenenees May 27 


135 


" bak Bed 


rhe don yy hed nh ly ees yor igen cifuys 








Broome Community College 
i of rk 


State Universi ty New Yo 
BUSINESS REPLY MAIL 
FIRST CLASS PERMIT NO. 1147 BINGHAMTON, NY 


POSTAGE WILL BE PAID BY ADDRESSEE 


BROOME COMMUNITY COLLEGE 
ADMISSIONS OFFICE 

P.O. BOX 1017 

BINGHAMTON, NY 13902-7983 





NO POSTAGE 
NECESSARY 


IF MAILED 
IN THE 
UNITED STATES 


ENCLOSE THIS CARD IN 
AN ENVELOPE AND MAIL TO: 


Broome Community College 
Health & Wellness Center 
P.O. Box 1017 

Binghamton, NY 13902-7983 





Please identify your curriculum interests: 




















BUSINESS LIBERAL ARTS (Transfer) 
Date ZC Accounting OC Liberal Arts (A.A.) Majors: Humanities, 
CO Accounting /Banking Emphasis Social Sciences, Mathematics; 
S.S.# QO) Business Administration Professions: Law, Teaching, Public Service 
0 Bus. Admin./International Emphasis ( Liberal Arts (A.S.) Majors: Biology, 
Name C) Bus. Admin./Health Care Administration Emph. Chemistry,Physics; Professions: Medicine, 
0 Entrepreneurship Dentistry, Pharmacy, Physical Therapy 
Addres¢ OC Hotel Restaurant Management C) Liberal Arts/Communication and Media Art 
OC Management © Liberal Arts/Criminal Justice 
Cit Stat CO Marketing 0 Liberal Arts/Early Childhood 
ity ©——__ Travel & Tourism C Liberal Arts/Pre-Forestry 
‘ C) Liberal Arts/Mental Health 
5 A i i COMPUTER STUDIES 
C) Computer Information Systems OFFICE TECHNOLOGIES 
H.S. Attended C) Computer Science 0 Executive Secretarial 
OC) Computer Technology 0) Office Technologies Certificate 
5 - ‘ C) Records/Information Management 
ins MG ER 7 ENGINEERING (Transfer) CO) Word /Information Processing 


Any colleges attended? If so, how many 
credits and at which colleges? 





0 Engineering Science 
SPECIAL CAREER PROGRAMS 
ENGINEERING TECHNOLOGIES 0 Criminal Justice 


UO Chemical Engineering Technology © Early Childhood Program 





Check the information you would like to 
receive: 

J Application 

CJ Early Admissions for High School 


Juniors 


O 


J Financial Aid / Scholarship Information 
(J Summer School Information 
() College on the Weekend 














q #5 £92 
= Ss oS 5 
= uw ae 
cy) 3 § a2? 
U E 2 
r+) _ 

9 63 448 
So 2 eS t52 
os 5 QS 
= 9 cies 0 § 0 

7) aS 

SB, fp ee 
eae po ee w Dw 
ie pene o> G8 é 
& a Bo o mo) 
Se > a eas Oey 
= Pe Ow FES af a 
3. < Bhasin? 
Eecc¢ oyf=-Sies 
° = SOfRe4 a 
U ee ona a 
Bm € _%EUows 
ee XG ave Paes 
Esos “Sea 6 
= ao + 
oar 6D Zz & Q — 
SP ewos Sis Su Rs 
artes pee ee 
— Faigses 

o|- VOauDES 

D. mi eo ote 

% PGES 2a 

= ZSEWES 

S|: Broztay 

be cb 2 we? 8 

ss - os EES 

sic Qevree= 

~ ' 

: Ze eh Sy 

: ons Fy; 

. Pio. veg 

vO]: we seed 

« SE=“ £30 o.9 

> = ,2 3 aes) 

= 6 8 _ a ° 
. Ss Eas 

hs c s = 

Ls So We a 

“£6 Las 











(] Educational Opportunity Program (EOP) 


SS# 





Name 


CL) Civil Engineering Technology O Dietary Manager (Certificate) 
0) Electrical Engineering Technology (Fire Protection Technology 
OC) Industrial Technology 0 Individual Studies 


C) Mechanical Engineering Technology Individual Studies/ Music Emphasis 
CJ Interior Design (Certificate) 

HEALTH SCIENCES D Paralegal 

0 Dental Hygiene 


C) Health Information Technology Date information sent: 


0) Medical Assistant ea ae ae el, 
OO) Medical Lab Technology 

O Nursing 

CO Physical Therapist Assistant io 

O Radiologic Technology (X-Ray) ACRE ET A ISS R 




























































2 
‘ 
a 
$ 3 
4 g 
> g 
ie EY E rahe 
aon  T 
i c¢ os 
ev 
~ o ra) Zo 
a i iy 
D3 - < 
oa ee s 
= pe 
eer - 9 
iF) - 
£ @ & £ s 
ev eo 5 
A 
as : 
e $ a 
o 3 8 
sale a 
Co 
ies E 
s 3 ate ee 
£ o A 2 
e v nen oe 
5,5 3 6 
mk Bie an ae 
> ® Fe 
5 ~ = 43s 
= a a ee ey 
= 9 & s ££ 8 
ie % 2X 00 4 ¢g 
fas ce] ¢ 332! 
gy 8 A o 2 ¢ £85 D3 E 
30) 54 3 Sod Ll Leo 











MAP OF THE CAMPUS 


A - ALMS HOUSE 
Art Studios 


Music Studios 


APPLIED TECHNOLOGY BUILDING 
Computer Graphics (CAD) 

Computer Studies Office 

Conference Center 

Electrical Engineering Technology Office 
Engineering Science and Physics Office 
Math Office 

Applied Sciences Divisional Offices 


BUSINESS BUILDING 

Business and Office Technologies 
Divisional and Departmental Offices 

Computer Center 

Health Information Technology Office 

Medical Assistant Office 

Medical Record Technology Office 

Radiologic Technology Office 


B.C. CENTER (Child care) 


CAMPUS SERVICES BUILDING 
Shipping and Receiving 

Copy Center 

Purchasing 


DECKER HEALTH SCIENCE CENTER 
(Opening in 1996) 


901 FRONT STREET 
Biological Sciences 
Nursing 


CECIL C. TYRRELL LEARNING 
RESOURCES CENTER 
AffirmatWwe Action Office 

Audio- Visual Services 

Disabled Student’ Services 
Learning Assistance Center 

Library 

Publications Center 

Security Office 

Teaching Resource Center 


SA- 


MECHANICAL BUILDING 
Civil Engineering Technology Office 
Mechanical Engineering Technology Office 


SCIENCE BUILDING 

Chemical Engineering Technology Office 
Dental Hygiene Clinic 

Dental Hygiene Office 


STUDENT AFFAIRS BUILDING 
Financial Aid 

Finance Office 

Medical Laboratory Technology Office 
Physical Therapist Assistant Office 
Student Accounts 

Student Activities 


STUDENT LOT 
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S$C- STUDENT CENTER 
Athletics Office 

Bookstore & Campus Shop 
Cafeteria 

Educational Opportunity Program 
Faculty/Student Association 
Fitness Center 

Gymnasiums 

Human Resources (Personnel) 
Little Theatre 

Physical Education 


TITCHENER HALL 
Liberal Arts & Related Careers 


STUDENT LOT 


w 


WALES BUILDING 
Administrative Offices 
Admissions Office 
Advisement Center 
(Academic & Careers) 
Alumni Office 
BCC Foundation 
Center for Community Education 
Counseling and Student 
Development Center 
Health & Wellness Resource Center 
Placement Office 
Purchasing 
Registrar’s Office 
STRIVE Program Office 
Student & Community Affairs 
Veterans’ Office 


STUDENT LOT 


Se 
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at all times 











Parking 


All vehicles must be registered with the Campus 
Security Office. Students are allowed to park only in 
student lots until 5 p.m. after which an open parking / 
policy exists. A parking map is available in the 
Campus Security Office. However, certain general 
rules are always in effect: 


MAP OF SURROUNDING AREA 







E 
a 


EXIT 70S / 
ROUTE 17 


WASHINGTON AVENU 


ENDICOTT wast — 


¢ No parking on grass, roadways, or lot oye = ee — 
perimeters ba Zo 

¢ No parking in handicapped zones without a = = 
permit (issued by Campus Security) cout 

¢ Lot D is reserved for staff at all times agune 54 


Violators of the regulations will be 


ticketed and fined. VESTAL 


ROUTE 26 
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Broome Community College 


State University of, New .Yrou k 


Broome Community College 


P.O. Box 1017 
Binghamton, NY 13902 


Please Note: 
This is the only copy of the 


General Catalog that will be 
provided to you. Please keep it 
for use during your time at BCC. 





